This  is  a  digital  copy  of  a  book  that  was  preserved  for  generations  on  library  shelves  before  it  was  carefully  scanned  by  Google  as  part  of  a  project 
to  make  the  world's  books  discoverable  online. 

It  has  survived  long  enough  for  the  copyright  to  expire  and  the  book  to  enter  the  public  domain.  A  public  domain  book  is  one  that  was  never  subject 
to  copyright  or  whose  legal  copyright  term  has  expired.  Whether  a  book  is  in  the  public  domain  may  vary  country  to  country.  Public  domain  books 
are  our  gateways  to  the  past,  representing  a  wealth  of  history,  culture  and  knowledge  that's  often  difficult  to  discover. 

Marks,  notations  and  other  marginalia  present  in  the  original  volume  will  appear  in  this  file  -  a  reminder  of  this  book's  long  journey  from  the 
publisher  to  a  library  and  finally  to  you. 

Usage  guidelines 

Google  is  proud  to  partner  with  libraries  to  digitize  public  domain  materials  and  make  them  widely  accessible.  Public  domain  books  belong  to  the 
public  and  we  are  merely  their  custodians.  Nevertheless,  this  work  is  expensive,  so  in  order  to  keep  providing  this  resource,  we  have  taken  steps  to 
prevent  abuse  by  commercial  parties,  including  placing  technical  restrictions  on  automated  querying. 

We  also  ask  that  you: 

+  Make  non-commercial  use  of  the  files  We  designed  Google  Book  Search  for  use  by  individuals,  and  we  request  that  you  use  these  files  for 
personal,  non-commercial  purposes. 

+  Refrain  from  automated  querying  Do  not  send  automated  queries  of  any  sort  to  Google's  system:  If  you  are  conducting  research  on  machine 
translation,  optical  character  recognition  or  other  areas  where  access  to  a  large  amount  of  text  is  helpful,  please  contact  us.  We  encourage  the 
use  of  public  domain  materials  for  these  purposes  and  may  be  able  to  help. 

+  Maintain  attribution  The  Google  "watermark"  you  see  on  each  file  is  essential  for  informing  people  about  this  project  and  helping  them  find 
additional  materials  through  Google  Book  Search.  Please  do  not  remove  it. 

+  Keep  it  legal  Whatever  your  use,  remember  that  you  are  responsible  for  ensuring  that  what  you  are  doing  is  legal.  Do  not  assume  that  just 
because  we  believe  a  book  is  in  the  public  domain  for  users  in  the  United  States,  that  the  work  is  also  in  the  public  domain  for  users  in  other 
countries.  Whether  a  book  is  still  in  copyright  varies  from  country  to  country,  and  we  can't  offer  guidance  on  whether  any  specific  use  of 
any  specific  book  is  allowed.  Please  do  not  assume  that  a  book's  appearance  in  Google  Book  Search  means  it  can  be  used  in  any  manner 
anywhere  in  the  world.  Copyright  infringement  liability  can  be  quite  severe. 

About  Google  Book  Search 

Google's  mission  is  to  organize  the  world's  information  and  to  make  it  universally  accessible  and  useful.  Google  Book  Search  helps  readers 
discover  the  world's  books  while  helping  authors  and  publishers  reach  new  audiences.  You  can  search  through  the  full  text  of  this  book  on  the  web 


at|http  :  //books  .  google  .  com/ 


Godfrey  Lowell  CABOT  SCIENCE  LIBRARY 

oftht  Harvard  CoUtgt  L/^i-ggr 


This  book  is 

FRAGILE 

and  circulates  only  with  permission. 

Please  handle  with  care 

and  consuh  a  staff  member 

before  photocopying. 


Thanks  for  your  help  in  preserving 
Harvard's  library  collections. 


Digitized  by 


Google 


^mmmmmsmmm^mmmmmtB^^^ 


^''.* 


•  ^1 


I 


M" 


-^C6 


cT    V'z  t' 


a 


Digitized  by  VjOOQIC 


Digitized  by  VjOOQIC 


Digitized  by  VjOOQIC 


THE  LATEST  WOI\K 

ON 

BRIDGE  AND  \m  TRUSSES, 

400  PAGES  AND  13  FOLDING  PLATES.    $3.50. 


The  Stresses  ii\  Bridge  and  I\oof  Trusses,  Arcl\ed 
I\ibs  ar\d  Suspension  Bridges, 

Prepared  (or  the  Department  of  Civil  Engineering  at  the  Rensselaer  Polytechnic  Institute, 

BY  WILLIAM  H.  BURR.  C.  E.. 

Professor  of  Rational  and  Technical  Mechanics  at  the  Rensselaer  Polytechnic  Institute. 
NEW  AND  REVISED  EDITION. 

NEW  YORK : 
JOHN    WII^EV     &    tSONS. 

1886. 

COMPLETE,  CONCISE  AND  PRACTICAL.     DESIGNED  FOR  TECHNICAL 
STUDENTS  AND  ENGINEERS. 


*  •  *  (I  xhere  are  104  pages  on  Ordinary  Bridge  and  Roof  Trusses,  99  on  Draw- 
Bridges,  50  on  Arched  Ribs,  and  34  on  Suspension  Bridges.  At  the  end  is  a  chapter  on  the 
details  of  construction.  *  *  *  Both  algebraic  and  graphic  methods  are  presented,  while 
the  prominence  is  given  to  the  former.  A  single  algebraic  method  is  not  rigidly  followed, 
but  often  two  or  more  are  given,  so  that  one  may  serve  ds  a  check  on  the  other.  Methods 
are  everywhere  made  subordinate  to  principles,  and  for  a  student  no  better  plan  can  be  fol- 
lowed. ♦  ♦  •  The  section  on  Draw-Bridges  will  prove  of  especial  value  to  advanced 
students  and  bridge  engineers.  It  is,  indeed,  the  only  presentation  of  that  important  subject 
which  is  at  all  suitable  to  put  before  a  class.  There  are  doubtless  many  instructors  of  engi- 
neering who  will  welcome  such  a  carefully  prepared  and  exhaustive  book  on  the  determination 
of  stresses. — Railroad  Gatette. 


This  work  has  been  carefully  prepared  with  two  objects  in  view ; 
one,  to  meet  the  wants  of  the  practicing  engineer  and  bridge  builder, 
and  the  other,  to  provide  students  who  intend  pursuing  an  advanced 
course  of  study  in  civil  engfineering,  such  a  course  of  instruction  in  the 
determination  of  stresses  in  structures  of  iron,  steel  and  wood,  as  will 
fit  them  to  discharge,  in  a  practical  and  efficient  manner,  professional 
duties  connected  with  such  work. 

During  the  past  few  years,  the  science  of  iron  and  steel  construction 
has  made  rapid  progress,  and  the  loose,  "  rule  of  thumb  "  methods, 
which  were  formerly  permissible,  no  longer  find  place  among  advanced 
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This  work  has  been  the  outgrowth  of  lectures  on  the  elasticity  and 
resistance  of  materials,  given  by  the  author  to  succeeding  classes  of  students 
in  the  department  of  Civil  Engineering  at  the  Rensselaer  Polytechnic  Insti- 
tute. Although  those  lectures  form  the  basis  of  the  work,  they  have 
been  considerably  elaborated  and  extended  so  as  to  include  many  ad- 
ditional details  of  importance  to  the  practical  engineer. 

It  is  believed  that  the  author's  practical  experience  as  an  engineer, 
and  familiarity  with  the  methods  and  needs  of  advanced  technical  instruc- 
tion, has  enabled  him  to  satisfactorily  comprehend  in  this  book  those 
things  which  are  essential  both  to  the  technical  student  and  engineer. 

The  rational  or  theoretical  part  covers  less  than  one-third  the 
volume.  In  this  part  the  student  or  investigator  will  find  a  concise  treat- 
ment of  the  philosophical  basis,  so  to  speak;  of  the  resistance  of  materials. 
Instead  of  making  the  theories  of  torsion,  flexure,  etc.,  pure  assumptions, 
as  is  usually  done,  those  theories  are  shown  to  be  simply  logical  expres- 
sions of  Hooke's  law,  combined  with  the  elementary  principles  of  statics, 
applied  to  the  particular  manifestations  of  external  forces  or  loads.  The 
subject  is  thus  put  upon  a  common  sense  foundation  and  not  started  on 
a  mere  empiricism  or  conventionality. 
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PREFACE. 


In  view  of  the  great  number  of  works  heretofore  produced 
on  the  subject  of  the  stresses  in  bridge  and  roof  trusses,  the 
writer  concedes  that  he  lays  himself  open,  to  some  extent  at 
least,  to  the  necessity  of  apologizing  for  the  production  of  one 
more  of  the  same  class. 

It  is  unnecessary,  however,  that  he  should  state  the  rea- 
sons which,  in  a  measure,  have  compelled  him  to  produce  this 
book,  which,  he  sincerely  hopes,  may  be  found  useful  both  to 
the  technical  student  and  the  engineer. 

The  assistance  derived  from  Prof.  Eddy's  work  on  arched 
ribs  will  be  evident  even  to  a  hasty  observer. 

Certain  matters  are  of  such  common  occurrence  in  the  fol- 
lowing  pages  that  it  may  conduce  to  clearness  to  mention 
them  here. 

The  word  "  ton  "  signifies  a  ton  of  2,000  pounds,  unless  it 
is  otherwise  specifically  stated. 

The  word  "  stress  "  means  the  force  acting  in  any  member 
of  a  structure,  while  "  strain  "  is  the  distortion  which  accom- 
panies the  stress. 

The  sign  +  indicates  a  tensile  stress,  and  the  sign  — ,  a 
compressive  one. 

Unless  otherwise  stated,  the  stress  in  any  member  of  a 
structure  will  be  represented  by  inclosing  with  a  parenthesis 
the  letter  or  letters  which  belong  to  it  in  the  diagrams  or 
plates.  Thus  (A  B),  or  (a),  signifies  "  stress  in  the  member 
A  B,"  or  "  stress  in  the  member  a^ 

W.  H.  B. 

Rensselaer  Polytechnic  Institute, 
Troy.  N.  Y..  March,  i88a 


Digitized  by  VjOOQIC 


Digitized  by  VjOOQIC 


PREFACE  TO  THIRD  EDITION. 


Since  the  publication  of  the  first  edition  of  this  book 
engineering  practice  in  iron  and  steel  construction,  especially 
in  the  department  of  bridge  building,  has  made  very  material 
progress.  The  distribution  of  metal  in  pier  structures  has 
been  considerably  modified  so  as  to  produce  concentrations 
in  larger  members ;  but  chiefly  the  treatment  of  moving 
loads  has  experienced  such  a  radical  transformation  as  to 
bring  it  to  a  thoroughly  rational  basis.  Hence,  portions  of 
the  book  as  originally  written  have  been  cancelled  and  re- 
placed by  entirely  new  matter,  so  amplified  and  extended  as 
to  bring  the  work  in  all  its  details  abreast  of  the  best  practice 
of  the  present  day. 

My  indebtedness  to  the  published  papers  of  Prof.  H.  T. 
Eddy,  of  the  University  of  Cincinnati,  on  the  arched  rib,  will 
be  evident  to  any  reader  even  slightly  acquainted  with  his 
valuable  work  entitled  "  Researches  in  Graphical  Statics." 

Certain  matters  are  of  such  common  occurrence  in  the  fol- 
lowing pages  that  it  may  conduce  to  clearness  to  mention 
them  here. 

The  word  **  ton  '*  signifies  a  ton  of  2,000  pounds,  unless  it 
is  otherwise  specifically  stated. 

The  word  "  stress  "  means  the  force  acting  in  any  member 
of  a  structure,  while  "  strain  "  is  the  distortion  which  accom- 
panies the  stress. 

The  sign  +  indicates  a  tensile  stress,  and  the  sign  — ,  a 
compressive  one. 

Unless  otherwise  stated,  the  stress  in  any  member  of  a 
structure  will  be  represented  by  irfclosing  with  a  parenthesis 
the  letter  or  letters  which  belong  to  it  in  the  diagrams  or 
plates.  Thus  (A  B),  or  (a),  signifies  **  stress  in  the  member 
A  B,"  or  **  stress  in  the  member  a.** 
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VHl  PREFACE, 

As  a  matter  of  convenience  to  those  who  may  be  familiar 
with  the  first  and  second  editions,  it  is  well  to  state  that 
pages  19  to  60,  Arts.  72,  74  and  85  are  entirely  new.  Portions 
of  pages  at  several  other  places  in  the  book  have  also  been 
re-written,  but  it  is  unnecessary  to  name  them  here. 

For  convenience  in  swing  bridge  computations,  Appen- 
dix IV.  has  been  inserted.  Formulae  for  moments  and  re- 
actions are  there  collected  in  the  simplest  form  for  applica- 
tion. 

W.  H.  B. 

Phcenixville,  Pa  , 
Feb,  24tA,  1886. 
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CHAPTER  I. 

GENERAL    CONSIDERATION  OF    THE    LAWS    GOVERNING   THE 
ACTION  OF  STRESSES  IN  TRUSSES. 

Art.  1. — The  Ttubb  ZUement. 

A  TRUSS  may  be  defined  to  be^a  structure  so  composed  of 
individual  pieces  that,  if  all  the  externally  applied  forces 
called  loading  are  parallel  in  direction,  the  other  external 
forces  called  reactions  will  be  parallel  both  to  each  other  and 
the  loading. 

The  simplest  of  all  trusses  is  a  triangle,  and  all  trusses, 
however  complicated,  containing  no  superfluous  members, 
are,  and  may  be  considered,  assemblages  of  triangles  simply. 
That  the  triangle  is  the  truss  element  arises  from  the  fact 
that  it  is  the  only  geometrical  figure  whose  form  may  not  be 
changed  without  varying  the  lengths  of  its  sides. 

In  the  elementary  truss  of  the  figure,  let  any  force  act  ver- 
tically  downwards  at  By  and  consider  the  two  triangles  ABD 
and  BDC  having  the  common  side  BD,  Since  all  external 
forces  are  parallel,  the  reaction  at  A  is  to  the  reaction  at  C  as 
DC  is  to  AD. 

For  if  BD  be  taken  to  represent  the  vertical  force  acting  at 
By  and  DF  be  drawn  parallel  to  -^5  as  well  as  EF  parallel  to 
ACy  then  will  DF  represent  the  stress  in  ABy  and  BF  that  in 
BC.  But  by  the  construction  EDiEB^DC:  ADy  but  ED  is 
the  vertical  component  of  the  stress  in  AB  as  well  as  the  re- 
action at  Ay  while  BE  is  the  same  component  of  the  stress  in 
BCy  and,  similarly,  the  reaction  at  C.  It  is  to  be  particularly 
noticed  that  EF  is  the  common  horizontal  component  in  each 
of  the  members  AB  and  BCy  and  also  the  resultant  stress  in 
AC. 
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When,  therefore,  the  truss  is  horizontal,  as  is  supposed  in 
the  figure,  the  vertical  component  in  each  of  the  members 
AB  and  BC  is  equal  to  the  reaction  at  its  foot ;  also  the  hori- 
zontal component  of  stress  in  each  of  these  members  is  equal 
to  the  horizontal  component  in  the  other,  as  well  as  to  the 
resultant  stress  in  the  third  horizontal  member. 

These  simple  principles  constitute  the  foundation  of  all 
stress  analyses  in  trusses. 


Art  2.— Oeneral  Caie. 

Again,  consider  any  truss  whatever,  as  that  in  Fig.  i,  in 
which  the  supports  are  not  on  the  same  level,  nor  are  any  two 
of  the  triangles  of  which  it  is  composed  similar.  Suppose  a 
vertical  load  to  act  at  any  apex,  as  A^  the  reactions  will  be 
vertical.  Let  the  truss  be  cut  by  any  plane  which  divides  the 
line  GH  {AH  is  the  trace  of  such  a  plane),  then  the  part  of 
the  truss  which  is  found  on  the  left  of  AH  is  held  in  equilib- 
rium by  a  component  of  the  vertical  force  at  A,  the  vertical 
reaction  at  C,  and  the  induced  stress  in  GH.  Since  there  is 
equilibrium,  the  lines  of  action  of  those  forces  must  intersect 
in  a  point ;  and  since  the  forces  acting  through  C  and  GH 
have  lines  of  action  intersecting  at  D,  the  line  of  action  of  the 
component  of  the  vertical  force  at  A  must  pass  through  the 
same  point.  Thus  the  line  of  action  DA  for  one  component 
is  established. 

In  precisely  the  same  manner  BE  is  erected  and  produced 
until  it  intersects  GH,  produced,  in  E  and  the  line  of  action 
AE  of  the  other  component  established.  Connect  D  and  E^ 
then,  so  far  as  the  reactions  are  concerned,  the  case  will  not 
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be  changed  if  the  actual  truss  be  supposed  displaced  by  the 
simple  truss  DEA.  Let  AN  represent  the  vertical  load  at  A^ 
then  make  NOy  parallel  to  AEj  and  DAj  produced,  intersect 
at  O.  If  MO  be  drawn  parallel  to  DE,  AM  will  evidently 
represent  the  reaction  at  C,  and  MN  the  reaction  at  B.     Pro- 


FlG.    I. 


duce  AN  until  it  intersects  GH  in  Gy  and  draw  DK  and  EF 
in  a  horizontal  direction,  then,  from  similar  triangles : 


OM 

ma'' 


DG 
GA~' 


and 


OM 

MN 


EG 
GA' 


Dividing  one  by  the  other, 


MN 
MA  ' 


DG 
EG 


DK 

EF* 


But  DK  +  EF  is  equal  to  the  span,  hence  the  feactions  are 
inversely  as  the  segments  of  the  span,  or  any  load  or  system 
of  loading,  vertical  in  direction,  to  which  any  truss  whatever 
is  subjected,  is  divided  into  reactions  according  to  the  law  of 
the  lever.  Farther,  whatever  the  internal  stresses  of  the  truss 
may  be,  at  the  ends  the  sum  of  the  vertical  components  must 
be  equal  to  the  reactions. 
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Art.  3.— Web  and  Chord  StrMSM  In  Oen«r«L 

In  the  preceding  case  no  account  was  taken  of  the  stresses 
to  which  the  individual  members  of  the  truss  were  subjected, 
but  it  will  now  be  necessary  to  consider  them.  For  this  pur- 
pose PL  I.,  Fig.  I,  will  be  used,  in  which  the  points  of  support 
will  be  taken  in  the  same  level,  the  loading,  vertical ;  and  the 
truss  will  be  considered  as  made  up  of  similar  triangles.  The 
first  and  last  suppositions  in  nowise  affect  the  generality  of 
the  conclusions,  but  the  operations  are  thereby  simplified  and 
given  a  character  approaching  more  nearly  to  that  of  the 
ordinary  operations  of  the  engineer. 

In  PI.  I.,  Fig.  I,  is  the  representation  of  a  truss  placed  upon 
two  supports  A  and  L  in  the  same  horizontal  line.  CH  and 
AL  are  parallel,  and  the  oblique  members  included  between 
them  may  have  any  inclinations  whatever,  only  they  are  made 
symmetrical  in  reference  to  a  vertical  centre  line  through  O, 
Let  any  weight  W  act  at  any  point,  as  N^  and  let  t  and  /' 
represent  the  tangents  of  the  greater  and  less  inclinations, 
respectively,  of  the  oblique  members  to  a  vertical.  Erect  ver- 
ticals at  A  and  L  which  will  intersect  the  prolongations  of 
CH  in  B  and  K\  then,  as  has  been  shown,  BR  and  UK  drawn 
through  N  will  be  the  lines  of  action  of  the  components  of  W 
which  act  on  the  two  parts  of  the  truss.  The  force  parallelo- 
gram  WRNU  can  then  be  drawn,  in  which  R  T  and  UV  are  to 
be  drawn  parallel  to  AL.  NT=  VIV  is  the  reaction  at  A, 
andiVJ^that  at  Z. 

Resolve  NR  in  the  direction  of  FN  and  NM'  by  drawing 
M'R  parallel  to  FN^  then  will  M'R  represent  the  stress  in 
FN.  The  stress  in  FN  will  induce  the  stresses  Fi  and  Fi'\ 
in  FG  and  FO,  and  in  the  same  manner  the  stresses  shown  in 
the  figure  will  be  induced  at  all  the  points  on  the  left  of  FN. 

It  is  to  be  noticed  that  all  the  inclined  stresses  at  the  points 
AfCfQf  D,  P,  £,  Oy  F,  as  well  as  M'R^  have  the  same  vertical 
component,  NT;  also,  that  all  the  horizontal  stresses  at  C,  A 
Ef  and  F  are  equal  to  each  other  and  act  in  the  same  direc- 
tion, each  one  having  the  value  NT  x  (/  +  /').     Let  n  be  the 
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number  of  the  points  C,  A  E,^  and  /%  then  the  total  horizon- 
tal stress  acting  along  CH  from  left  to  right  will  be 

NT  X  (/  +  i)  X  n. 

At  N  there  is  the  horizontal  force  NM*  acting  from  left  to 
right  Let  d  equal  the  depth  of  the  truss,  or  AB^  and  /  and  /' 
the  segments  AN  zxi^  NL  respectively  of  the  span  AL  ox  5\ 
then  from  the  figure  it  is  seen  that 

NM'^NT{^-t'^. 

At  the  points  Oy  P,  Qy  A,  there  are  horizontal  stresses  act- 
ing from  right  to  left.  From  the  diagram  it  is  seen  that  the 
stress  at  O  is  {2txNT) ;  at  Py  {t  +  f)  x  NT]  at  Q,  {t  +  t')  x 
NT\  at  Ay  t'  X  NT]  hence  the  total  stress  on  the  left  of  N 
acting  from  right  to  left  is 

Nnm  +  («-!)/')  =  Nt(^^^^^-  t)  =  NT{L-t). 


Hence  there  is  deduced  the  important  result  that  NM'  is 
just  equal  to  the  total  horizontal  stress  on  the  left  of  Ny  and 
possesses  the  same  line  of  action  but  is  opposite  in  direction, 
therefore  the  two  forces  balance  each  other. 

Next  prolong  GN  until  it  cuts  UV  in  F,  then  will  NY 
represent  the  stress  induced  in  GN  by  the  component  UN. 
The  stress  at  Ny  acting  from  right  to  left,  is  therefore  UYy  or 


UY^^NVx 


G-')- 


Although  the  diagrams  are  not  drawn,  it  is  plain  that  the 
horizontal  stresses  at  M  and  L  are  NV  x  (/  +  t')  and  NV  x  /' 
respectively  ;  also,  that  their  directions  are  from  left  to  right ; 
hence  the  total  horizontal  stresses,  on  the  right  of  Ny  which 
act  from  left  to  right,  are 
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Hence  the  stress  UY  is  balanced  by  the  horizontal  stresses  on 
the  right  of  -A^.  All  the  internal  horizontal  stresses  acting 
along  AL  are,  therefore,  balanced. 

According  to  the  two  force  parallelograms  drawn  from  G 
and  //,  it  is  seen  that  all  the  horizontal  stresses  on  the  right 
of  -A^,  which  act  from  right  to  left  along  Clf,  are 

n'xNVx{t  +  t')  =  NVx^^, 

in  which  n'  is  the  number  of  apices  G  and  H. 
ButNV=NTj;  hence 

But  it  has  already  been  shown  that  all  the  stresses  which 
act  along  CN  from  left  to  right  are 

NTx  (/  +  0  xn  =  NT^. 

Hence  all  the  horizontal  internal  stresses  of  the  truss  are 
perfectly  balanced  among  themselves. 

This  important  characteristic  belongs  only  to  the  "  truss  " 
proper,  and  distinguishes  it  from  all  other  bridge  superstruc- 
tures. 

If  an  irregular  truss,  like  that  in  Fig.  i  above,  were  treated, 
precisely  the  same  result  would  be  reached,  but  the  resultant 
horizontal  stress  would  be  expressed  by  2Pt  or  2' Pt/\n 
which  Pis  a  variable  portion  of  IV\  and  ^ would  be  a  "  mean  " 
depth,  such  that  2td=l,  and  2'td=l'. 

The  portion  FG  is  subjected  to  all  the  stress  induced  at  the 
points  C,  A  Ey  and  F  \  EF  to  all  that  induced  at  C,  Dj  and 
E ;  etc.  It  is  important  to  notice  this  accumulation  of  stresses 
from  panel  to  panel  in  the  horizontal  lines  CH  and  AL^  for 
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it  shows  that  the  stresses  in  those  portions  are  not  uniform 
from  end  to  end.  A  stress  induced  at  one  point  may  be  felt 
at  any  distance  from  that  point. 

The  upper  and  lower  portions  of  the  truss,  CDEFGH  and 
AQPONMLy  are  called  the  top  and  bottom  "chords,"  and 
all  members  included  between  the  chords,  whether  inclined 
or  vertical,  are  called  "  braces  "  or  web  members.  The  various 
portions  into  which  the  chords  are  divided,  usually  equal  to 
ea'ch  other,  are  called  panels. 

From  the  figure  it  is  seen  that  the  vertical  components  of 
the  stresses  in  the  braces  or  web  members  on  one  side  of  N 
are  equal  to  each  other ;  also,  that  the  chord  stresses  have  no 
vesical  component,  being  horizontal.  Farther,  the  vertical 
component  in  any  brace  or  web  member  is  equal  to  the  reac- 
tion found  on  the  same  side  of  the  load  as  itself.  In  a  truss 
provided  with  horizontal  chords,  therefore,  the  office  of  the 
web  members  is  solely  to  transfer,  so  to  speak,  the  load  from 
its  point  of  application  to  the  abutments  or  piers  of  the 
bridge ;  their  duty,  therefore,  is  precisely  the  same  as  that  of 
the  web  in  a  flanged  girder,  hence  their  name  "  web  mem- 
bers." In  other  words,  the  braces  or  web  members  take  up 
the  shearing  stress  at  any  section. 

Let  sec  i  and  sec  i '  be  the  secants  of  the  angles  of  inclina- 
tion of  the  web  members,  corresponding  to  the  tangents  t 
and  /',  and  let  5  and  S'  be  the  shearing  stresses  in  the  two 
segments  of  the  span ;  then  the  web  stresses  in  the  left-hand 
segment  will  be  5  sec  i  and  5  sec  i',  and  those  for  the  right- 
hand  segment  S'  sec  i  and  5 '  sec  i'. 

The  general  principles  brought  out  in  the  preceding  results, 
therefore,  are  these :  With  horizontal  cfwrds  the  web  stresses 
are  products  of  the  shears  by  the  secants  of  the  inclinations ,  and 
the  chord  stresses  are  functions  of  the  tangents  of  the  inclina- 
tions of  the  braces  or  web  members  from  vertical  lines. 

From  an  inspection  of  the  force  parallelogram  at  Z>,  for 
instance,  it  is  seen  that  the  increment  of  chord  stress  at  any 
panel  point  is  equal  to  *the  algebraic  sum  of  the  horizontal  com- 
ponents of  the  stresses  in  the  web  members  intersecting  at  that 
point.     The  sum  is  numerical  when,  as  in  the  figure,  the 
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brcces  slope  on  dififerent  sides  of  the  vertical  line  passing 
through  the  panel  point,  but  the  numerical  diflference  is  to  be 
taken  when  both  braces  are  found  on  the  same  side. 

Two  web  members  intersecting  at  any  panel  point  have 
stresses  of  opposite  kindj  induced  by  the  same  shearing 
stress. 

,  The  stress  in  CH  is  of  course  compressive,  while  that  in 
AL\s  tensile. 

The  preceding  general  results  have  been  deduced  on  the' 
supposition  of  the  application  of  but  one  weight,  but  they 
are  equally  true  for  any  system  of  loading.  For  the  effect  of 
any  system  of  loading  is  simply  the  summation  of  the  effects 
of  the  individual  loads  of  which  it  is  composed,  hence  only 
those  principles  which  are  true  for  the  individuals  can  be  true 
for  the  system,  and  tlwse  at  least  must  hold,  for  the  action  of 
each  load  is  independent  of  all  the  others. 

Art  4. — Overhanging  TnuM. — ^Parallel  Chords. — ^Bracing  with  Two  I»- 

clinationa. 

Probably  the  simplest  case  of  a  tru^s  subjected  to  the  action 
of  external  loading  occurring  in  the  practice  of  the  engineer 
is  a  simple  truss  fixed  at  one  end,  and  is  the  case  with  one 
arm  of  a  swing-bridge  when  open  and  subjected  to  its  own  * 
weight  as  load. 

Now,  in  all  cases  of  actual  trusses,  the  load  will  be  sup- 
posed divided  in  its  application  to  the  truss  between  the 
upper  and  lower  chords.  It  will  not,  however,  be  equally 
divided,  because  the  floor  system  of  the  bridge  will  rest 
wholly  on  one  chord  or  the  other. 
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Fig.  I. 


In  the  figure,  let  the  truss  be  fixed  at  AB,  and  let  W  and 
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W  be  the  panel  loads  on  the  upper  and  lower  chords  respec- 
tively, except  at  the  extremity  P  of  the  upper  chord,  where 
J  W  will  rest.  Let  a  represent  the  angle  QPRy  and  a'  the 
angle  SQT\  the  line  PR  is  vertical,  and  AP  horizontal. 

A  simple  and  direct  application  of  the  principles  and  for- 
mulae of  Art.  3  gives  the  following  results  : 

Stress  \n  O ^W  sec  a. 

"  "  M {i\W+     W)    " 

"  "  K    {2^lV+2lV')     " 

"  "  G (3.i«^+  3^')    " 

"  "  £ {4llV+4^')    " 

"  "  D ish^+  S^')     " 

"  "  N (  ifF+     IV')seca' 

"  "  L (i^W+2lV')    " 

"  "  H {2^W+3W')    « 

"  "  F i3hlV+4lV')    " 

"  "  V :.(4.1f^+  S^)    *' 

"  "  C (5jJr+6I^')    '* 

It  will  be  observed  that  in  every  instance  the  stress  in  any 
brace  is  the  "  shearing  stress "  in  the  section  to  which  the 
brace  belongs,  multiplied  by  the  secant  of  the  inclination  to 
a  vertical  line  of  the  brace  in  question.  For  instance,  if  the 
brace  L  be  divided  by  a  vertical  plane,  the  weights  on  the 
right  of  it,  or  the  shearing  stress,  are  (i^W  +  2W),  and  this 
multiplied  by  the  secant  of  a'  is  the  stress  desired. 

The  chord  stresses  are  also  determined  by  a  direct  and  sim- 
ple application  of  the  principles  and  formulae  of  the  preceding 
article. 

Stress  mfis   )^JV  tan  a 

u       u   ^  u  i^ivtan  a-\-(lV'  +  ^W)  {tan  a^tan  a') 

"      •"  d  "  2\Wtan  a  +  (2W+iW')  {tan  a+tan  a')  .  . 

"       «   c  "  sllVtan  a-\-{4ilV+6lV')  {tan  a+tan  a')     r  ^* 

"       "  6  "  4ilVtan  a+{SlV+JolV')  {tan  a+tan  a') 

"       "  a  ''  ^IW tan  a  +  {i2\W+islV')  {tan  a+tan  «')- 

In  the  lower  chord  the  stresses  are  as  follows : 
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Stress  in  ^  is     W  tan  a'  -\-\W  {tan  a + tan  a) 

a  "  A  "  2  »^'  tan  a'  +  (2 IV+  W)  {tan  a-\-tan  a') 

a  a  ku  ^W'tana'-^{4lW+iW'){tana-]-tana') 

"  "  /  "  4W'  tan  a' -\- {SlV-\-6W')  {tan  a+tan  a') 

"  "w"  SlV'tana'-\-{i2^W-}-ioW'){tana+tana') 

"  "  «"  6JV' tana' +  {iSlV+isW)  {tan  a-^  tan  a')} 


(2). 


In  determining  these  quantities,  it  is  to  be  remembered  that 
the  stresses  cumulate  from  the  free  end  to  the  fixed  ;  t.e.y  the 
stress  developed  at  any  panel  point  is  felt  throughout  those 
portions  of  the  chords  included  between  that  point  and  the 
fixed  end  of  the  truss. 

General  formulae  for  the  Eqs.  (i)  and  (2)  may^  easily  be 
found.  Let  n  be  the  number  of  the  panel,  from  the  free 
end,  in  the  chord  AP{/ is  number  i ;  ^,  2  ;  rf,  3 ;  etc.),  then 
the  formula  expressing  the  results  in  Eq.  (i)  is  the  following: 

Stress  in  any  panel  =1  {n  —  ^W  tan  or  +  j  ^^ —  W  + 

""^"^^^^  W']^\iana  +  tana'\       ....     (3). 

This  expression  gives  the  stress  in  any  panel  of  AP, 

The  formula  which  expresses  the  results  shown  in  Eq.  (2) 
is  the  following : 

Stress  in  any  panel  =  nW  tan  a  +  j  —  IV  + 

"^^^^^^w]  [tana -^  tan a'\    .     .     .     (4). 

In  which  n  denotes  the  number  of  the  panel  in  the  chord  BQ 
starting  fronj  the  free  end  ;  i.e.yg-  is  number  i,  A  number  2, 
etc.  • 

The  weight  at  P  has  been  taken  at  half  that  applied  at 
other  panel  points  in  the  same  chord.  In  the  case  of  a  swing- 
bridge,  however,  it  is  greater  than  that,  since  some  of  the 
details  of  the  locking  apparatus,  etc.,  are  hung  from  that 
point.    Yet  the  Equations  (i)  to  (4)  may  still  be  used,  only  a 
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Simple  term  is  to  be  added  to  each  of  those  equations.  Let 
/  be  the  panel  length,  d  the  depth  of  the  truss,  and  JF,  the 
actual  weight  hung  from  P,  Also,  let  Wi—  \W=w'.  In 
order  to  find  the  additional  stress  produced  in  any  panel  d  of 
the  chord  AP,  let  the  moment  of  w  be  taken  about  the  in- 
tersection of  H  and  K  in  the  lower  chord ;  this  moment  is 
w\{n  —  i)p  +  d tan  a\.  Consequently  the  additional  stress 
desired  is 


s=  w\  (71  —  1)^+ tana  y   .     .     .     .     (5). 


The  stress  s  is  to  be  added  \o  each  of  equations  (i)  and  (3) 
if  lVi>  ^  Wy  otherwise  it  is  to  be  subtracted. 

In  precisely  the  same  manner,  the  additional  stress  for  the 
lower  chord  BQ  is 

s'  =  wn^ (6). 

a 

The  stress  s'  is  to  be  added  to  equations  (2)  and  (4)  if  W^  > 
\  Wy  otherwise  it  is  to  be  subtracted. 

If,  as  in  Fig.  I,  AP  is  the  upper  chord,  the  stress  in  QP 
and  all  members  parallel  to  it  will  be  compressive  ;  while  the 
stress  in  QS  and  all  braces  parallel  to  it  will  be  tensile.  Like- 
wise the  stress  in  APv&  tensile,  and  that  in  BQ  compressive. 

If  the  truss  were  turned  over  so  that  j5 (2  would  become  the 
'top  chord,  the  expressions  for  the  stresses  in  equations  (i)  to 
(6)  would  remain  exactly  as  they  are,  only  the  signs  of  the 
stresses  would  change.  The  condition  of  stress  would  be  ex- 
actly represented  in  the  preceding  paragraph  by  simply  chang- 
ing "  compressive  "  to  **  tensile,"  and  "  tensile  *'  to  "  compres- 
sive." 

Art.  6«— Overhanging  Tnus— Parallel    Chordi— Uniform  Bracing— Ver- 
tical  and  Diagonal  Bracing. 

The  two  most  frequent  cases  of  Fig.  i.  Art.  4,  are,  first, 
that  in  which  a  =  a',  and,  second,  that  in  which  «'  =  o.  The 
first  of  these  cases  is  represented  in  Fig.  i,  and  the  second  in 
Fig.  2. 


V 
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The  web  stresses  for  this  case  will  be  precisely  the  same  in 
general  form  as  those  given  in  Art.  4,  but  sec  a  will  be  written 
for  sec  a'. 

Very  simple  general  formulae  can  be  written  for  these  web 
stresses.  Let  «'  denote  the  number  of  any  brace  starting 
from  O,  which  is  called  i ;  then  observing  the  general  values 
in  Art.  4,  the  stress  in  any  brace  n'  parallel  to  O  will  be 

+  d=\^W+^^''^^^  W'lseca  +  wseca.    .   .   (i). 


The  expression  (+  d),  of  course,  denotes  tensile  stress  in  any 
brace  parallel  to  O. 

In  precisely  the  same  manner,  the  compressive  stress  in  any 
brace  parallel  to  N  {n  possessing  the  same  signification  as 
before ;  i.  e.,  n'  for  N\s2\  for  Z,  4,  etc.)  is 

~^  =  |^^' J  ^W+—  W'lseca  +  wseca   .    .    (2). 


In  determining  the  chord  stresses,  it  is  to  be  remembered 
that  the  weights  JV  rest  on  the  lower  chord  AP.  Making 
tan  a  =  tan  a  in  Eq.  (3)  of  Art.  4,  the  stress  in  any  lower- 
chord  panel  is 

C={n'-i)Wtana+\{n-iyiV+n{n'-i)W'\tana+s  .{3). 

Making  the  same  change  in  Eq.  (4)  of  the  previous  Article, 
the  upper-chord  tensile  stresses  will  be  found  to  be 

T=nW'tana-{-  \f^lV-hn(n''i)W'\fana+s'    .    .    .    (4). 
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Some  of  the  results  given  by  the  formulae  should  always  be 
checked  by  the  method  of  moments. 

Let  it  be  desired  to  determine  the  stress  in  k  by  the  method 
of  moments.  Let  the  origin  of  moments  be  taken  at  the 
intersection  of  G  and  H,  The  moments  which  balance  each 
other  about  that  point  are  that  of  the  stress  in  k  acting  with 
the  lever-arm  </,  the  depth  of  the  truss,  and  those  of  the 
weights  applied  to  the  truss  on  the  right  of  the  panel  point 
in  question  ;  these  latter  act  against  the  former.  Calling  the 
panel  length/,  and  taking  the  moments  mentioned: 

rrf=3fF'.}/  +  2W^.f/  +  ifF.  3/  +  ze/.  3/. 

.-.  r=4JW^'|  +  4iW^^+3^|    •    .    .    (5). 

The  result  of  Eq.  (5)  ought  to  be  the  same  as  that  of  Eq. 
(4).  Two  or  three  panels  in  each  chord  ought  to  be  treated 
in  the  same  manner. 


u 


Fig.  2. 

The  cantilever  truss  represented  in  Fig.  2  shows  the  case 
in  which  a*  of  Fig.  i,  Art.  4,  is  equal  to  zero.  The  notation 
is  precisely  the  same  as  that  used  before. 

The  general  expression  for  the  stress  in  any  inclined  brace 
is  simply  Eq.  (i)  repeated — that  is: 


+  6=^!^lV+^^L—JljV'^seca  +  wseca 


(6). 


Making  sec  a'  =  i,  there  results  for  the  compressive  stress 
in  any  of  the  verticals  2,  4,  6,  etc. : 


Digitized  by  VjOOQIC 


14 


THE  ACTION  OF  STRESSES  IN  TRUSSES. 


-*  =  j-t^«'  +  ^^-}  + 


w 


(7). 


Making  tan  a'  =  o,  in  Eq.  (3)  of  Art.  4,  gives  the  com- 
pressive chord  stress  in  any  panel  of  the  lower  chord  AP. 
Hence,  for  that  chord : 


<:=  I  («  -  i)  ff' +  i^l)l|^+ ^Li^fT' }  /a«  « + 


(8). 


In  a  similar  manner,  from  Eq.  (4)  of  the  previous  article, 
for  the  tensile  stress  in  any  panel  of  the  upper  chord;  there 
results  the  equation : 


\   2  2 


'\tana 


p 


(9). 


If  W^  should  be  less  than  \  IV,  the  term  which  expresses 
the  additional  stress,  whether  in  braces  or  chords,  will  be  sub- 
tractive,  as  will  be  indicated  by  the  sign  of  w. 


Again,  applying  the  moment  test  to  any  panel,  as  r,  by 
taking  the  origin  of  moments  at  /?,  the  notation  remaining  the 
same  as  before,  there  results : 


(10). 
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This  result  ought  to  agree  with  that  shown  by  Equation  (8), 
and  several  panels  in  each  chord  should  be  tested.  . 

In  the  great  majority  of  cases  it  is  not  convenient  to  apply 
a  general  formula,  but  the  numerical  values  are  usually  deter- 
mined directly  from  the  diagram,  and  the  stress  in  each  mem- 
ber written  along  it,  as  shown  in  Fig.  3. 

Fig.  3  shows  a  truss  which  frequently  occurs  in  the  practice 
of  the  American  engineer ;  it  is  in  reality  one  arm  of  an  open 
swing-bridge. 

Let  the  panel  length  =/=  12  ft.,  and  the  depth  of  the 
truss  =  rf=  20  ft.  The  tangent  of  CQP  =  12  h-  20  =  0.6,  and 
the  secant  of  CQP=  1.166.  The  tangent  of  D£P=z  1.2,  and 
the  secant  of  D£P=  1.562.  The  panel  loads  at  £,  F,  //,  etc. 
=1  JV^  =  3.00  tons;  at  C,  /?,  G,  K,  etc,  PF=  5.00  tons;  at 
/>  Wx  —  4.00  tons.     No  load  is  taken  at  Q. 

In  the  figure  there  are  two  systems  of  right-angled  triangu- 
lation ;  P,  Z>,  £,  H^  K,  etc.,  is  one  system,  and  C,  F,  Gy  Z,  M^ 
etc.,  is  the  other.  This  does  not,  however,  complicate  the 
matter  in  the  least,  for  each  system  of  triangulation  is  regarded 
<zs  an  individual  truss  carr^*mg  its  own  weights  only.  Calcula- 
tions are  therefore  made  for  each  system  of  triangulation  as 
if  they  were  independent  trusses,  and  then  the  two  are 
added. 

The  weight  of  the  portion  EQP  is  supposed  divided  be- 
tween E  and  P,  thus  showing  Wx>  \W.  The  vertical  braces 
are  evidently  in  compression,  while  the  inclined  ones  are  in 
tension. 

The  figures  in  the  diagram  denote  tons  (2000  lbs.)  of  stress ; 
4-  indicates  tension,  while  —  indicates  compression. 

Stress  in  PE  =  W^  sec  DEP—  4  x  1.562  =    6.248  tons. 

"       "    CF  =IV  sec  DEP^  5  x  1.562  =    7.810    " 

"      "  DH={lVi  ^  W  ■irW)x  1.562  =  18.744    " 

"      ''  GL^  2lV-\-W'x  1.562  =  20.306    "■ 

The  other  brace  or  web  stresses  are  found  in  precisely  the 
same  manner. 
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Stress  in  CP  =  Wx  tan  DEP  =4     x    1.2 

=  4.8  tons. 

"      ''  DC^W  tan  DEP  +  4.8  =    6.0  +  4.8 

=  10.8  tons. 

"      ''  GD^{Wx^W'  ■¥W)y.  1.2  4-  10.8  =  14.4  +  10.8 

=  25.2  tons. 

"      ''  KG^{W^W   4-  fF)  X  1.2  +  25.2        =  40.8  tons. 

Other  lower-chord  stresses  are  found  in  exactly  the  same 
manner. 

By  an  inspection  of  the  diagram  it  is  seen  that  the  general 
expression  for  the  stress  in  FE  is  precisely  the  same  as  that 
for  CP\  the  same  can  be  said  of  If  Fin  reference  to  DC;  LH 
in  reference  to  DG ;  etc.  The  explanation  of  this  is  simple. 
If  the  truss  be  divided  by  a  plane  normal  to  the  paper  and 
parallel  to  the  inclined  braces,  only  vertical  and  horizontal 
members  will  be  cut.  But  the  truss  is  in  equilibrium,  and 
since  the  loading  is  wholly  vertical,  the  sum  of  the  horizontal 
stresses  tnust  be  zero;  or,  the  stress  in  the  lower-chord  panel 
cut  must  be  equal  and  opposite  to  the  stress  in  the  upper- 
chord  panel  cut. 

Let  the  moment  test  be  applied  to  the  stress  in  the  panel 
MK.  The  origin  of  moments  for  the  loads  applied  to  the 
system  PEDH,  etc.,  is  N^  and  the  origin  for  the  other  system 
is  L.    Taking  moments  about  those  points : 

C'd  +  C"d  =  16  X  36  +  4  X  72  4-  8  X  24  +  5  X  48 

/.  C=  C'  +  C"=  64.8  tons. 

Again,  for  the  lower-chord  panel  adjacent  to  A,  B  is  the 
moment  origin  for  the  whole  load. 

C=  (48  X  42  +  5  X  84  +  4  X  96)  T-  20  =  141  tons. 

Thus  the  numerical  results  are  verified. 

According  to  one  of  the  principles  of  Art.  3,  the  horizontal 
component  of  the  stress  in  any  inclined  web  member  ought 
to  be  equal  to  the  increment  of  chord  stress  at  either  of  its 
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extremities,  and  such  will  be  found  to  be  the  case.  If,  for 
example,  20.3  be  multiplied  by  the  cosine  of  the  angle  GLH^ 
the  result  will  be  15.6  =  40.8  —  25.2. 

This  last  is  a  verification  of  the  web  stresses,  and  both 
methods  of  checking  are  perfectly  general  and  may  be  applied 
to  all  trusses,  as  should  be  done  in  actual  cases. 
2 
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CHAPTER    II. 

SPECIAL  NON-CONTINUOUS  TRUSSES  WITH  PARALLEL 
CHORDS. 

Art  6. — ^Distribution  of  Fixed  and  Moving  Loads. 

The  trusses  treated  heretofore  have  been  of  rather  an  ele- 
mentary character,  and  general  principles  have  been  con- 
sidered instead  of  special  and  practical  applications.  Before 
taking  up  the  technical  treatment  of  trusses  it  will  be  neces- 
sary to  consider  some  preliminary  matters. 

The  total  load  on  a  bridge-truss  always  consists  of  two 
parts,  the  fixed  load  and  the  moving  load.  The  fixed  load 
consists  of  the  entire  weight  of  the  bridge,  including  tracks, 
flooring,  etc.  The  moving  load,  as  its  name  indicates,  con- 
sists of  that  load  (whether  single  or  continuous)  which  moves 
over  the  bridge. 

The  truss  is,  of  course,  always  subjected  to  the  action  of 
the  fixed  load. 

If  the  truss  is  of  uniform  depth  the  panel-fixed  loads  will 
be  uniform  in  amount  for  one  chord ;  but  if  the  depth  is  vari- 
able it  may  be  necessary  to  make  a  varying  distribution  of 
the  weight  of  the  trusses  and  lateral  bracing.  The  amount 
and  rate  of  this  variation  can  only  be  determined  by  the  cir- 
cumstances  of  each  particular  case. 

The  moving  load  on  a  railway  bridge  may  be  taken  as  con- 
tinuous or  as  a  series  of  single  weights  as  actually  applied  at 
the  wheels  under  the  locomotives  and  cars.  The  assumption 
of  continuity  of  moving  load  was  formerly  always  made,  a 
larger  amount  per  lineal  foot  being  taken  to  represent  the 
extra  locomotive  weight.  In  such  a  case,  if  the  moving  load 
extends  from  the  end  of  the  bridge  to  the  centre  of  any 
panel,  or  to  the  end  of  that  panel,  the  panel  point  immedi- 

i8 
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ately  in  front  of  the  train  will  not  sustain  a  full  panel  load ; 
but  if  it  be  assumed  that  this  panel  point  does  sustain  the 
full  load,  then  a  small  error  on  the  side  of  safety  will  be 
committed.  Such  an  assumption  was  formerly  made,  and 
the  consequent  method  of  computation  will  be  given  in  some 
of  the  Arts,  which  follow  in  this  chapter. 

At  the  present  time  (1885),  however,  the  demands  of  the 
best  practice  require  the  moving  load  to  be  taken  at  the 
actual  points  of  application  of  locomotive  and  car  wheels. 
This  method  of  computation  will  be  given  in  several  of  the 
first  cases  taken. 

If  the  span  is  short,  or  less  than  125  feet,  the  moving 
load  should  be  taken  entirely  of  locomotives,  as  two  will 
nearly  cover  the  structure.  The  amount  and  character  of 
the  moving  load,  however,  is  usually  indicated  by  specifica- 
tions. 

The  moving  load  of  a  bridge  may  pass  along  the  upper 
chord  or  the  lower  chord.  In  the  first  case  the  bridge  is 
called  a  "  deck "  bridge,  and  in  the  latter  case  a  "  through  " 
bridge.  The  methods  employed  in  the  determination  of 
stresses  in  the  various  truss  members  are  exactly  the  same  in 
both  cases. 

"  Pony  "  trusses  are  through  trusses  not  sufficiently  high  or 
deep  to  need  overhead  cross-bracing. 

Every  truss-bridge  is  composed  of  the  following  parts : 

Upper  and  lower  chords, 

Upper  sway-bracing, 

Web  members, 

Floor  system,  including  beams,  stringers,  ties,  floor-hangers, 
lower  sway-bracing,  and  rails. 

The  sum  of  the  weights  of  the  parts  is  the  "  fixed  "  load  of 
the  bridge. 

In  the  case  of  highway  bridges  the  calculations  are  pre- 
cisely the  same  as  for  railway  bridges,  except  that  the  mov- 
ing load  is  assumed  to  be  uniform  per  lineal  foot  of  bridge. 
The  greatest  load  that  can  ordinarily  pass  on  a  bridge  is  a 
dense  crowd  of  people,  the  greatest  weight  of  which  can  be 
taken  at  eighty-five  pounds  per  square  foot.     The  late  Mr. 


Digitized  by  VjOOQIC 


20  SPECIAL  NON-CONTINUOUS  TRUSSES, 

Hatfield,  of  New  York  City,  found  by  experiment  that  it  was 
scarcely  possible  to  exceed  seventy  pounds  per  square  foot 
The  moving  panel  load  of  a  highway  bridge  may  then  be 
found  by  multiplying  the  width  of  the  clear  way,  including 
sidewalks,  by  the  product  of  the  panel  length  with  the  load 
per  square  foot. 

If  the  span  is  not  over  125  feet,  or  about  that  value,  the 
moving  load  for  the  truss  members  may  be  taken  at  eighty- 
five  pounds  per  square  foot,  or  sixty  pounds  for  greater 
lengths.  In  all  cases,  however,  the  floor  beams  and  joists 
should  be  designed  for  a  moving  load  of  100  pounds  per 
square  foot,  in  order  to  provide  for  the  increased  fatigue  of 
those  members  due  to  shocks  and  sudden  application  of 
loads. 

In  some  cases  highway  bridges  are  subjected  to  enormous 
concentrated  loads  of  a  special  character.  Such  loads  can 
only  be  known  from  local  considerations,  and  the  bridges 
must  be  built  with  a  view  to  sustaining  such  special  weights. 

All  the  methods  or  principles  used,  then,  in  the  following 
cases,  which  will  be  those  of  railway  bridges,  are  equally  ap- 
plicable to  highway  structures,  and  no  further  special  atten- 
tion will  be  given  to  the  latter. 
■ 
Art.  7.— Position   of  Moving  IfOad  for  Oreateit  Shear  and  Qreatett 

Bending. 

That  method  of  computation  which  treats  the  moving  load 
as  composed  of  a  system  of  isolated  weights  requires  some 
simple  method  of  finding  the  greatest  possible  shear  in  a 
given  panel  for  a  given  system  of  loading.  Among  the  first 
to  use  such  a  method  was  Theodore  Cooper,  C.  E. ;  and  the 
results  of  the  following  investigation  are  the  same  as  those 
determined  by  him. 

The  method  and  formula  first  developed  apply  to  any 
single  system  of  triangulation  so  far  as  the  web  stresses  are 
concerned,  but  for  the  chord  stresses  they  only  apply  to  such 
a  system  when  composed  of  alternately  vertical  and  inclined 
members.  Subsequent  modifications  for  web  members  all 
inclined  will  be  made  for  the  chord  stresses. 
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Let  the  moving  load  consist  of  the  advancing  weights  W^, 

Wff    IV^f W^  separated    by   the  distances  a,  d, 

Cy  dy  etc. ;  then  let  the  weights  fT,,  W^     ....     Wn!  be 


Fig.  I. 


found  in  the  panel  Z?C,  in  which  it  is  desired  to  find  the 
greatest  possible  shear,  and  at  the  distances  b\  b'\  .  .  . 
from  C ;  it  being  understood  that  the  moving  load  advances 
from  F  toward  G,  The  last  load  W^  is  found  at  the  distance 
:f  from  F,  The  length  of  span  FG  is  /,  while  the  length  of 
panel  Z>C is/.  With  the  assumed  position  of  loading,  the 
reaction  R^t  G  will  be : 


R  = 


W, 


+  W^ 


+  w. 


a  +  6  +  c  •\' 


+  X 


6  -{-  c  +  ri  + 


+  X 


c  -{-  d  + 


+  X 


(I) 


+    W^n- 


The  parts  of  the  weights  W^„  IV2, 


resting  on 
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h'  h" 

DC,  which  pass  to  Z?,  are  W^i,  -,  ffj  -,    .    .     .     •     Hence 

P         P 
the  shear  in  the  panel  DC  will  be 

5  =  ie-(»'.|'+fr,|"+ )  ....   (2) 

If  the  train  advance  by  the  amount  A  x,  the  new  reaction 
R\  at  G,  takes  the  value : 

i?-  =  i?  +  (fTi  +  JF,  +  fT,  +  .    .    .    .  +  »;)  ^,.  .    (3) 

and  the  new  shear  will  become : 

s-=R-{w^^^w^j^.  .  .  )_(jr,+  ff;+  . . .  )^.  (4) 
_(jrx+fr,  +  .  .  .  )^. (5) 

Or,  S'  -  5  =  -^  { (JT,  +  W;  +  JT,  +  .  .  .    +  W^ 

-{W,^W,...){Uri)\ (6) 

Whenever  S  —  S  becomes  equal  to  zero,  S  'will  be  either  a 
maximum  or  a  minimum.  If  the  difference  is  positive  just 
before  it  becomes  equal  to  zerOj^5'  will  be  a  maximum,  and 
that  is  the  only  case  of  interest  in  the  present  connection. 
Hence,  by  placing  5—5  equal  to  zero,  the  following  condi- 
tion is  obtained : 

The  shear  in  the  panel  in  question  will  therefore  take  its 
greatest  value  when  n  times  the^  ^^l^iUS^^^^  which  it  contains 
is  eqtial  tOy  or  most  nearly  equal  to,  the  entire  moving  load  on 
the  bridge. 


Digitized  by  VjOOQIC 


HIGHWA  Y  BRIDGES.  23 

That  equality  will  seldom  or  never  exist  unless  one  of  the 
weights  W^is  placed  on  a  panel  point,  since  W^i  -}-  H^  +  .  .  • 
is  seldom  or  never  an  exact  divisor  of  the  entire  load  on  the 
bridge.  If  a  weight  rests  on  a  panel  point,  any  part  of  such 
a  weight  may  be  taken  as  acting  in  one  adjacent  panel  and  the 
remainder  in  the  other;  the  desired  equality  may  thus  be 
obtained. 

In  case  Eq.  (7)  should  hold,  the  position  of  the  moving 
load  is  a  matter  of  indifference  so  long  as  the  panel  in  ques- 
tion contains  the  same  number  of  loads  JVi  -h  IV^-h  .  .  ,, 
as  there  is  no  trace  of  6',  6",  etc.,  in  that  equation.  A  load 
may  then  always  be  taken  as  resting  at  the  rear  extremity  of 
the  panel  where  the  greatest  shear  in  it  exists. 

These  considerations  frequently  essentially  simplify  com- 
putations. 

When  the  value  of  x  has  been  found  for  the  position  of 
the  greatest  shear,  the  latter  being  determined  by  the  preced- 
ing method,  Eq.  (2)  may  be  put  in  the  following  convenient 
shape  by  the  aid  of  Eq.  (1) : 

+      .      .      .      +(»^i  +  »^,)      .      .      .      +W^n'-l)?]      .      (8) 

The  sign  (?)  stands  for  the  distance  between  the  wheel  con- 
centrations IVn'-i  and  Wn'f  since  the  latter  rests  directly  at 
the  panel  point  in  question. 

It  is  thus  seen  that  all  the  parts  of  Eq.  (8)  may  be  taken  at 
once  from  tables,  except  that  term  involving  x. 

Case  II. 

In  the  preceding  case  it  has  been  supposed  that  for  the 
greatest  shear  in  DCy  the  front  weight  Wi  is  found  between 
Z?  and  C;  but  let  PFi  +  fFj  +  etc.,  be  supposed  between  D 
and  G. 
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With  the  notation  remaining  the  same  as  before,  the  shear 
5  will  become : 

5  =  ie-(w^i  +  fr,  +  etc.)-(w^»|  +  »;^'4.  .   .   .);(9). 

while  S  takes  the  value : 

Hence  for  a  maximum,  the  following  expression  must  never 
become  negative : 

_(«.+»-,+       .      .       .      )(^  =  «)|=:^.      .     .(10). 

But  Eq.  (lo)  is  identical  with  Eq.  (7).  Hence,  the  same 
conditions  for  a  maximum  obtain  wherever  may  be  the  head 
of  the  moving  load.  The  second  member  of  Eq.  (8),  how- 
ever, must  contain  the  negative  sum  of  all  the  weights  be- 
tween D  and  G, 

EXAMPLE. 

If  each  one  of  the  weights  IVi,  W^,  etc.,  is  equal  to  any 
other,  i.e,y  if  they  are  all  uniform,  and  if  a  =^  b  =  c  =  d 
=z  .  ,  ,  ^  p,  Eq.  (7)  shows  that  the  front  weight  Wx 
must  be  taken  at  the  first  extremity  of  the  panel  in  question. 
The  same  result  holds  if  the  first  weight  Wi  is  not  exceeded 
in  amount  by  any  that  follows  it,  provided  that  ^,  ^,  ^,  etc., 
still  equal  p. 

In  cases  where  the  same  system  of  concentrated  loads  is  to 
be  used  for  a  number  of  spans,  it  will  be  shown  that  the 
tabulation  of  the  products  of  the  sums  of  the  weights  W^y  W^» 
etc.,  by  the  distances  tf,  b,  Cy  etc.,  can  be  advantageously  used 
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to  shorten  and  simplify  computation.  In  other  cases,  how- 
ever, the  quickest  and  simplest  method  is  partly  graphical ; 
it  is  as  follows : 


( 

« 

F 

~~^ 

L^ 

^ 

3 

•^ 

f 

^^^^^^"""""^^^^-^ 

1 

V 

Vt 

w 

Fig.  2. 

In  Fig.  2  let  AB  be  the  length  of  span,  and  W  any  weight 
resting  anywhere  in  the  span.  Erect  a  vertical  at  B  and  let 
BC  represent  W  by  any  convenient  scale ;  then  draw  the 
straight  line  A  C,  The  vertical  intercept  WD  will  represent 
the  reaction  at  B  due  to  Wy  by  the 
same  scale  on  which  BC  represents-  K 
that  weight. 

In  the  same  manner  if  5/^ repre- 
sents W^y  then  W^E  will  represent 
the  reaction  at  B  due  to  W^.  Thus 
there  must  be  as  many  verticals  qIt 
BFy  BC,  etc.,  as  there  are  different 
weights  resting  in  the  span,  and  the 

total  reaction  at  5,  for  any  given  position  of  the  moving 
load  will  be  the  sum  of  the  vertical  intercepts  WD,  W^£, 
etc,  erected  at  each  load  IV  for  that  position. 

It  Uf 

The  negative  shears  Wi  -,  f^a  -r.  etc.,  appearing  in  Eq.  (2) 

are  most  readily  found  in  the  same  manner.  If  GH,  Fig.  3, 
is  a  panel  length  and  IVsmy  weight  represented  by  the  verti- 
cal line  GKy  drawn  to  any  convenient  scale,  while  WH  is 
equal  to  *',  6",  etc.,  then  the  vertical  intercept  WE  between 

Gil  and  AT/ will  represent  W^-,  ^T*  ^^^•»  ^■^•>  ^^^  reaction 
at  G  due  to  IV. 
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If  the  reaction  at  B,  Fig.  2,  is  then  given  by  SWD^  and 
JTi-  +  fr,—  +  etc.  =  '2WE,  Fig.  3,  the  shear  (see  Eq.  (2) ) 
will  be : 

If  Figs.  2  and  3  are  drawn  on  profile,  or  cross-section  paper, 
the  shears  for  any  span  can  be  found  with  great  ease  and 
rapidity. 

Position  of  Moving  Load  for  Greatest  Bending  Moment. 

The  Fig.  and  notation  of  the  preceding  cases  will  be  used 
in  connection  with  this.  Moments  will  be  taken  about  the 
panel  point  C,  horizontally  distant  t  from  G.  There  will 
be  supposed  to  be  «'  weights  in  front  ot  C  {i.  ^.,  between 
C  and  G\  and  the  weight  W^^  will  be  taken  at  the  distance 
x'  from  C  towards  G.  The  bending  moment  M  will  then 
take  the  value : 

lVi{a  +  6  -^  c  +     .    .     .     +x) 

+  jra(        6  +  C+     .     .     .     +x') 


M=Rr' 


L   +  Jrn.y. 


Or,  after  taking  the  value  of  R  from  the  preceding  cases : 

+  {W,^W^^-W^+   .  .  .    +w;)x]-lV,a--{lV,  +  W,)d 

+  W^)x' (II). 

If  the  train  advances  by  the  amount  A;r,  the  moment  be- 
comes : 

Jf  =  J/+y(JF,  +  W^,  +  Jr.+    .     .    .    +W^)  Ax^-iW^  +  W^ 
+     ...+  W^.)  AX,     ......    .    (12).    . 
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Hence,  for  a  maximum,  the  following  value  must  never  be 
negative : 

+     .    .    .     +lV^')]=o .     (13). 

Or,  the  desired  condition  for  a  maximum  takes  the  form : 


It  will  seldom  or  never  occur  that  this  ratio  will  exactly 
exist  if  W^„.  is  supposed  to  be  a  wAo/e  weight ;  hence,  W^^  will 
usually  be  that  part  of  a  whole  weight  at  C  which  is  neces- 
sary to  be  taken  in  order  that  the  equality  (14)  may  hold. 

It  is  to  be  observed  that  if  the  moving  load  is  very  irregu- 
lar, so  that  there  is  great  and  arbitrary  diversity  among  the 
weights  IVj  there  may  be  a  number  of  positions  of  the  train 
which  will  fulfil  Eq.  (14),  some  one  of  which  will  give  a  value 
greater  than  any  other  ;  this  is  the  absolute  maximum  desired. 

Since  W^^.  will  always  rest  at  a  panel  point  for  the  greatest 
bending  moment,  x'  in  Eq.  (i  i)  may  always  be  put  equal  to 
zero  when  that  equation  expresses  the  greatest  value  of  the 
moment.     The  latter  then  becomes : 

M^j[W,a  +  (IV^-^W,)6+    .    .    .     +(W,  +  IV,+    .    .    . 

+     .    .     .     +»;'-i)? (IS). 

In  this  equation,  of  course  x  corresponds  to  the  position  of 
maximum  bending,  while  the  sign  (?)  represents  the  distance 
between  the  wheel  concentrations  H^n'-i  and  IV^. 

It  is  known  that  for  any  given  condition  of  loading  the 
greatest  bending  moment  in  the  beam  or  truss,  will  occur  at 
that  section  for  which  the  shear  is  zero.  But  if  the  shear  is 
zero  at  that  section,  the  reaction  R  must  be  equal  to  the  sum 
of  the  weights  (  W^i  +  W^a  +  W^s  +  .  .  .  +  Wn')  between  G 
and  C;  the  latter  now  being  that  section  at  which  the  greatest 
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moment  in  the  span  exists.     Hence  for  that  section  Eq.  (14). 
will  take  the  form  : 

/'  R 


/  ^  IV.  +  lV^  +  tVs'^-     .    .    .     +lVn' 

or,  the  centre  of  gravity  of  the  load  is  at  the  same  distance 
from  one  end  of  the  truss  as  the  section  or  point  of  greatest 
bending  is  from  the  other.  In  other  words,  tAe  distance  between 
the  point  of  greatest  bending  for  any  given  system  of  loadings 
and  the  centre  of  gravity  of  that  loading  is  bisected  by  the  cen-- 
tre  of  span. 

If  the  load  is  uniform,  therefore,  it  must  cover  the  whole 
span. 

It  will  be  observed  that  Eq.  (15)  is  composed  of  the  sums 
of  W^i,  Wx  +  W^  etc.,  multiplied  by  the  distances  a,  b^  c,  etc., 
precisely  as  in  Eq,  (8),  hence  the  same  tabulation  as  there 
indicated  may  be  used  to  advantage. 

Limitations  of  the  preceding  methods. 

The  preceding  methods  are  limited  to  a  single  system  of 
triangulation.  By  the  use  of  certain  assumptions  in  refer- 
ence to  the  distribution  of  the  loading  between  two  or  more 
systems  of  triangulations  in  the  same  truss,  a  somewhat  simi- 
lar investigation  might  be  made  for  such  cases,  but  such 
analysis  would  not  be  rigorously  exact.  Hence  it  is  as  well 
to  pursue  the  usual  method  and  assume  that  each  system 
acts  as  an  independent  truss,  then  place  the  moving  load  in 
such  a  position  for  each  system  that  the  front  panel  load  for 
that  system  will  be  the  greatest  possible.  This  panel  con- 
centration will  then  be  the  forward  panel-moving  load,  and 
the  succeeding  ones  may  either  be  those  concentrations 
which  actually  correspond  to  the  forward  one,  or  may  be 
supposed  to  be  composed  of  a  uniform  load  equivalent  to 
the  concentrated  one.  The  latter  plan  will  be  employed 
hereafter. 

Application  of  the  preceding  method  to  an  all^inclined  web 
system. 

As  was  observed  at  the  beginning  of  this  Art.  the  analy- 
sis for  chord  stresses,  as  already  given,  is  directly  applicable 
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to  a  single  system  of  triangulation  in  which  a  vertical  web 
member  is  found  in  each  panel.  The  general  demonstration, 
however,  is  easy. 

If  the  web  members  are  all  inclined,  the  formulae,  as  al- 
ready given,  are  directly  applicable  in  any  case  to  the  deter- 
mination of  stress  in  that  chord  which  does  not  carry  the 
moving  load,  since  moments  are  taken  about  the  panel  points 
of  the  chord  traversed  by  the  moving  load. 

But  let  it  be  required  to  determine  the  position  of  the 
moving  load  for  the  maximum  stress  in  DCy  Fig.  i,  and  the 
expression  for  the  corresponding  moment.  As  before,  let 
the  load  move  from  F  toward  G.  Let  q  represent  the  hori- 
zontal distance  of  D  from  H^  u  e.,  q  =  KH ;  evidently  q  is 
constant  for  the  same  span.  Let  x^  represent  the  horizontal 
distance  from  H  of  the  first  load  to  the  left  of  /?,  and  let  that 
load  be  represented  by  W^n'     That  portion  of  the  loads  rest- 

ing  in  DC^  which  is  transferred  to  D,  \%'2W -.     /'will  now 

represent  GD  +  q. 

By  taking  moments  about  //",  Eq.  (11)  will  take  the  form : 

M  =  j[lV^a  +  ilV,-h  W,)d  +  ...+{W,+  W^  +  ...-\-Wn)x'] 

^^SlVi' (16). 

/ 

By  advancing  the  train  Aor,  since  Ax  =  Axi  =  Ab\  Eq. 
(13)  will  become: 

M^M=  AJT I  -^(W^iH-  W^,+  . .  .  +  Wn)^{lV,+  »^2+  .  . .  +  «^„) 

^^SW^=o. (17). 


The  condition  for  a  maximum  or  minimum  then  takes  the 
shape : 


(18). 
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Eqs.  (i6)  and  (i8)  are  the  general  expressions  of  which 
Eqs.  (15)  and  (14)  are  special  forms. 

After  X  and,  hence,  x^  have  been  determined  by  the  aid  of 
Eq.  (18),  the  maximum  moment  will  be  given  by  Eq.  (16),  in 
which  the  tabulations  already  indicated  can  be  advantage- 
ously employed. 

Application  of  preceding  methods  to  a  system  of  concentra- 
tions followed  by  a  uniform  load. 

If  the  uniform  load  does  not  reach  to  the  panel  under  con- 
sideration, which  is  usually  the  case,  W^  in  Eqs.  (7),  (14)  and 
(18)  represents  the  total  uniform  load  on  the  bridge,  but  the 
formulae  are  in  no  wise  changed.  In  Eqs.  (8),  (15)  and  (16), 
however,  it  is  to  be  observed  that  while  W^  again  represents 
the  total  uniform  load,  x  will  represent  the  distance  from  its 
centre  of  gravity  to  the  end  of  the  span  (i.  e.,  half  the  length 
covered  by  the  uniform  load),  also  that  the  distance  between 
W^  and  WV-i  will  be  equal  to  x  plus  the  space  which  sepa- 
rates Wft^i  from  the  front  of  the  uniform  load. 

In  the  case  of  the  existence  of  this  uniform  load  it  will 
happen  that  IV^>  will  not  rest  at  a  panel  point.  The  last  term 
in  the  negative  expressions  of  the  second  members  of  Eqs. 
(8)  and  (15)  will  then  be  (JF;  +  W^,  +  .  .  .  +  W^)  x' ; 
y  being  the  distance  of  W^.  in  front  of  the  panel  point  C. 
Eq.  (16)  is  general,  and  needs  no  change  on  this  account. 

If  the  concentrations  are  so  few  that  the  uniform  load  ex- 
tends over  a  portion  of  the  panel  in  question,  the  observa- 
tions made  above  still  hold.  But  in  addition  to  them,  W^^  or 
W^„  will  represent  the  amount  of  uniform  load  in  the  panel, 
and  x'  or  Xi  will  represent  the  distance  from  its  centre  of 
gravity  to  the  panel  point.  The  interval  or  space  between 
J^n'-i  or  W^nr-i  and  W^-  or  W^„  will  then  be  the  distance  from 
either  of  the  former  to  the  centre  of  gravity  of  the  uniform 
load. 

Finally,  in  Eq.  {17)  or  {iZ)  2W  will  be  either  wholly  or 
partly  composed  of  uniform  load. 

Modifications  for  Skew  Spans. 
If  a  skew  bridge  is  under  treatment,  the  preceding  methods 
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apply  in  all  respects,  so  far  as  the  general  principles  are  con- 
cerned. 

It  will  be  sufficiently  accurate  in  all  cases  to  treat  the 


Fig.  4. 


Fig.  5. 


moving  load  as  if  it  were  passing  along  the  centre  line  LL 
LL  of  each  track. 

In  the  case  of  the  single  track  bridge,  Fig.  4,  if  the  load  is 
passing  from  right  to  left,  the  moving  load  does  not  rest  on 
the  truss  CD  until  it  passes  the  point  C,  and  continues  to  act 
on  that  truss  until  it  passes  to  the  smne  distance  to  the  left 
of  D,  it  being  borne  in  mind  that  all  moving  load  is  trans- 
ferred to  the  trusses  by  transverse  floor  beams  placed  nor- 
mal to  the  axis  of  the  bridge.  It  results  from  these  con- 
siderations that  if  the  load  passes  from  right  to  left  in  Fig. 
4  and  along  LL,  the  reactions  at  D  will  be  greater  than 
a  half  of  those  at  K  by  the  amount  of  the  half  products 
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of  the  total  load  corresponding  to  those  reactions  by  the 
ratio 

CD 

Hence,  if  R  is  any  reaction  at  K  and  2W  the  total  load, 
the  corresponding  reaction  at  D  will  be : 

On  the  other  hand,  with  the  load  moving  in  the  same 
direction,  the  reaction  at  A  will  be : 

In  Eqs.  (8),  (15),  and  (16),  then,  there  is  to  be  written  for 

the  expression, 

{W^-¥W^+     .    .    .     +lV;){x±CC), 

according  to  the  direction  in  which  the  train  is  moving ;  iui 
the  negative  portions  are  to  remain  unchanged.  It  is  to  be 
remembered  that  the  quantity  jt  is  to  be 'measured  on  the 
centre  line. 

In  the  case  of  the  double  track  skew  bridge  of  Fig.  5,  in 
which  there  are  the  two  trusses  AB  and  CD  only,  precisely 
the  same  observations  hold.  For  one  track,  however,  CC^  is 
to  be  used  and  CO  for  the  other.  Separate  computations 
are  to  be  made  for  each  track  for  each  truss. 

If  there  are  three  trusses  in  Fig.  5,  each  pair  of  trusses  con- 
stitutes a  single  track  bridge  for  the  track  between,  and  is  to 
be  treated  precisely  as  Fig.  4. 

If  the  skew  is  so  great  that  one  or  more  floor  beams  have 
their  end  or  ends  resting  on  the  masonry,  obvious  modifica- 
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tions  must  be  made  according  to  the  preceding  general  prin- 
ciples. 

The  Graphical  Method. 

With  convenient  means  for  constructing  an  accurate  equi- 
librium polygon  with  a  large  number  of  loads,  this  method  is 
a  very  rapid  one  for  either  shears  or  moments.  A  perfect 
familiarity  with  the  principles  and  operations  of  Art.  45  is 
here  supposed. 

Let  the  entire  moving  load  for  a  given  truss  be  represented 
by  the  system  of  forces  i,  2,  3,  4,  and  5,  in  Fig.  6.  They  are 
given  in  actual  position  under  the  polygon  PKO,    P  is  the 


pole,  EF  the  load  line,  and  PO  an  indefinite  horizontal  line 
normal  to  EF.  As  usual,  the  moving  load  is  supposed  to 
move  from  O  toward  P.  The  polygon  PQK  ....  NO  is 
formed  in  the  ordinary  manner  by  making  its  sides  parallel 
to  the  lines  radiating  from  P.  For  reasons  that  will  pres- 
ently be  evident,  QF  should  be  continued  considerably 
beyond  C,  while  NO  should  be  carried  somewhat  below 
the  horizontal  line  through  P. 

After  the  constructions  indicated  have  been  made  to  any 
3 
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convenient  scale,  let  the  span  under  consideration  be  laid 
off  to  the  same  scale  by  which  the  horizontal  separations 
between  the  loads,  i,  2,  3  and  4,  etc.,  are  laid  down,  and  let 
indefinite  vertical  lines  be  drawn  through  the  panel  points, 
but  let  all  this  latter  construction  be  made  on  tracing  cloth. 
In  order  to  avoid  confusion,  neither  the  panel  points  nor  the 
vertical  lines  through  them  will  be  shown  in  the  Fig. 

In  the  first  place,  let  the  position  of  the  moving  load  for 
the  maximum  shear  in  some  web  member  be  determined  by 
Eq.  (7),  and  in  this  position  let  the  loads,  i,  2,  3  and  4,  be 
supposed  to  rest  on  the  truss ;  and  let  B^  represent  the  dis- 
tance between  the  last  concentration  and  the  right  hand  of 
the  span  (/.  e.y  B4,  is  x  of  Eq.  (8)  ).  Now  let  the  tracing 
cloth  be  superimposed  on  the  equilibrium  polygon  in  such  a 
manner  that  AB  shall  represent  the  span  ;  then  erect  the 
verticals  BD  and  AC^  and  draw  CDj  to  the  latter  of  which 
PH  is  drawn  parallel.  FH  will  then  represent  the  reaction 
at  the  left  end  of  the  span,  i.  ^.,  at  A,  If  from  this  reaction 
the  negative  shear  shown  in  Eq.  (8),  or  found  by  the  method 
of  Fig.  3  be  subtracted,  the  result  will  be  the  shear  desired 
in  the  web  member  under  consideration.  In  this  manner  all 
the  maximum  shears  may  be  found. 

Again,  let  it  be  required  to  find  the  greatest  moihent  at  a 
given  panel  point,  for  which  the  moving  load  has  been  found 
by  Eqs.  (14)  or  (18),  to  occupy  such  a  position  that  the  dis- 
tance from  the  right  end  of  the  span  to  the  last  concentra- 
tion (/.  ^,,  X  in  Eqs.  (15)  and  (16)  )  is  represented  by  B'  5  in 
Fig.  6.  Also  with  the  position  of  moving  load  thus  deter- 
mined, let  it  be  suppose4  that  the  load  2  rests  at  the  panel 
point  considered.  Now,  let  the  tracing  cloth  be  so  super- 
imposed on  the  equih'brium  polygon  that  A'B'  will  represent 
the  span,  then  erect  the  vertical  lines  B'D'  and  A^C\  and  join 
CD',  Since  load  2  was  found  at  the  panel  point,  at  which 
the  moment  is  to  be  determined,  KL  will  represent  the  max- 
imum moment  in  question.  Each  linear  unit  in  KL^  meas- 
ured by  the  same  scale  to  which  the  span  and  distances,  1-2, 
2-3,  etc.,  are  laid  down,  will  represent  as  many  moment  units 
as  there  are  force  units  in  the  pole  distance  PT.     If  PT  is 
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in  pounds  and  KL  in  feet,  the  PT  X  KL  will  be  the  mo- 
ment desired  in  foot-pounds.  In  the  same  manner  all  maxi- 
mum moments  may  be  determined.  In  every  position  of 
moving  load  required,  the  vertical  intercept  between  the 
closing  line  and  equilibrium  polygon,  drawn  through  the 
panel  point  considered,  will  represent  the  maximum  moment 
at  that  point.  PH*  drawn  parallel  to  CD'  will  give  FH'  as 
the  reaction  at  P^  though  it  is  of  no  special  value  in  this  con- 
nection. The  application  of  this  method  to  the  different 
panels  of  a  truss  will  give  all  the  greatest  chord  stresses. 

This  method  is,  of  course,  subject  to  all  the  modifications 
that  have  been  outlined  for  the  various  special  cases  and 
conditions.  It  cannot,  however,  be  applied  to  the  moving 
load  on  skew  bridges.  The  reaction  for  the  centre  line  of 
the  track  must  be  reduced  to  the  trusses,  while  the  negative 
moments  of  the  loads  in  advance  of  the  panel  point  which 
serves  as  the  moment  origin  remain  unchanged.  The  gener- 
ality of  this  method  is  not,  therefore,  complete. 

The  Maximum  Floor-beam  Reacttotu 

The  moving  load  iscarried  to  each  transverse  floor  beam  by 
the  adjacent  stringers.  Hence  each  floor  beam  is  a  pier  for 
two  adjacent  spans  of  stringers,  and  it  becomes  necessary  to 
determine  that  position  of  the  moving  load  on  those  two 
spans  which  will  subject  the  floor  beam  to  its  greatest 
load. 

In  the  Fig.  let  a  section  of  the  beam  be  shown  at  i?,  while 
/  and  /'  are  the  two  adjacent  stringer  spans  traversed  by  the 
moving  load ;  then  let  the  >*s  be  measured  from  the  right 
and  left  ends  of  /  and  /',  while  W,  IV\  etc.,  IVi,  W^,  etc,  rep- 
resent the  weights  or  wheel  concentrations  resting  in  the  two 
spans,    the  reaction  R  will  then  have  the  value : 

-,        W^x^  -^  fT,  x^  +  etc.      Wx  •\.  Wx'  +  etc.       ,     , 
/c  = j^ + ^ .    U9> 

If  the  whole  system  of  loading  move  to  the  left  by  the 
distance  ax,  the  new  reaction  will  be: 
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j^__  J.       (IVi  -^   iVf^-  etc.)   AJr  ^  {W  ^   W^  +  etc)  £,x 
K    -A  j^  +  -J  • 

In   that  position  which  gives  a  maximum   or  minimum, 
Rx  —  R  =  o\  hence : 

(f^i  +  Wt+  W,-h  etc)  y  ^  {iV+  W"^  +  W"  +  etc.)  (20). 
It  will  seldom  happen  that  Eq.  (20)  will  be  satisfied  unless 

^         -i^ ^ -I       . 

I, 1- — X5— ^  !  V--^ — --^ 

r^  (1^ ^ d) ^ 


r 


I 


Fig.  7. 


nr 

_JL 


a  concentration  rest  on  the  point  Ry  so  that  the  proper  por- 
tion of  it  may  be  taken  for  one  span  or  the  other,  precisely 
as  in  the  problems  of  maximum  shear  and  maximum  mo- 
ments. 

Ordinarily  the  two  adjacent  spans  are  equal,  or 

/=/!.•.         fTi  +  H^,  +  etc.  ^  W+  W  +  etc.   .    .    (21). 

Eq.  (21)  shows  that  when  the  two  spans  are  equal,  the 
amounts  of  load  each  side  of  R  must  also  be  equal. 

After  the  proper  position  of  loading  has  been  determined, 
Eq.  (19)  will  give  the  maximum  reaction  desired. 

Article  8 — ^Fixed  Weight. 

As  the  weight  of  a  structure  forms  a  very  considerable 
portion  of  its  total  load,  it  becomes  a  matter  of  importance 
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to  find  at  least  an  approximate  value  for  it,  when  the  moving 
load  has  been  once  assumed. 

The  weight  of  ties,  guard  timbers  or  rails,  rails,  spikes,  etc., 
may  be  taken  at  350  to  475  pounds  per  lineal  foot  0/  single 
track,  and  forms  an  invariable  part  of  the  fixed  weight,  (/.  ^., 
weight  of  structure),  since  it  is  independent  of  span,  length 
of  panel,  or  depth  of  truss.  With  ordinarily  heavy  traflfiic 
and  standard  gauge,  400  pounds  per  lineal  foot  is  usually 
taken. 

After  having  fixed  the  weight  of  track,  the  stringers  are  to 
be  designed.  A  very  little  experience  will  enable  their 
weight  per  lineal  foot  to  be  assigned  in  advance,  so  that  the 
total  load  resting  upon  them  may  be  used  in  making  compu- 
tations. These  track  stringers  are  almost  invariably  plate 
girders,  and  the  main  object  of  the  computation  is  to  deter- 
mine the  area  of  flange  section.  If  that  area,  as  computed, 
makes  the  weight  of  the  stringer  very  different  from  that 
assumed,  it  will  be  necessary  to  again  assume  a  weight, 
guided  by  the  results  of  the  first  computation,  and  re-calcu- 
late for  the  flange  area ;  and  then  repeat  the  operation  until 
sufficient  accuracy  is  obtained.  * 

The  weight  of  the  track  stringer  thus  obtained  becomes  a 
part  of  the  load  sustained  by  the  floor  beam.  The  weight 
per  lineal  foot  of  the  latter  is  then  to  be  assumed,  and  calcu- 
lations  made  and  repeated,  if  necessary,  precisely  as  in  the 
case  of  the  stringers.  With  a  very  little  practice  the  weights 
of  the  stringers  and  floor  beams  may  be  so  accurately 
assigned  in  advance,  that  a  re-calculation  is  seldom  or  never 
necessary. 

The  lateral  and  transverse  systems  of  bracing  should  next 
be  subject  to  computation,  and  as  the  wind  pressure  is  their 
only  load,  their  own  weight  does  not  affect  the  operations ; 
hence  no  re-calculation  will  ever  be  required. 

The  remaining  calculations  are  those  of  the  truss  proper, 
and  the  accurate  assignment  of  their  own  weights  presents 
more  difficulty  than  any  other  part  of  the  operation.  Ex- 
perience, however,  enables  even  this  weight  to  be  quite 
closely  taken  in  advance.     For  each  single  track  of  standard 
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gauge  the  weight  of  two  through  trusses,  designed  for  the 
moving  load  taken  in  Art.  9,  together  with  the  lateral  sys- 
tem, in  pounds  per  lineal  foot,  may  be  approximately  taken 
at  five  times  the  length  of  the  span  in  feet,  or  double  that 
amount  for  a  two  truss  double  track  structure.  If  this  is  not 
sufficiently  close,  one  or  more  re-calculations  will  be  required. 
For  spans  over  two  hundred  and  fifty  feet  in  length,  this  rule 
gives  too  small  results. 

By  thus  designing  the  floor  system,  and  lateral  and  trans- 
verse bracing  before  the  computations  are  made  for  the 
trusses,  it  is  only  necessary  to  assign  before  each  step,  the 
weight  of  that  part  immediately  under  consideration,  and, 
hence,  enables  the  actual  weight  to  agree  very  closely  with 
the  assumed,  without  re-calculation. 

If  the  bridge  is  of  the  deck  variety  and  carries  the  ties  di- 
rectly on  the  upper  chord,  so  that  they  act  as  a  transverse 
load  on  the  latter,  thus  obviating  a  system  of  track  stringers 
and  floor  beams,  the  total  fixed  weight  will  be  reduced  about 
125  pounds  per  lineal  foot.  If,  on  the  other  hand,  such  a 
bridge  carries  a  regular  system  of  stringers  and  floor  beams, 
the  truss  weight  may  be  the  same  as  if  it  were  a  through 
bridge. 

If  the  span  is  less  than  about  eighty  or  more  than  about  two 
hundred  and  fifty  feet,  the  weight  per  lineal  foot  will  some- 
what exceed  the  value  given  by  the  preceding  rule. 

If  the  bridge  is  a  highway  structure,  the  same  general 
method  of  operations  (and  taken  in  the  same  order)  is  to  be 
followed  as  for  a  railway  bridge.  A  rule  for  truss  weights  can- 
not, however,  be  so  easily  given,  because  the  moving  load  is 
so  very  variable ;  they  may  equal  or  exceed  those  of  railway 
structures  of  the  same  span,  or  may  not  exceed  a  third  of  that 
value.  The  weight  of  a  highway  floor,  if  of  plank  and  timber 
joists,  will  be  from  twenty  to  twenty-five  pounds  per  square 
foot. 

Art.  9«— 43ingle  Syitem  of  Bracing  with  Two  InoUnations. 

The  first  case  taken  will  be  that  shown  in  Fig.  2  of  PL  I. 
The  span  s\s  120  feet;  depth  d  20  feet ;  panel  length  /  20 
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feet;  angle  NAR,  i8°  30',  and  angle  NAM,  33°  40'.  The 
moving  load  will  be  taken  as  two  coupled  consolidation  loco- 
motives, each  with  weights  distributed  as  shown  in  Fig.  I, 
Art.  jjf  followed  by  a  uniform  load  of  1.5  tons  per  lineal  foot. 
The  bridge  will  be  supposed  to  be  a  single  track  "  through  " 
structure.  Each  truss  will  be  taken  to  weigh  approximately 
240  pounds  per  lineal  foot.  The  upper  lateral  bracing  will  be 
taken  at  fifteen  pounds  per  lineal  foot  for  each  truss.  The 
total  weight  concentrated  in  each  of  the  upper  chord  panel 
points  will  then  be  10  x  270  =  2,700  pounds.  The  fixed 
weight  concentrated  in  the  lower  panel  points  will  be  taken 
at  9,300  pounds.  Hence,  if  W  is  the  upper  chord  fixed  panel 
load  and  W  the  same  for  the  lower : 

W  =  2700  pounds  =1.35  tons,  for  one  truss.      , 
IV   =1  9300      "        =  4.65     "       "      "       ** 
tan  NAR  =  0.333  tan  NAM  =  0.666 

sec      "      =  1.054  i^ec      **        =  1.202 

In  the  above  fixed  weight,  the  ties,  rails,  guard  timbers,  etc., 
were  taken  at  400  pounds  per  lineal  foot. 

The  stresses  due  to  the  fixed  load  only,  in  each  of  the  truss 
members  will  first  be  found,  and  it  will  be  convenient  to  begin 
by  determining  those  in  the  web  members. 

On  page  7  it  is  shown  that  the  stress  in  any  web  member 
of  a  truss  with  horizontal  chords  is  the  vertical  shear,  multi- 
plied by  the  secant  of  its  inclination  to  a  vertical  line.  But 
the  vertical  shear  in  any  web  member  of  such  a  truss  is  simply 
the  algebraic  sum  of  all  the  vertical  forces  or  weights  {include 
tng  the  end  reaction)  between  the  end  and  the  web  member  in 
question. 

In  web  member  5,  for  example,  the  fixed  load  shear  will  be 
the  difference  between  the  reaction  R  and  the  weights  at  A, 
B,  M  and  L ;  or,  since  the  truss  is  symmetrical  with  the 
centre,  the  shear  will  be  the  weight  at  C  added  to  half  the 
weight  at  K.  In  fact,  as  a  general  principle,  when  the  truss 
and  its  load  are  symmetrical  with  the  centre,  the  shear  in  any 
web  member  will  be  the  load  between  that  member  and  the 
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centre.    Hence,  the  shear  in  the  web  member  of  half  the  truss 
will  possess  the  following  values  : 

Shear  in  6  =    ^  fT  =    2.325  tons 

u  «  5  =  J  H^  +  W'  ^  3.675  " 
"  "  4=  i^]^4-  W  ^  8.325  " 
"  3  =  iJH^+  2W'  =  9.675  " 
"  ''  2  =  2^1V  +  2IV'  =  14.325  " 
"       *'    I  =  2^1V  +  sW  =  15.675     " 

If  the  plus  sign  indicates  tension  and  the  minus  sign  com- 
pression, the  web  stresses  will  take  the  following  values : 

Stress  in  6  =  4-    2.325  x  1.202  =4-    2.79  tons 
"      "4=4-    8.325  X       "     =  +  10.00    " 

=  +  17.19    " 

1.054  =  -  3-87  " 
"  =  -  iai8  " 
«     =  -  16.52     ** 


2.325  X 

8.325  X 

2  =  +  14-325  X 
5  =  -    3.675  X 

3  =  -    9-675  X 
I  =  —  15.675  X 


(2). 


On  the  same  page,  7,  it  was  shown  that  the  increment  of 
chord  stress  at  any  panel  point  is  equal  to  the  algebraic  sum 
of  the  horizontal  components  of  the  web  stresses  intersecting 
at  that  point ;  but  those  horizontal  components  are  the  vertical 
shears  multiplied  by  the  tangents  of  the  respective  inclinations 
to  a  vertical  line.     Hence : 

The  chord  increment  at : 

A  =  15.675  X  J  4-  14.325  X  I  =  1479  tons 

B  =  9.675  X  J  +  8.325  X  §  =  8.79    " 

C  =  3.675  X  ^  4-  2.325  X  I  =  2.79 

R  =  15.675  X  J  +  o              =  5.24  ,  "       1^.(3). 

jJ/=  9.675  X  J  4-  14.325  X  I  =  12.79 

L  ==  3.675  X  1  4-  8.325  X  I  ^  6.79 

K  =       O  4-  2.325  X 


f=    1.55 


Hence  the  following  are  the  upper  chord  stresses : 
(i)     =  —  14.79  =  —  ^4-79  tons      J 

(2)  =  -  (14.79  +  8.79)  =  -  23.58     "        V 

(3)  =  -  (23.58  +  2.79)  =  -  26.37     *'        ) 

The  lower  chord  stresses  will  take  the  values : 


(4). 
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(1)  =  5.24 

(2)  =     5.24  4-   1279  =  18.03 

(3)  =  18.03  +     6.79  =  2472 


tons 


!■■■ 


(5). 


When  the  position  of  the  moving  load  is  once  determined  for 
a  required  maximum  stress,  the  latter  is  found  from  the  re-ac- 
tion and  panel  loads  by  precisely  the  same  general  methods 
used  with  the  fixed  loads.  Hence  the  proper  position  of  the 
moving  load  is  first  to  be  found  for  each  of  the  web  stresses. 

Eq.  (7)  of  Art.  7  is  an  expression  of  the  condition  which 
obtains  with  the  greatest  shear  in  any  web  member.  The 
number  of  panels,  «,  is  6.  Wi^  IV^,  W^,  etc.,  are  the  single 
locomotive  weights  given  in  Art.  yy ;  IVi  has  the  value  3.75 
tons ;   W^2,  fF„  IV4  and  IV^,  6  tons,  etc.,  etc. 

If  the  moving  load  passes  on  the  bridge  from  the  right,  and 
W^  rests  at  the  foot  of  web  member  10,  Wi  .  ,  .  W^  will 
be  on  the  bridge, and  n  times  3.75  {i.e,,6  x  3.75  =  22.50  tons) 
will  be  less  than  fTi  4-  fT,  +  .  .  .  +IV^  =  27.75  tons.  But 
6  X  (3.75  H-  6)  tons  is  much  greater  than  the  total  moving 
load  on  the  bridge.  Hence,  PT,  at  G  is  the  position  desired 
for  web  member  10;  Wi  will  then  be  8.083  feet  from  G  toward 
77.  At  this  point  the  tabulation  mentioned  in  connection 
with  Eqs.  (8)  and  (15)  of  Art.  7,  may  be  used. 

The  tabulation  for  the  two  locomotives  is  given  herewith. 


I 

2 

3 

4 

I 

15.000  X  8.08 

121,200 

121,200 

2 

39,000  X  5.75 

224,250 

345.450 

3 

63,000  X  4.50 

283,500 

628,950 

,'*'> 

4 

87,000  X  4.50 

391.500 

1,020,450 

5 

111,000  X  7.08 

785.880 

1,806,330 

*  "*  "^ 

6 

i26,coo  X  4.83 

608,580 

2,414,910 

7 

141.C00  X  5.67 

799,470 

3,214,380 

8 

156,000  X  4.83 

753.480 

3.967,860 

9 

171,000  X  9.00 

1,539,000 

5,506,860  - 

\ 

10 

186,000  X  8.08 

1.502.880 

7,009,740 

'f\  »f 

II 

210,000  X  5.75 

1,207,500 

8,217,240 

^  ,  ^ 

12 

234.000  X  4.50 

1,053,000 

9,270,240 

13 

258,000  X  4.50 

1.161,000 

10,431,240 

14 

282.000  X  7.08 

1.996.560 

12,427,800 

15 

297,000  X  4.83 

1.434,510 

13,862,310 

16 

312,000  X  5.67 

1,769,040 

15,631,350 

17 

327,000  X  4.83 

1,579,410 

17,210,760 

iS 

342,000  X  4.00 

1.368,000 

18,578,760 
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A  little  consideration  of  the  table  will  make  its  composition 
evident.  It  is  reproduced  from  a  table  in  actual  use,  and  is 
given  in  pounds  and  foot  pounds. 

When  W^  rests  at  G,  the  x  of  Eq.  (8)  will  be  5.25  feet. 

It  should  be  explained  that  each  quantity  in  column  4  is 
the  sum  of  all  the  preceding  and  opposite  numbers  in  column 
3.  As  an  example,  5,506,860  is  the  sum  of  all  the  numbers 
in  column  3  from  the  top  down  to  and  including  the  ninth. 
Column  4,  then,  represents  the  positive  parenthesis  in  Eq. 
(8)  of  Art.  7,  less  the  term  multiplied  by  x. 

When  W2  rests  at  Gy  the  x  of  Eq.  (8),  Art.  7,  will  be  5.25 
feet.  Hence  that  equation  in  connection  with  the  preceding 
table  gives : 

^,  I    /i  1 1000      ^    ^      i02045o\        I       121200 

Shear  tn  10  =  -      ( x  5.25  + -=^- ) x . 

120  \     2  ^    ^  2/20  2 

=  3650  pounds  =  1.825  tons (6). 

This  quantity  will  shortly  be  needed  again. 

If  the  same  locomotive  weight  W^  rest  2X  H,  Wi  .  .  . 
W9,  or  one  complete  locomotive,  will  be  found  on  the  bridge, 
and  n  times  (3.75  +  6)  or6  x  9.75  =  58.50  tons  is  still  in  excess 
of  42.75  tons,  i.  e,y  half  the  entire  locomotive  weight.  Hence, 
W^  at  H  is  the  position  of  moving  load,  which  gives  the 
greatest  shear  to  web  member  8,  and  or,  in  Eq.  (8)  of  Art.  7, 
becomes  2.83  feet.    That  equation  then  gives  : 

5A.«r  ,«  8  = -L- (171229  X  2.83  +  ^5^^) --1  X  ill^. 

120    \       2  '^  2/20  2 

=  15520  pounds  =  7.76  tons (7). 

If  the  same  weight,  W^^  be  placed  at  K^  it  will  be  found  that 
Wxi  will  rest  at  the  right  extremity  of  the  span,  there  will 
therefore  be  eleven  weights  on  the  bridge.  Since  6  x  (12000 
+  7500)  =  1 1 7000  >  105000,  this  position  of  the  moving  load 
gives  the  greatest  shear  in  brace  6.  Eq.  (8)  of  Art.  7  then 
gives,  since  ;r  =  5.75  feet : 

5A.ar /«  6  =  §H7240__L^  121200 

2   X    120        20  2 

=  31400  pounds  =  15.7  tons (8). 
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If  W%  be  placed  at  Z,  it  will  be  found  that  six  times 
(JTi  +  Wi)  is  less  than  fFi  .  .  .  .  W^,  which  will  then 
rest  on  the  bridge ;  but  6  (PFi  +  fFj  4-  fTj)  <  (^^i  •  •  •  . 
fFie),  hence  W^  must  rest  at  L  for  the  greatest  shear  in  4. 
The  value  of  x  will  then  be  4.83  feet.     Hence : 

5W/«4=  —  (^-^^^  X  4.83  +  i38623io\  _  j^  ^  345450 

^        120  \       2  ^    "^  2/20  2 

=  55480  pounds  =  27.74  tons (9). 

In  the  case  of  brace  2,  the  condition  of  maximum  shear 
obtains  with  W^  at  M.  This  position  of  moving  load  places 
10.5  feet  of  the  uniform  load  of  1.5  tons  per  lineal  foot  on 
the  bridge.  The  value  of  x  in  Eq.  (8)  of  Art.  7,  conse- 
quently, becomes  5.25  feet.  The  tabulation  given  above 
is  not  quite  sufficient  to  completely  cover  this  case ;  although 
the  result  in  line  18  forms  by  far  the  greater  portion  of  the 
moment  product  which  must  be  divided  by  the  span,  in 
order  to  obtain  the  shear.  The  application  of  Eq.  (8)  of  Art. 
7,  to  this  particular  case  becomes,  then : 

5A^^r/»2  =  -L  (M?^    X  10.5  +  3^  X  10.S  X  5-25   f 

120   \       2  2 

i857876o\      345450^ 
2        /       2  X  20' 

=  84430  pounds  =  42.2  tons (10). 

The  moving  load  shears  in  web  members  i,  3,  5,  7  and  9, 
will  be  precisely  the  same  as  those  in  2,  4,  6,  8  and  10  re- 
spectively, because  each  pair,  as  10  and  9,  8  and  7,  etc.,  inter- 
sect in  a  chord  which  carries  no  moving  load.  The  web 
stresses  due  to  the  moving  load  will  then  take  the  following 
values : 


Stress  in  10  =  +  1.825  x  1.202  =  +    2.19  tons. 
"      "     8  =  +  7.760  X      "      =  +    9.33     " 
«      "    6=  +    15.7  X      "      =  +  18.87    " 
"      "    4  =  +  27.74  X      "     =  +  33-35     " 
"      "     2  =  +  42.20  X      "     =  +  50.72     " 


(II). 
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Stress  in  9  =  —  1.825  x  1.054=  ~  i-92  tons.  1 
"  '-7=  -7.762  X  "  =-8.i  "  I 
"  "  5  = -15.7  X  "  =-16.49  "  J^  .(12). 
"  •<  3  = -27.74  X  "  =-29.13 
«       «     J  --.  _  42.20  X      "     =  —  44.30 


J 


/ 


By  comparing  (11)  and  (2),  it  is  seen  that  the  moving  load 
stress  in  web  member  (10)  is  of  a  kind  opposite  to  that  caused 
by  the  fixed  load  in  web  member  3,  while  those  two  members 
are,  in  reality,  identical ;  the  latter  is  compression  and  the 
former  tension.  Since  it  is  evident  that  no  piece  of  ma- 
terial can  be  compressed  and  extended  at  the  same  time,  it 
is  clear  that  the  resultant  stress  will  be  the  numerical  differ- 
ence or  algebraic  sum  of  the  induced  stresses.  In  other 
words : 

If  the  action  of  forces  external  to  apiece  of  material  tend  to 
subject  that  portion  of  material  to  stresses  of  opposite  kinds,  the 
resultant  stress  zvill  be  equal  to  the  numerical  difference  of  the 
opposite  stresses,  and  will  be  of  the  same  kind  as  the  greater. 

By  comparing  (11)  and  (12)  with  (2),  it  will  be  seen  that  in 
all  the  web  members  of  that  half  of  the  truss  first  traversed  by 
the  train,  the  fixed  and  moving  load  produce  stresses  of  opposite 
kinds.  The  moving  load  stresses  predominate  in  the  mem- 
bers near  the  centre  of  the  span,  but  near  the  ends  the  fixed 
load  stresses  are  the  greatest.  In  web  member  8,  the  resul- 
tant stress  is  9.33  —  3.87  =  5.46  tons  of  tension ;  but  if  the 
bridge  carries  no  moving  load,  it  is  subjected  to  3.87  tons  of 
compression.  Now,  that  member  may  be  so  designed  and 
constructed  that  it  can  resist  tension  or  compression,  accord- 
ing to  the  demands  upon  it ;  in  such  a  case  it  is  said  to  be  coun- 
terbraced.  If,  however,  it  is  formed  to  resist  compression  only, 
the  member  14  must  be  introduced  between  Jf  and  C  to  take 
the  moving  load  shear  in  tension.  In  order  to  provide  for 
the  movement  of  the  load  in  the  opposite  direction,  13  must 
be  introduced  between  L  and  Z>.  Such  web  members  as  13 
and  14  are  called  counter  braces.  Other  web  members  than 
counterbraces  are  called  main  braces  or  main  web  members. 
The  duty  of  counterbraces,  then,  or  of   counterbraced  main 
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web  members,  is  to  transfer  moving  load  shear  to  the  farther 
abutment  or  pier. 

It  is  now  clear  that  the  extent  to  which  a  main  web  mem- 
ber must  be  counterbraced  is  found  by  taking  the  excess  of 
the  moving  load  stress  over  that  caused  by  the  fixed  load. 
At  first  sight  it  would  appear  that  the  same  method  should 
hold  in  determining  counterbrace  stresses ;  since  it  may  be 
supposed  that  the  main  brace  will  carry  shear  until  its  fixed 
load  stress  is  neutralized.  This  presupposes,  however,  that 
there  is  such  an  exact  adjustment  of  members  that  each  will 
perform  just  the  amount  of  duty  assigned  to  it  As  that  is 
an  end  that  can  never  be  confidently  realized,  it  is  only  pru- 
dent to  suppose  that  the  counterbrace  takes  all  the  moving  load 
shear y  and  this  will  be  assumed  in  all  that  follows.  This 
procedure  appears  the  more  advisable  when  one  reflects 
that  counterbraces  are  subject  to  the  greatest  fatigue  of  all 
truss  members,  and  that  the  amount  of  metal  concerned  is 
trifling. 

It  now  becomes  necessary  to  determine  where  the  coun- 
terbraces are  to  begin.  Since  the  fixed  and  moving  load 
stresses,  or  shears,  neutralize  each  other  in  equal  amounts,  it 
at  once  results  that  counterbraces  or  counterbraced  web  mem- 
bers must  begin  at  that  point,  or  with  that  web  member ^  in 
which  the  stress  or  shear  produced  by  the  moving  load  is 
greater  than  that  of  the  opposite  kind  produced  by  the  fixed  load 

"  Stress  "  or  *•  shear  **  is  used  indifferently,  as  the  former  is 
simply  the  product  of  the  latter  by  the  secant  of  the  inclina- 
tion to  a  vertical. 

In  order,  therefore,  to  find  the  stress  in  a  counterbrace,  it 
is  only  necessary  to  ascertain  the  moving  load  shear,  and 
multiply  it  by  the  secant  of  the  inclination.  The  secant  of 
the  angle  between  counterbrace  13  or  14,  and  a  vertical  line 
is  1.944 ;  and  since  the  shear  it  has  to  carry  is  by  Eq.  (i  i)  7.76 
tons : 

Stress  in  counterbrace  (14)= 7.762  x  1.944= + 1 5.09  tons. (i  3). 

Again,  by  comparing  (11)  with  (2)  it  is  seen  that  the  fixed 
load  shear  in  10  (or  3)  is  —  9.675  tons,  while  the  moving  load 
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shear  is  +  1.825  tons.  Hence  13  and  14  are  the  only  counter- 
braces  needed. 

It  is  farther  seen  that  in  the  half  of  the  truss  traversed  last 
in  order  by  the  train,  the  stresses  produced  by  the  fixed  and 
moving  loads  are  the  same  in  kind.  Hence,  in  the  main 
braces  the  fixed  and  moving  loads  induce  stresses  of  the  same 
kind  and  the  resultant  is  simply  the  numerical  sum, 

A  tabulation  of  all  the  resultant  web  stresses,  then,  gives 
the  following  values : 

Web  member  i  =  —  6a82  tons.  ' 

"       3  =-39-31     " 
5  =  —  20.36    ** 

"  *'       2  =  +  67.91     "       \ (14). 

"       4  =  +43.35     " 
"       6  =  +  21.66    " 

"  "      14  =  +  15.09    " 

The  moving  load  chord  stresses  remain  to  be  found,  and  it 
will  be  necessary  to  resort  to  the  methods  of  Art.  7  in  order 
to  determine  the  proper  positions  for  the  stresses  in  the  vari- 
ous panels. 

Since  none  of  the  web  members  are  vertical,  the  positions 
of  moving  load  for  the  greatest  stresses  in  the  lower  chord 
panels  will  be  given  by  Eq.  (18)  of  Art.  7.  For  this  case,  q 
in  that  equation  will  be  one-third  the  panel  length. 

In  finding  the  stresses  in  lower  chord  panels  2  and  3,  it  is 
necessary  to  bring  10.4  and  7  feet,  respectively,  of  the  uni- 
form load  on  the  bridge.  The  condition  of  greatest  stress  in 
the  lower  chord  end  panel  coincides  with  that  for  brace  i, 
and  it  will  only  be  necessary  to  multiply  the  greatest  shear 
in  that  brace  (already  determined)  by  the  tangent  of  its  in- 
clination to  a  vertical  line. 

In  determining  the  greatest  stresses  in  the  upper  chord, 
moments  are  taken  about  the  lower  chord  points,  and  Eq. 
(14)  of  Art.  7  will  be  used. 
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The  application  of  Eqs.  (i8)  and  (14)  of  Art.  7  give  the 
following  results : 

/' 
LowercKdz  ..j-'h^'  ^    =IV^  ..Xi=6.67  It  ,.2x=io.4lt. 

"  =  j-'^..     "       =fFj..**=:7.2     "..2Jr=7.0" 

"  =  i  .^^n'-i=W% 2;r=lo.4'* 

u  _  ^  "      =  »; 2  ;r=  6.4  "     ^'^ ^  '  y 

"  =  ^  ..     «       =^^11 2Jr=I90" 

Eq.  (16)  of  Art.  7,  applied  to  the  lower  chord,  gives  by  the 
aid  of  the  tabulation  already  employed  the  moments : 


tt 

3-- 

Upper 

ti 

I  .. 

u 

tt 

2  .. 

it 

it 

3-- 

In  lower  chard  2  ;      Jf  =  ^     — '^'  ''      +  (2  x  171000+ 10.4 

X  1500)  5.2I  -  MS45P  _  63000  ^  g^g^  _  ^  ^j^^  ^  j^^ 

J  ^  2  ^ 

+  12000x11  +  7500x3.92), 

.-.     Af=  1,936,400  ft.  lbs. 

In  lower  chord  y,     M  ^  ^^^^"^  ^  {2  x  171000  +  7 

.      1      1,806,330      126000  ,  ,  ^  ^ 

XI 500)3.5 J-         ^'^^ ^—  X  7.2-^(7500x15.67 

+  2x7500x7.58),  • 

.*.     if=  2,65 8,490  ft  lbs. 
Eq.  (15)  gives  for  the  upper  chord  moments: 
In  upper  chord  i ;      M^\  |      '^^  '^      +  (2  x  171000  +  10.4 


X  1500)5.2  I  -  3454SQ , 


[500)5.2] 

i/=  1,685,425  ft.  lbs. 


^fc — ^  /  ^ 
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In  upper  chord  2  ;      M^\  ["18,57^8,760  ^  ^^  ^  x^^o^  +  6.4 

^     .       "I      1,806,330 
1500)3.2    -  '^^ 


xic ^ 

.-.    M  =  2,568,335  ft.  lbs. 

In  upper  chord  3  ;      JIf  =  i  ri-!lZ_iZ_  +  (2  x  171000  +  19 
xi5oo)9.5— 7500x122.5  I  -  T-^^i^i^  — 7500x62. 5^ 

.-.    3f  =  2,305,315  ft.  lbs. 

The  negative  moments  (— 7500X  122.5)  and  (—7500x62.5) 
occur  in  the  last  moment  above,  for  the  reason  that  W-^  is 
found  2.5  feet  off  the  span  to  the  left  when  upper  chord  3 
takes  the  maximum  bending. 

It  is  notable  that  the  moment  in 'upper  chord  panel  3  is 
less  than  that  in  panel  2,  while  it  is  yet  more  important  to 
observe  that  the  uniform  load  of  1.5  tons  per  lineal  foot  gives 
the  greatest  bending  moment  in  the  centre  panel  of  the  upper 
chord.  A  panel  uniform  load  is  10x1.5  =  15  tons=30000 
pounds,  and  the  reaction  with  this  load  on  the  whole  bridge 
is  2.5  x  15  =  37.5  tons=75ooo  pounds.  Hence,  making  AT  the 
origin  of  mgments : 

In  upper  chord  ^;  31=  75 ,000  x  60  —  2  x  30,000  x  30= 2,700,000 

ft.  lbs. 

These  operations  verify  a  previous  observation  to  the 
effect  that  with  concentrated  loads  there  may  be  several 
maxima. 

Eq.  (10)  shows  that  the  greatest  moving  load  shear  in 
braces  i  and  2  is  42.2  tons ;  hence,  multiplying  that  result  by 
its  tangent,  0.333,  and  dividing  the  preceding  greatest  mo- 
ments by  the  depth  of  truss,  ue.,  20  feet,  the  following  mov- 
ing load  chord  stresses  are  found : 
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In  upper  cKd  i ;  —  ^'    ^^    =    84,271  lbs.=  42. 14  tons. 

=  128417   "    =64.21    " 


«     <i         « 


2; 


20 
2.568,335 


20 


(15). 


'  3; -^j^^^= 135,000 "  =67.50  " 

In  IffWer  cKd  i ;  —     42.2       x      0.333       =  i4«o6  " 

..    «        ..    ^._  1.936,400^   96,820 lbs.=  48.41  " 

' 3; -?J^58d9?^,  32,924  «   =66.46  " 


The  resultant  chord  stresses  are  found  by  adding  groups 
(4)  and  (5)  to  (15),  as  follows : 

Upper  chord  (i)  =  —(14.79+42.14)  =  —  56.93  tons. 
"        •*      (2)  =  -(23.58+64.21)  =  -  87.79    " 
"      (3)  =  -(26.37  +  67.50)=  -  93-87     " 


(16). 


Lower  chord {\)  =  +(  5.244-14.06)  =  +19.30  tons. 
y     (2)  =  +(18.03+48.41)  =  +66.44    " 
"      (3)  =  +(24.72  +  6646)  =  +91.18     " 


Groups  (14)  and  (16),  therefore,  give  the  resultant  maximum 
stresses  in  all  members  of  the  truss. 

Those  web  members,  such  as  i,  3  and  5,  which  sustain  com- 
pression,  are  called  "  posts  "  or  "  struts,"  while  those,  such  as 
2,  4,  6  and  14,  which  sustain  tension,  are  called  '*  ties.'* 

If  the  truss  be  divided  through  CD  and  either  LK  or  KH^ 
it  IS  seen  that  more  than  three  members  must  be  cut ;  but  if 
that  number  is  exceeded,  it  is  known  from  the  first  principles 
of  statics  that  the  stresses  must  become  indeterminate. 
Hence,  when  counterbraces  are  introduced^  indetertnination 
always  results.  If  provision  is  made  for  one  system  of  legiti- 
4 
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mate  stress  analysis,  however,  the  safety  of  the  structure  is 
assured. 

Only  one  point  more  needs  passing  attention  before  the  ex- 
amination of  the  next  case.  It  has  been  stated  in  the  course 
of  the  demonstrations  that  the  stress  in  certain  members  is 
tension,  and  compression  in  others.  In  web  member  4,  for 
example,  let  it  be  desired  to  determine  the  kind  of  stress.  It 
has  been  seen  that  when  the  greatest  main  web  stress  exists 
in  that  member,  the  reaction  at  R  is  32.058  tons,  and  it  is 
evident  that  it  is  directed  upward.  At  the  same  time  the 
live  load  resting  at  M  is  4.32  tons  and  is  directed  dawn.  The 
difference  of  these  forces  is  an  w/tt/^^r// shear  of  27.74  tons. 
Hence,  if  the  truss  is  divided  anywhere  between  £M  amd  CL^ 
this  shear  will  tend  to  move  the  left  portion  (between  the 
line  of  divisions  and  R)  upward  and  past  the  right  portion ; 
7.  e.y  it  will  tend  to  increase  the  distance  between  B  and  Z, 
and,  consequently,  produce  tension  in  web  member  4.  The 
general  principle  then  is  to  determine  the  effect  of  the  re- 
sultant external  forces  on  the  distance  between  the  extrem- 
ities, or  any  other  two  points  in  the  axis  of  the  member;  if 
the  tendency  is  to  increase  this  distance,  the  resulting  stress 
will  be  tension,  and  compression  if  the  reverse  is  the  case.  In 
trusses  with  parallel  chords,  after  a  very  little  experience,  the 
kind  of  stress  in  any  member  may  readily  be  discovered  at  a 
glance,  but  in  many  structures  with  curved  or  polygonal  out- 
lines, resort  must  be  made  to  the  general  principle  stated 
above,  which  will  be  more  thorougly  given  hereafter.  This 
simple  statement,  however,  is  all  that  is  needed  here. 

Art.    10. — Single   Syitem  of  Vertical  and  Diagonal  Bracing. — ^Vertioak 

in  Tension. 

This  form  of  truss  when  built  with  timber  compression 
members,  has  long  been  known  as  the  Howe  truss.  The  skel- 
eton diagram  of  the  structure  to  be  considered  is  shown  in 
Plate  I,  Fig.  3.  The  moving  load  will  be  supposed  to  pass 
along  the  upper  chord ;  hence  the  bridge  is  a  "  deck  "  struc- 
ture. The  following  are  the  principal  dimensions  and  fixed 
load  data : 
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Span  =  98  feet.  Panel  length  =  14  feet. 

Depth  =  20  feet.  Number  of  panels  =  7. 

Upper  chord  fixed  load  =  385  lbs.  per  lineal  foot  per  truss. 

Lower      "        "  '*    =  215    •*      '•       "        "      "      " 

Upper      *'         "  "  per  truss  panel  =  JT'  =  2.70  tons. 

Lower      "        "  "     "        "        "      =  PT  =  1.50    " 

tan  ABC  =  0.7  sec  ABC  =  1.22. 

The  moving  load  will  consist  of  the  two  consolidation  loco- 
motives used  in  the  preceding  Art.,  the  weights  of  which  are 
shown  in  Art  ^^ ;  and  this  load  will  be  taken  as  passing 
from  N  towards  M. 

The  web  stresses  will  first  be  determined,  and  the  first 
counterbrace  needed  comes  first  in  order.  As  the  number  of 
panels  is  seven,  n  in  Eq.  (7)  of  Art.  7,  is  equal  to  7.  Let  it 
be  required  to  ascertain  whether  the  compression  counterbrace 
LK  is  necessary.  If  the  train  is  so  placed  that  W%  rests  at  Z, 
the  bridge  will  carry  the  weights  {W^—  IV^)  =  70.5  tons,  or, 
35.25  tons  on  each  truss.  Now  7  W^i  =  52.5  tons,  and  7  (IFi 
-|-  W2)  =  136.5  tons.  Since  the  total  load  on  the  bridge  is 
found  to  lie  between  these  values,  by  the  principles  of  Art.  7 
it  is  placed  to  give  the  greatest  compressive  shear  in  KL  or 
tensile  shear  in  HP.  In  order  to  find  the  shear  by  Eq.  (8)  of 
Art.  7,  the  following  values  result  from  the  position  of  the 
moving  load  just  taken;  x  =  1.3  ft.,  W^  =  W^  and  H^n'-i  = 
Wx.  Since  /  =  98  and/  =  14,  Eq.  (8)  of  Art.  7  gives  by  the 
aid  of  the  tabulation  on  page  41 ; 


I  /2,4i4,9io        141,000  ^   I  ,V— X  i^ 
98\       2  2  *V      14  2 

=  8920  lbs.  =  4.46  tons. 


200 
2 


The  fixed  load  shear  in  the  same  panel  is  W  +  W  =  4.2 
tons.  As  the  latter  is  less  than,  and  opposite  in  kind  to  that 
of  the  moving  load,  the  counter  post  or  strut  KL  must  be 
introduced.  Since  the  difference  in  these  shears  is  very  small, 
it  is  evident  that  no  counterbrace  between  KL  and  O  is  needed, 
and  that  conclusion  may  easily  be  verified. 
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By  proceeding  in  precisely  the  same  manner  for  the  shears 
in  the  other  panels,  the  following  quantities  are  found  for  in- 
sertion in  Eq.  (8)  of  Art.  7,  when  Eq.  (7)  of  that  Article  is 
satisfied ; 


For  greatest  shear  in 


KL 

HG. 

FE. 

DC. 

BA. 


Wi"  F .. 
W,  "  D  . 
W,"B. 


.  ;r  =  1.3 
,  :jr  =  4.8  . 

X  =  l.Z. 
.  jr  =  6.8 

jr  =  2.5  , 


121,200 

X  =    4.46  tons. 


Z2I,200 

X  =  10.05 


That  Eq.  (8)  then  gives  : 

Shear tn XL  =  ^[—7-  +  —7—  x  loj-  - 

,,      ,  I  r  3,967,860      171^^  ^3!  j: 

98L         2  2  J  14 

..        «  J^E  =   If   7.009,740       2JO,O0p^    ^3!  Jl  ^    12^200^  ^^  ,. 

98|_        2  a  J  14  2 

..      ..  DC=  lpo.43i.»4p^  aga^^  ^gl  I  ^   345450^  „ 

98[^         2  2  J  14  2  ^  •'•' 

„   »^^^  I  ris.631,350^  327^^    n  I  ^ 

98|_         2  2  J  H 


^  34S,4So_  ^^  _ 
X  — ^ — =  35.79 


The  shears  in  the  inclined  web  members  only  have  been 
given,  because  each  pair  of  braces  that  intersect  in  the  chord 
not  traversed  by  the  moving  load  take  their  greatest  stresses 
with  the  same  position  of  moving  load.  Braces  2  and  3,  4 
and  S,  etc.,  thus  go  together  in  pairs. 

The  resultant  web  stresses,  by  the  aid  of  the  preceding 
results,  will  then  take  the  following  values : 

-C3(^+  [F^  +  35.79]  X  1.22  = 
^\2{W^  W)  +  25.33] 
-[    fF+  IT*   +  16.68] 

—  10.05 

-  446 


Brace 

I 

u 

3 

it 

S 

a 

7  • 

a 

8 

X 

1.22  = 

—  59.04  tons. 

X 

1.22  = 

-4I.IS 

li 

X 

1.22  = 

-  25.48 

u 

X 

1.22  = 

—  12.26 

« 

X 

1.22  = 

-    S-44 

a 
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Brace  2  .  .  .  iW^  +  iW ■¥  25.33  =  +  35-23  tons. 
"     4  .  .  .     W^  -^2W+  16.68  =  +  22.38    " 
"     6  .  .  .  Jr+  10.05  =  +  11.55    " 

The  positions  of  the  moving  load  for  the  greatest  chord 
stresses  are  found  by  the  aid  of  Eq.  (14)  of  Art.  7,  and  result 
in  the  following  quantities : 


For  upper  chord 

i...W^2.tF. 

. .  JT,  =  JTi, . .  .  ;r  =  2  ft. . . .  W^._r  =  W,. 

2...  W^"  £>. 

..  f;=  w„...x  =  4  "  ...  jr,,_i  =  w^. 

j...lVt"  B 

The  greatest  stress  in  upper  chord  i  occurs  with  the  maxi- 
mum shear  in  BA,  and. is  found  by  taking  the  product  of  that 
shear  by  the  tangent  of  its  inclination  to  a  vertical  line.  The 
shear  has  already  been  determined  to  be  35.79  tons,  and  the 
tangent  is  0.7.     Hence  ; 

Stress  in  upper  chord  i  =  —  35.79  x  0.7  =  —  25.05  tons. 

Eq.  (15)  of  Art.  7  then  gives  by  the  aid  of  the  tabulation  on 
page  41,  the  following  bending  moments: 

upper  chord  3  ^.^rij^^^  31^  ^  ^"j^  ^Al^^ ^  ^3^^^^  ,^  ^^ 
"        "       a  =^P3,862,3I0^  31^  ^  H.  \^^  ^  ,^^^8.391    "  " 

As  the  depth  of  the  truss  is  20  feet,  the  moving  load  chord 
stresses  become : 

Upper  (3)  =  —  1,896,754  -r-  20  =  —  94,837  lbs.  =  —  47.42  tons. 
"      (2)  =  —  1,648,391  -*■  20  =  —  82,420  "     =  —  41.21     " 
"       (i)=  =-25.05     " 

By  combining  these  results  with  those  due  to  the  fixed 
load,  the  following  resultant  chord  stresses  are  found : 

Upper  (i)  =  -  [25.05  +  3(fr4-  W")  x  0.7]  =  —  33.87  tons. 
"      (2)  =  -  [4I.21  +  5(Jr+  W')y.  0.7]  =  -  55.91     " 
"      (3)  =  -  [4742  +  6(»^+  JT*)  X  0.7]  =  -  65.06    " 
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It  is  to  be  observed  that  the  upper  and  lower  chord  stresses 
are  the  same  in  pairs,  i,  e,,  in  the  same  oblique  panel.  The 
reason  is  obvious.  If  a  panel,  as  DFEC^  be  divided  by  any 
line  cutting  DF,  DE  and  EC^  it  will  be  evident  that  no  hor- 
izontal forces  whatever  exist  except  the  stresses  in  DF  and 
EC\  hence,  by  the  first  principles  of  statics,  those  stresses 
must  be  equal  in  amount  and  opposite  in  kind.  The  same 
result  holds  for  any  oblique  panel,  and,  indeed,  in  all  vertical 
and  diagonal  bracing  with  horizontal  chords  and  vertical  load- 
ing. The  stresses  in  one  chord  can  then  always  be  written 
from  those  in  the  other,  as  is  done  here : 

Lower  (i)  =  +  33.87  tons. 
"      (2)  =  4-  55.91     " 
"      (3)  =  +  65.06    '' 

In  reality  the  moments  remain  the  same  whether  the  upper 
or  the  lower  extremity  of  any  vertical  brace  is  taken  for  the 
moment  origin  ;  hence  the  equality  of  upper  aud  lower  chord 
stresses  in  the  same  oblique  panel. 

If  the  truss  becomes  a  through  one  (i,  e.,  with  the  load  on 
the  lower  chord),  the  same  pairs  of  web  members  do  not  inter- 
sect in  the  unloaded  chords  hence  a  different  position  of  the 
moving  load  must  be  taken  for  the  greatest  shears  in  half  the 
braces.  A  simple  inspection  of  the  diagram  will  show  at 
once  that  the  position  of  the  moving  load  for  the  greatest 
shears  in  the  oblique  or  compression  braces  must  be  the  same 
whether  that  load  traverses  the  upper  or  lower  chord.  For 
the  vertical  braces,  however,  the  moving  load  must  be  ad- 
vanced in  the  lower  chord  at  least  one  panel  (more  in  some 
cases)  beyond  its  position  on  the  upper.  Hence  the  vertical- 
brace  stresses  will  be  greater  in  a  through  truss  than  those 
found  with  the  moving  load  on  the  upper  chord,  while  the 
stresses  in  the  oblique  braces  remain  the  same.  Conse- 
quently this  type  of  truss  is  better  adapted  to  the  deck  than 
the  through  form. 

Art.  ll.^Single  SyBtam  of  Vertical  and  Diagonal  Braoing.— VertioalB  in 

Oompression. 

This  type  of  truss  is  very  common  in  American  bridge 
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practice.  Its  compression  members  are  the  shortest  possible, 
and  its  details  are  simple  in  character,  and  both  those  fea- 
tures are  conducive  to  economy.  The  skeleton  diagram  to 
which  reference  is  to  be  made  is  given  by  Fig.  i,  of  Plate  II. 
The  bridge  is  supposed  to  be  a  **  through  "  structure,  hence 
the  floor  system  will  rest  on  the  lower  chord.  The  loads  and 
stresses  in  this  Art.  will  be  given  in  pounds.  The  principal 
dimensions  and  fixed  load  data  are  as  follows : 

Span    =  184*  1 1§"  Panel  length  =  20'  6fi" 

Depth  =    27'    o"  Number  of  panels  =    9 

Upper  chord  fixed  load  =  230  lbs.  per  lin.  ft.  per  truss. 
Lower  "         "         =  533       "  "  *' 

Upper  "         "        per  truss  panel  =  fP  =    4726  lbs. 

Lower  '*        "  «        «  =  ^F  =  10953  " 

1 5679  lbs. 
tan  ABL  =  0.761  sec  ABL  =  1.26 

The  moving  load  will  consist  of  a  train  of  two  coupled  con- 
solidation locomotives,  each  with  concentrated  weights  as 
shown  in  the  diagram  below,  followed  by  a  uniform  train  of 
2,240  pounds  per  lineal  foot.  It  will  be  taken  to  move  from 
right  to  left. 

The  moving  load  is  comparatively  light,  hence  the  fixed 
load  is  also  assumed  rather  low. 

As  usual,  Eq.  (7)  of  Art.  7  will  be  used  in  determining 


(i)  Ci)(j) 


I  i       i!  ii   i  li 
,   ,   i        i    1     i    ! 

the  positions  of  moving  loads  for  the  greatest  shears,  and, 
hence,  for  the  greatest  stresses.  For  a  reason  that  will  here- 
after appear,  the  greatest  shear  for  every  panel  in  the  truss 
will  be  found.     The  application  of  Eq.  (7),  Art.  7,  will  give 
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the  following  quantities  for  use  in   £q.  (8)  of  the  same 
Art.: 


Max.  shear 
OP  . 
MN. 
FG  . 
EH, 
DI  . 
C7  . 
BK  , 
AB  . 


tn 


W^atP  .  . 

.  w,=  w. 

•         ■         • 

jr=    4.1 

ft. 

IV,"N.. 

.  "  =»;   .  .  . 

X  =    2.2 

« 

"    "  G  .  . 

.  "  =Wn    .    .    . 

;r  =    i.o 

« 

•«    "  H.  . 

"  =w„  .  .  . 

;r  =  .  2.0 

PT,  «  /  .  .  . 

"  =W] 

2x  =    9.0 

"  "  y  . . 

"  =w 

Uniform 

2X  =  29.5 

"    "  AT  .  .  . 

"  =w 

load. 

2X  =  50.2 

"   •'  z  .  .  . 

"  =w 

2X  =  70.7s 

• 

The  tabulation  to  be  used  in  connection  with  Eq.  (8)  and 
(15)  of  Art.  7,  is  given  below  and  is  formed  precisely  like 
that  in  Art.  9. 

77, tT* 


Eq.  (8)  of  Art.  7  gives  by  the  introduction  of  the  quanti- 
ties found  above,  and  by  the  aid  of  the  tabulation : 


I 

12,000  X 

7.666 

92.000 

V     2 

32,000  X 

4.583 

146,666 

238,666 

^  3 

52,000  X 

4.25 

221,000 

459.666 

4 

72,000  X 

4.583 

329.976 

789,642 

5 

92,000  X 

10.666 

981,332 

1.770,974 

6 

106,000  X 

4.666 

459»333 

2.230,307 

7 

120,000  X 

5.583 

670,000 

2,900,307 

8 

134.000  X 

4.666 

625,333 

3,525.640 

9 

148,000  X 

9-333 

1,381.333 

4906,973 

10 

160,000  X 

7.666 

1,226,666 

6,133,639 

II 

180,000  X 

4-583 

825,000 

6,958,639 

12 

200,000  X 

4.25 

850,000 

7,808,639 

13 

220,000  X 

4.583 

1,008,333 

8,816,972 

14 

240,000  X 

10.666 

2,560,000 

11,376,972 

15 

254.000  X 

4.666 

1,185.333 

12,562,305 

16 

268,000  X 

5.583 

1.496,333 

14,058.638 

17 

282,000  X 

4.666 

1,316,000 

15.374,638 

18 

296,000  X 

3.25 

962,000 

16,336.638 

SA€ar  in  OP 


MN 


FG 


_    I   r  4S9>' 
185L        a 

_  I  r  3,525, 

""i?5L         2 
_    I   r  6,958,i 
"■  185L         2 


666     .    72,000 

+  -^-i X   4.1 

2  2 


=     2,040  Jbs, 


640^I48£00^  ,.a 

2 

^9+aoo^^  ,.0 

2 


] 

n   02,000    ^ 
— 2 — =  8,171 
J  2  x20.5s 

-    "  =  17,110 
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5*«,,«i?^=-fp-i^?76^^ ^54,000^   ,.o1-.^22L.=  ,^,884  '■ 
185  [_         2  2  J     2x20.55        ^*    ^ 

..     »  jjj  ^    I  rx603M38    6«^^  -|_£38^^  .. 

i85|_        2  2  ^''J2X20.55      ^"^  ' 


BK 
AB 


'  r   ** 
""185L 

658,080 
+  ^^ X14.75    - 

•'      =  63,735  " 

- '  r 
~  182  _ 

■         +704.448^25.1! 

2                   _^ 

"      =  86,133  " 

■"i85_ 

'        +"CS'**'X35.38]- 

"      =110,105  " 

Since  the  fixed  load  shear  in  HM  is  15,679  lbs.  it  is  seen 
that  counterbrace  10  is  the  first  counter  needed.  Combining 
the  fixed  load  shears  with  those  above  due  to  the  moving 
load,  the  following  resultant  stresses  in  the  inclined  web  mem- 
bers are  found : 

Stress  {io)=  +(  17,110  )x  1.26  =  +    21,560 /5j. 

(9)  =  +  (  29,884  )  X     "    =  +    37,654  " 

"       (7)  =  +  (  45,788  +    fF+    fr)x    "    =4-   77,445  " 
(5)= +(  63,735 +  2rr+2H^)  X   *'  =+119,817" 

«        (3)= +(  86,132  +  3W^+ 3fP)  X     "    =+167,800" 
«        (i)  =  — (110,105  +  4H^+ 4 fT)  X     "    =-217,750" 

Eq.  (21)  of  Art.  7  shows  that  if  W^  be  placed  at  the  feet  of 
the  vertical  brace  2,  that  member  will  take  its  maximum 
moving  load  stress,  which,  by  Eq.  (19)  of  the  same  Art.  takes 
the  value : 

,  .       .   4.05  X  6,000+  (11.72  +  16.32  +  15.97)  10,000  +  2.92  X  14,000 
+  zo,ooo  =  +  34,600  Ids. 
The  stresses  in  the  vertical  braces  become : 

Stress  (8)  =  -  (29,884  +  3  W^)  =  -  34,61 1  /6s. 

"      (6)  =  -(45,788+    Jr  +  2  PP)  =  -66,193    '' 

"      (4)  =  -(63,735  +  2jr+3fr)=-99,8i9  " 

"      (2)  =  + (34,600  +         +    »^)  =  + 45.553   " 

These  complete  the  greatest  stresses  in  the  braces. 
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Eq.  (14)  of  Art.  7  gives  the  following  values  for  the  posi- 
tions of  moving  load  for  the  greatest  stresses  in  the  chords: 

Upper  3  and/^  .  .  .  W^^  _  1=  JTn  .  .  .  W^—^2fiQO  .  .  .  2  x  =65.  //. 

2  .  .  .       "  r=  Ji^,    .  .   .     "    =82,300  ..."     =73.5  ** 

I    .  .  .       "  =  ^Fg    .   .  .    "    =78,000  ..."      =69.7  " 

The  "2jr"  shows  the  distance  covered  by  the  uniform  load. 
Eq.  (15)  of  Art.  7  then  gives  the  following  maximum  bend- 
ing moments  by  the  aid  of  the  tabulation  already  given : 

Farupperiand^..  .  j/=i[i6:3^  ^  737^  ,  3,,5-| 

-^^^=5,478.153/^/*^. 

"      "  ,  .  .   .  J^=|[I6.3|^  ^  748p  ^  3^^J 

-^^^^^  =  3.830,813//./*.. 

The  moving  load  stresses  in  lower  chord  i  and  2  are  found 
by  taking  the  product  of  the  greatest  shear  in  brace  i  by  its 
vertical  tangent  : 

Lower  (i)  and (2)  =  1 10,105  x  0.761  =  83,790  lbs. 

Since  the  depth  is  27  ft.  the  greatest  moving  load  upper 
chord  stresses  are  the  following : 

Upper  (3)  and  (4)  =-  5»478,i53  -^  27  =  -  202,900  lbs. 
"  (2)  =—4,910,013  -h  27  =—  181,850    " 

"  (i)  =-  3*830,813  ^  27  =-  141,900    " 

Since  {W+W)  tan  ABL  =.  11,932,  the  resultant  upper 
chord  stresses  become : 
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Upper         (I)  =-(141,900+    7  X  ii»932),=- 225,424 /fo. 
(2)  =-  (181,850  +    9  X  11,932)  =-  289,238   " 
"  {^^and{/^  =—  (202,900  +  10  X  11,932)  =—  322,220  " 

In  the  lower  chord,  the  resultant  stresses  are  : 

Lower  (i)  and  (2)  =  +  83,790  +  4  x  11,932  =  +  131,520  lbs. 
(3)=  =+  235424  " 

(4)=  =+289,238   " 

"  (5)  =  =  +  322,220  " 

These  values  complete  the  resultant  stresses  in  the  various 
members  of  the  trusses,  and  they  will  be  used  hereafter  in 
making  the  complete  design  of  this  bridge. 

If  the  moving  load  traverses  the  upper  chords  of  the 
trusses,  the  same  pairs  of  braces  as  before  will  not  take  their 
greatest  shears  together.  The  stresses  in  their  inclined  braces 
will  not  in  any  way  be  changed,  but  it  will  be  necessary  to 
advance  the  moving  load  by  at  least  one  panel  beyond  the 
positions  taken  in  the  through  bridge,  in  order  to  determine 
the  greatest  shears  in  the  vertical  braces  of  the  deck  truss. 
Hence,  by  changing  the  bridge  from  the  "  through  *'  type  to 
the  "  deck,"  the  vertical  braces  will  carry  considerably  in- 
creased stresses,  and  as  they  are  in  compression  the  weight 
of  the  bridge  will  be  materially  increased.  Hence,  this  truss 
is  best  adapted  to  carrying  the  moving  load  along  its  lower 
chord. 

Art.  12. — ^Two  SysteiiiB  of  Vertical  and  Diagonal  Bracing. — ^Verticals  in 

Oompression. 

The  style  of  truss  shown  in  Fig.  2,  PI.  II.,  next  to  be 
treated,  was  at  one  time  more  common  than  any  other  in 
American  bridge  practice.  With  increased  facilities  for  fab- 
ricating and  handling  large  bridge  members,  it  has  been  pos- 
sible to  extend  the  use  of  single  systems  of  triangulation  to 
much  longer  spans  than  formerly.  In  this  manner  the  am- 
biguity of  the  double  system  is  avoided,  and  thus  analytical 
excellence  is  combined  with  advantages  of  production.     In 
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long  spans,  however,  the  double  system  ,is  still  frequently 
used,  and  if  properly  designed  it  is  not  so  objectionable  as 
might  at  first  seem  to  appear. 

It  should  always  be  arranged  with  an  even  number  of 
panels,  as  the  stress  ambiguity  is  then  reduced  to  an  unim- 
portant matter.  In  order  to  show  the  extent  to  which  am- 
biguity may  arise,  an  odd  number  of  panels  has  been  selected 
in  the  present  example.  As  has  already  been  shown,  the 
method  of  Art.  7  cannot  be  applied  to  a  double  system  of 
triangulation.  It  is  only  possible  to  assume  that  each  sys- 
tem acts  as  an  independent  truss,  and  to  determine  by  trial 
the  greatest  possible  concentrations  at  the  head  of  the  train, 
and  in  one  system,  and  consider  such  concentrations  the  head 
of  the  moving  load  in  that  system. 

There  will  be  two  equal  concentrations  represented  by  ze^'at 
the  head  of  the  moving  load  in  each  system,  while  those  that 
follow  will  uniformly  equal  w.  Ordinarily  no  two  concentra- 
tions will  be  exactly  equal,  but  the  assumption  is  sufficiently 
accurate. 

The  truss  under  consideration  is  composed  of  two  systems 
of  right-angled  triangulation,  shown  in  Figs.  3  and  4  of  PI.  II. 

Before  passing  to  the  computations  it  is  well  to  observe 
that  although  the  action  of  the  loads  in  one  system  may  be 
considered  as  taking  place  independently  of  the  actions  of 
the  loads  in  the  other ;  at  the  same  time  equal  loads  sym- 
metrically placed  in  reference  to  the  centre,  though  resting  on 
different  systems  of  triangulation,  may  be  considered  counter- 
balanced. The  web  stresses  due  to  the  fixed  load  will  be  de- 
termined on  the  supposition  that  the  web  members  shown  by 
the  dotted  lines  do  not  exist. 

The  data  to  be  used  are  given  below : 
Span  =210  feet.     Depth  of  truss  =  26  feet. 

Number  of  panels  =  '15  Panel  length    =  14    *' 

IV  (upper)  =    9100  lbs.  =  4.55  tons  =   650  lbs.  per  foot. 
W  (lower)  =  14000  "    =  7.00    •*     =  1000   "      "      " 
«/  =  13  tons.  «/'  =  20  tons. 

^  =  tt/  —  w  =  7  tons. 
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Angle  QNO  =  a  Angle  MNO  =  /? 

tan  a  =  I.077  sec  a  =  147 

tan  /3  =  0.538  sec  /J  =  1.136 

The  excess  e  will  be  taken  at  four  panel  points  as  before ;  it 
will  also  be  used  in  determining  the  chord  stresses. 

The  counterbrace  16  is  the  first  one  needed.  Carrying  the 
moving  load  on  the  bridge  from  R,  panel  by  panel,  the  great- 
est web  stresses  are  found  to  be  the  following : 

In  brace  16.  ,^w  sec  a  •\-  W  e  sec  a  =  +    22.15  ^^ns. 

iS'-W'u;  sec  a  +  We  sec  a  =+    28.62     " 

14. . II Of  Jf  ^e  +  W  =  —    19.62      « 

i..{\^w  +  {^e)sec  a  + {W+  W)  sec  a 

=  +    52.06     " 

^3.  il  «^  +  il^  +  ff^  =  -    24.02     « 

2.\Ww  +  {\e+W^-  W*)seca  =  +    59.80     " 

3..HW  -h^e  +  2W+  W  =  -    39.97     " 

4.'{Hw+  \ie  +  2{W+  W)]  sec  a 

=  +    84.53      '' 

S..Hw  +  \ie  +  2lV+  W  =-    45.23      " 

6..mw  +  {ie-¥2{JV+  W')]seca 

=  +    93.54     " 

7..^w-\'\ie+  ilV+2lV'  =-    62.05     " 


N 


8..{H«^  +  fl^  +  3(^^+  ^')\  sec  a 

=  +  "9-53 

9^.{iw  +  We  +  3W-\'2W'  =-    68,18 

io..{4|w  +  H^  +  3(»^+  JV')}sec/3 

=  +  100.33 


c-V 
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In  brace  i\ .  .w  -\-  W  =  +    27.00  tons. 

"      "     12., 7  {w  +  W->t  W)  sec  li^- ^e  sec  P 

=  —  221.73      " 

The  stresses  in  each  system  of  triangulation  are  found  by 
virtually  taking  that  system  as  a  single  truss  supporting  only 
the  weights  at  the  apices  belonging  to  it. 

The  greatest  chord  stresses  will  be  obtained  by  supposing 
the  train  to  cover  the  entire  bridge,  with  the  four  excesses  e 
at  panel  points  1,  2,  3,  and  4. 

Greatest  stress  \n  a  =^  i  {w  ^-  W  -\-  W)  [2  tan  fi  +  {tan  fi 
+  tan  «)]  +  (w  +  W  -{■  W)  tan  ft  -\-  e  (4  tan  fi  +  tan  a)  + 
\e  2  tan  6  -=•  —  236.51  tons. 

Here  it  should  be  explained  that  since  fj^  =  3i^  is  found 
in  the  reaction  at  R^  the  three  e%  at  panel 'points  i,  2,  and  3, 
and  \  of  that  at  4  may  be  taken  as  passing  directly  to  R^ 
while  I  of  the  ^  at  4  passes  to  M  through  5',  2',  16,  14,  i,  3, 
etc.     Counterbrace  16  thus  comes  into  action. 

Greatest  stress  in  *  =  [2  (w;  +  W  -\-  W)  +  ^  ^]  tan  a  + 

236.514  =  —  291.91  tons. 

"  «       "  ^:  =  2  («/  +  JT  +  W)  tan  a  + 

291.907  =  -  344.79     " 

"  "       "  d-[{w-{-  W^  W)  -  \e]  tana  + 

344.7S7  =  -  366.20    " 

"  "       ''  e  =  {w  -\-  W-¥  W)  tan  a  + 

366.201  =  —  392.64    *' 

The  panel  stresses  in  e,  /,  and^  will  be  the  same;  and  if 
the  loading  were  uniform  over  the  whole  bridge,  the  panels  e^ 
fj  gy  K  and  k  would  all  be  subjected  to  the  same  stress. 

Greatest  stress  in  /  and  »i  =  [7  («;  +  W  -{■  W)  +  3J  e]  tan  /3 

=  +  105.01  tons. 

"  "       "  «  =  [3 («/  +  W^  +  IV)  +  H^l  tan  p  + 

105.009=  +  149.65     " 
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Greatest  stress  in  ^  =  [3  (w;  +  W  ■\-  W)  +  e\  tan  or  + 

149.654  =  +  236.51  tons, 

«        •'  /  =  [2  (w  +  fF  +  W)  +  \c]tana^ 

236.513  =  +  291.91     " 


«  a  u 


tt  i*  ti 


y  =:  2  («/  +  W  +  W)  tan  a  + 

291.906  =  +  344-79    " 

r  =  (w  +  W^  W  -\e)tana  ^ 

344.786  =  +  361.17  " 

"     "   "  ^  =  («/  +  JF  +  W)  tan  a  + 

361.174=  +  387.61  « 

It  is  to  be  noticed  that  diagonally  opposite  panels  in  the 
upper  and  lower  chords,  up  to  the  counterbrace  16,  beginning 
with  the  panels  a  and  0^  are  subjected  to  the  same  amounts 
of  stress,  but  of  opposite  kinds. 

If  the  loading  were  uniform  over  the  whole  bridge,  this 
equality  of  the  pairs  would  continue  to  the  centre ;  also,  the 
stresses  in  the  panels  ^  /,  g^  A,  k^  and  s  would  be  equal  to 
each  other. 

If  the  end  posts  were  vertical,  there  would  be  obvious 
changes  in  the  stresses  of  the  panels  /,  nij  and  n  (that  in  / 
would  be  zero).  The  upper  chord  panel  stresses  would  not 
be  changed.  . 

^n.\\  The  whole  truss  in  Fig.  2,  PL  II.,  is  composed  of  the  two 
systems  of  triangulation  shown  in  Figs.  3  and  4,  and  each  of 
these  is  to  be  considered  separately  in  checking  the  chord 
stresses  by  the  method  of  moments.  Denote  by  (^')  and 
(i?")  the  reactions  at  the  points  indicated  by  the  same  letters 
in  Figs.  3  and  4,  then  divide  the  total  load  supported  by 
each  system  into  two  parts,  according  to  the  principle  of  the 
lever y  and  there  will  result : 

{R)  =  iJ[7(^  +1^4-  W')'\  -f  fl  .  2^=  103.7867  tons. 
(^")  =  H  [7  {w^W^  W)]  -h  fl  .  2  ^  =    91.3966  tons. 
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If  the  diagonals  are  in  tension,  according  to  this  value  of 
(if"),  D'L  should  be  drawn,  and  not  K'E.  The  latter  is 
taken,  however,  for  a  reason  that  will  appear  presently. 

The  sum  of  {R)  and  (R")  is  just  equal  to  the  total  reaction 
at  R  in  Fig.  2,  as  it  ought  to  be. 

Indicate  by  {BC),  {DC'),  (rf),  etc,  the  stresses  in  the  panels 
represented  by  those  letters.  Taking  moments  about  H  and 
G  respectively,  there  result : 

{BC)=---{HK)=^[{R')xR'H^2{w  ^  W+  W'){GH'\-\FG)]'^d. 
{AB)=^{GH)=[{R)xR'G-(w'+W+W')FG]-^d. 

Also,  taking  moments  about  K*  and  H'l 

(CD')  =  [(R")xR''K'^2(ti/+  W+  W)  {H'K'^-^G'H'yi-^d. 
{B'C')=^{H'K')^[{R')xR'H'--(w'^'  W-h  W)  GH^-^-d. 

Similar  expressions  will  gfive  the  chord  stress  in  every  panel 
of  Figs.  3  and  4;  and  having  found  these,  the  resultant 
stresses  in  Fig.  2  are  simply  the  sums  of  the  proper  pairs 
taken  from  Figs.  3  and  4. 

Thus,  (d)  =  {BC)  +  (C'i?) 

(e)  =  {CD)  +  (CD) 
(o)  ^{GH)^{GH') 
etc.  =    etc.    +    etc. 

This  system  of  determination  by  moments  may  be  applied 
to  any  truss  with  parallel  chords,  however  many  systems  of 
triangulation  there  may  be. 

The  method  also  applies  to  any  irregular  loading,  for  the 
stresses  due  to  each  panel  load  may  be  found  separately,  and 
the  sum  caused  by  all  taken. 

Web  stresses  may  also  be  checked  by  the  same  method, 
since  the  increment  of  chord  stress  at  any  panel  point  is  equal 
to  the  sum  of  the  horizontal  components  of  the  stresses  in 
the  web  menibers  intersecting  at  the  panel  point  in  question. 
Such  a  check,  however,  is  a  very  tedious  one. 

Applying  the  above  equations  to  C  'Z?'  in  Fig.  4 : 

(C'Z>')  =  (91.397x84  -  2  X  31.5s  X  42)  -^  26  =  193.35  tons. 
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Also,  to  CD  in  Fig.  3  : 


{CD)  =  (103.787  X  98  —  2  X  31.55  X  70  —  24.55  X  28)  -r-  26  = 

194.95  tons. 

But  the  sum  of  these  two  is  388.3  tons,  whereas  (e)  =  392.64 
tons.  This  discrepancy,  not  very  great,  is  easily  explained. 
The  loading  (w  +  W  -{-  W*)\s  counterbalanced  in  Fig.  2,  but 
is  not  in  Figs.  3  and  4. 

In  Fig.  2  all  the  load  on  the  left  of  the  centre  of  the  span, 
except  f  f'  at  4  or  //'\  is  assumed  to  pass  directly  to  R  (or 
K  and  R').  Hence  in  Figs.  3  and  4,  to  be  consistent  with 
Fig.  2,  there  should  be  taken  : 

{R!)  =  4  (2£^  +  JT  +*  JT')  +  2  ^  =  1 12.2  tons. 
\r')  =  3  (a/  -f  W-V  IV')  -^ie=    82.983  tons. 

Introducing  these  in  the  general  formula : 

(e)  =  {CD')  +  {CD)  =,[ii2.2  X  98  H-  82.983  X  84  -  31.55  X 
84  —  31.55  X  140  —  24.55  X  28]  -^  26  =  392.75  tons. 

This  result  agrees  sufficiently  well  with  that  obtained  by 
the  trigonometrical  methpd. 

With  the  last  value  of  {R"),  K'E  will  be  in  tension. 

It  is  thus  seen  that  with  an  uneven  number  of  panels  a 
little  ambiguity  exists  both  in  reference  to  the  greatest  chord 
stresses  and  the  greatest  web  stresses,  when  there  are  two 
systems  of  triangulation.  This  ambiguity  always  exists,  what- 
ever the  number  of  systems^  if  the  component  systems  are  not 
symmetrical  in  reference  to  the  centre  line  of  the  span^  and  it 
always  disappears  if  they  are  symmetrical  in  reference  to  that 
line. 

With  an  even  number  of  panels  in  the  span  and  two  sys- 
tems of  triangulation  no  ambiguity  exists. 

These  observations  in  reference  to  ambiguity  apply  as  well 
to  isosceles  bracing  as  to  vertical  and  diagonal. 

In  the  example  taken  there  are  only  two  systems  of  triangu- 
lation, but  precisely  the  same  method  is  to  be  followed  what- 
5 
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ever  the  number ;  in  determining  the  web  stresses,  each  sys- 
tem is  supposed  to  carry  those  moving  weights  only  which 
rest  at  its  apices,  and  the  same  is  true  in  reference  to  chord 
stresses  for  unsymmetrical  loading,  uniform  loading  being 
supposed  counterbalanced  for  either  stresses. 

The  slight  changes  to  be  made  for  an  overhead  bridge,  or 
for  verticals  in  tension  and  diagonals  in  compression,  are  evi- 
dent from  what  has  already  been  given  in  preceding  articles. 

It  is  seen  that  any  two  web  members  intersecting  in  the  chord 
not  traversed  by  the  moving  load  receive  their  greatest  stresses 
at  the  same  time ;  the  principle,  indeed,  is  a  general  one. 

When  built  in  iron,  this  truss  is  frequently  called  the  Lin- 
ville  truss. 

Alt.  13«— T^roM  with  Uniform  Diagonal*  Bradng—  Two  Syatenui  of  M- 

This  truss  is  shown  in  PL  X.,  Fig.  6,  and,  although  taken 
here  as  an  ordinary  pin  connection  bridge,  precisely  the 
same  method  of  calculation  is  to  be  used  for  a  "  lattice  "  truss 
with  riveted  connections. 

No  locomotive  excess  will  be  taken,  but  a  heavy  moving 
load  of  uniform  density  will  be  assumed.  The  following  are 
the  data: 

Span  =  182  feet.    Depth  =  23  feet. 

Panel  length  =     13    "        Number  of  panels  =  14. 

Fixed  load : 

W  (upper)  =  450  pounds  per  foot  =  2.925  tons  per  panel. 
W  (lower)  =  800      "         "      "     =  5.2        "      " 

Moving  load : 

w  =  2800  pounds  per  foot  =  18.2  tons  per  panel. 
Angle  AaB  =  a. 

tana  =0.565.  sec  a         =    1.15. 

Wseca        —  3.364  tons.  W  sec  a  =    5.98  tons. 

—  seca         =1.500    "  Wtana  =    1.653   " 

W  tan  a      =  2.94      "  wtana    =  10.28     " 
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The  vertical  members  aB  and  tS  are  for  tension  only. 

The  moving  load  will  be  taken  as  passing  from  A  to  T,  and 
its  head  will  be  supposed  to  rest  at  the  various  panel  points 
in  succession,  in  the  determination  of  the  web  stresses. 

The  notation  for  the  stresses  is  one  which  will  frequently 
be  used  hereafter.  The  stress  in  any  member  is  indicated  by 
inclosing  in  a  parenthesis  the  letters  which  belong  to  it  in 
the  figure. 

Head  of  moving  load  at  D. 
{dF)  =  {t  fT'  +  W-^^w]  seca-  +  2.6  x  sec  a. 

Hence  the  stress  in  dF  yriW  always  be  tension. 


Head  of  moving  load  at  E. 
(Ee)  =  {^  w;  -  W  —  \  ]V\  sec  a  =:  ^  1.79  x  sec  a. 

Hence  the  stress  in  Ee  will  always  be  compression. 
The  web  stresses  desired  are,  then,  the  following : 

=  +      7.15  tons. 

=  -  1.34 

=  +  16.32 

=  —  10.51 

=  +  26.99 

=  -  19.68 

=  +  37-66 

=  -  30.35 

=  +  49-83 

=  —  41.02 

=  +  62.00 

=  -  53.20 

=  +  75.68 

=  -  65.37 

=  +  89.3s 

=  -  79-04 
=  -  197.24 
=  +    90.68 


(m  =  - 

(  hW  +      W-^w)seca 

(eG)   =. 

{     W+    ifV-^w) 

{Gg)  =  - 

{                 iW-iiw) 

(/^)  = 

{iW              --hw) 

{Hh)  = 

{W              +\iw) 

{gK)=- 

{              ■ifT+H"') 

{Kk)  = 

(     W+    klV+^w) 

{hL)   =  - 

(jpr'+    w+\iw) 

{LI)   = 

{i^W  +      W+\\w) 

{kO)  =  - 

(     W'->tihW+\iw) 

{Oo)   = 

(  2W"  +  liW+^w) 

{IP)    =- 

(lifF'H-    2W-\-^w) 

{Pp)    = 

{2iW'  +     2W+UW) 

{oQ)  =- 

(  2W  +  2hW  +  ^W) 

{Qt)  = 

{  iW  -\-2iW+\\w) 

{J>S)=- 

(2hW' ■\-    iW+\iw) 

{tT)  =  - 

j^(ir'+    fF+    w) 

{tS)    = 

iW  +    iW+\iw 
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With  the  moving  load  covering  the  whole  bridge,  the  fol- 
lowing chord  stresses  are  found : 


(ab)     =  -  (9jfr'  +  9JF+  9Ja/)    tan  a 

=  —  141.46  1 

tons 

{be)     ={ab)    -s{fV'+W  +  w)     " 

=  -215.83 

« 

\cd)    ={bc)     -4(    "      "     '<    )    " 

=  -  2;s.33 

<i 

{de)     =\cd)    -3(    "      "     u    )    a 

=  -31995 

(t 

[ef)     ={de)     -2(    "      "     «    )     " 

=  -  349-70 

« 

(/^)    =(</■)    -(""«)    " 

=  -  364.57 

u 

(AB)  =              6j(    "      "     "    )    « 

=  +  96.68 

« 

(BC)  =  (AB)  +{2iW  +  3W+2iw)  " 

=  + 134.69 

« 

(CB)  =  {BC)  +  S{iV'+W+w)    " 

=  +-209.06 

« 

(DE)  ={CD)  +4(     "      "     "    )    " 

=  +  268.5s 

tt 

[eF)  ={DE)  +  3(    "      "     "    )    " 

=  +313-17 

u 

{FG)   =(£F)  +  2(    "      "     "    )    " 

=  +  342.92 

(i 

{GB)  =  {FG)  +    (    "      "     "    )    " 

=  +  357-80 

« 

The  following  operations  constitute  a  check  on  the  accuracy 
of  the  chord  stresses. 

The  horizontal  forces  exerted  at  the  joints  g'  and  Hy  respec- 
tively, are : 


and 


(/jS^)     —  \Wtana  =  —  365.40  tons. 

{GH)  +  1{IV'  -^-w)  tana=  ^  364.41     " 


The  horizontal  force  exerted  at  either  one  of  these  joints, 
as  found  by  the  moment  method,  is: 

7(W'  +  IV+  w)  X  0.25  X  182        ^    ^  ^ 

f-^ i- ^ =  364.5  tons. 

23  ^  ^^ 

The  agreement  is  close. 

It  is  to  be  observed  that  (Ff)  is  the  greatest  tensile  stress 
in  AL,  also ;  and,  on  the  other  hand,  that  {AL)  is  the  greatest 
compression  stress  Ff.  Similar  observations  apply  to  the 
pairs  of  members  eG,  kK\  Gg,  Kg\  fHy  Hh. 

These,  consequently,  are  the  only  web  members  which  need 
to  be  counterbraced. 

Precisely  the  same  methods  of  calculation  apply,  whatever 
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may  be  the  number  of  systems  of  triangulation  or  the  char- 
acter of  the  load,  or  whether  the  truss  be  a  through  or  deck 
one. 

If  Fig.  6  represented  a  deck  truss,  however,  the  compres- 
sive web  stresses  would  be  increased  and  the  tensile  ones 
diminished,  while  the  chord  stresses  would  remain  the  same. 
Since  the  increase  of  compression  in  any  web  member  would 
numerically  exceed  the  decrease  of  tension  in  the  adjacent 
one,  the  truss  is  better  adapted  to  a  through  load  than  a 
deck  load. 

This  truss,  particularly  with  only  one  system  of  triangula- 
tion, is  frequently  called  the  "triangular"  truss. 

^  Art  14. — Oompoimd  Mangolar  Tnuw. 

A  very  economical  style  of  truss,  in  point  of  quantity  of 
material,  is  that  shown  in  Fig.  i  of  PL  III.  The  truss  is  of 
the  ordinary  isosceles  bracing,  and  formed  of  two  systems  of 
triangulation,  but  a  half  of  the  floor  system  and  moving  load 
is  carried  by  verticals  directly  to  the  intersections  Ey  F,  etc. 

Half  the  weight  of  the  trusses  is  supported  at  the  apices  of 
the  main  systems,  as  H  and  M,  in  the  upper  chord,  and  half 
at  the  apices,  as  P  and  i?,  in  the  lower  chord.  The  truss 
chosen  is  a  deck  or  overhead  truss;  consequently  half  the 
floor  system  and  moving  load  will  be  supported  by  the  verti- 
cals in  compression.  The  weight  of  the  floor  system  will  be 
taken  at  300  pounds  per  foot,  and  the  moving  load  taken  will 
be  a  uniform  one  made  up  of  a  load  of  heavy  engines  weigh- 
ing 2700  pounds  per  foot.  In  such  a  case  there  is  no  ex- 
cess e. 

The  following  are  the  data : 

Length  of  span         =  200  ft.       Depth  of  truss     =  27.75  It* 
Upper-panel  length  =  12.5  "        tan  CDL  =  tan  a  =    0.9 
Lower-panel  length  =  25.0  "        sec  CDL  ^sec  a=z    1.345 

W    (upper)  =  25    X    500  +  12J  X  300=    8.125  tons. 
W^  (middle)  =  12^  x    300  =    1.875.    " 

W   (lower)  =25    X    500  =    6.25       " 

w^w'  =  I2i  X  27CX)  =  16.875    " 
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The  middle  loads  Wxox  w  are  applied  to  the  trussing  as 
follows.  The  adjoining  figure  represents  a  portion  of  the 
truss  in  question  as  indicated  by  the  same  letters  HMPR  (see 

figure  in  plate).  Any  weight  rest- 
ing at  K  is  carried  down  to  the  in- 
tersection, or  two  apices  A  and  -5, 
and  the  proper  portion  of  each 
load  is  hung  at  each  apex.  In  the 
truss  in  question,  A  C,  in  the  ad- 
joining figure,  will  represent  \^  of 
the  weight  at  AT,  and  BD  ^  of  the 
same  weight.  The  moving  load  is  supposed  to  pass  on  the 
bridge  from  A,  By  examination  it  is  seen  that  o  and  s  are 
the  first  members  which  need  counterbracing.  The  head  of 
the  train  must  be  at  the  panel  point  between  /  and  e  for 
greatest  moving-load  stress  in  j,  and  at  the  panel  point  be- 
tween /  and  ^  for  that  in  o,  and  at  corresponding  positions 
for  other  web  members. 

Fixed-load  stress  in    j. .  =  J (fT  +  IVi)  seca^  —     6.73  tons. 

TV 

Moving-load  stress  in  ^. .  =  (i  +  3  +  8  +  S)  —  sec  a 

32 

=  +    12.05    " 

Fixed-load  stress  in     0 .  ,^  \{W'  +  W^  sec  a  z=  -\-      546    " 

tv 
Moving-load  stress  in  ^. .  =  (i  +  4  +  3  +  S  +  12)  —sec  a 

32 

=  -    17.73    " 
Fixed-load  stress  in    p.,^^Wseca  =  —      S46    " 

Moving-load  stress  in /. .  =  (1+  3  +  8  +  5  +  7)  —  J«r  a 

32 

=  +    17.02    " 
Fixed-load  stress  in     r..  =  ^W' seca  =  +    4-20      " 
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Moving-load  stress  in  r. .  =  (i  +  4  +  3  +  5  +  I2  +  7)  —  •^''^ « 

=  —   22.70  tons. 

Greatest  stress  in         \..=:  {\%w  +  iW)sec  a 

=  -    33.82    " 

«  *•      "         2. .  =  (fi  w  +  ^W'+  i>F,)  sec  a 

=  +    34-53    " 

i..  =  {\\w  +  \W')seca 

=  +    26.9     " 

=  -   4147    " 

S..=  iHw  +  i{lV'+  Wi)  +  W)seca 
=  —    59.64  tons. 

8. .  =  (}j  w  +  i{lV'+  2Wi)  +  JV) sec  a 
=  —   68.72  tons. 

6..=  (i|«/+ JJr+  W+ilVi)sec  a 

=  +    49.87  tons. 

7..=  (J|a/  +  ifr+  IV'+  Wx)seca 

=  +    58.93  tons. 

9-=(H«'  +iff^+  »^'+  fT,)  wa 

=  —    86.88  tons. 

i2..=  {^w+iW+  fV'+iWi)secci 

=  —  97.38  tons. 

ll..=  (}|w  +  |fr'+  Wt+  W)seca 

=  +    77.13  tons. 

io..=  (Hze/  +  |W^'+|fri+  »0-y^^« 

=  +    87.59  tons. 
=  —118.37  tons. 
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Greatest  stress  in       i6. .  =  (^/  w  +  \W'  -^  2IV1  +  2W)seca 

=  —  130.30  tons. 

"       "        iS..=  (iiw  +  iW+2W'+ilVi)seca 

=  +  105.79  tons. 

=  +  117.66  tons. 

"       "    "     17..=  ^W^2W+2W'+2W^ 

=  —  100.00    " 
"      "        i8..=  PF+w  =-    25.00    " 

The  stress  in  17  added  to  the  vertical  component  of  the 
stress  in  16  is  equal  to  (8w/  +  ^W  +  4W1  +  siW)  the  weight 
of  the  truss  and  its  load,  as  it  should.  This  constitutes  a 
check  in  the  work  if,  as  was  done,  each  web  stress  is  found 
by  adding  a  proper  increment  to  a  preceding  one. 

For  the  greatest  chord  stresses  the  load  will  cover  the  whole 
bridge. 

Stress  in  a  or  *.  .=  (3J w  +  ilV+  2W'  +  2W^)  tan  a 

=  —  78.75  tons. 

"  c  or  d.,=:  {6  w  ^' iW -{-iW^^iW)  tan  a  ^ 

78.75  =  -213.75    " 

*'       "  e  or/.  .  =  2(2«/+  W+Wt+  W)  tan  a  + 

213-75  =  ~  303.75    " 

^ or  A. .  =  {2w  +  W+  IV1+  W)  tan  a  + 

.  303.75  =  - 348.75    " 

n         ..=  (4«;  +  2W+  2IV1  +  ilV)  tan  a 

=  +    87.19    " 

m        . .  =3  (2W  +  fF+  W^i  +  IV')  tan  a  + 

87.19=  +  222.19    " 

"       "  /         . .  =2  {2W  +  IV  +  IViW  W)  tan  a  + 

222.19=  +  312.19    " 


u  u 


4(  « 
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Stress  in  >&. .  =  (2«/  +  W -{•  W^  +  W)  tan  a -\r  ♦ 

312.19  =  4-  357.19  tons. 

In  determining  these  values,  it  is  to  be  remembered  that 
the  increment  of  chord  stress  at  any  panel  point  is  equal  to 
the  sum  of  the  horizontal  components  of  the  stresses  in  the 
web  members  intersecting  at  that  point. 

The  results  for  g  or  h  ot  k  may  be  easily  verified  by  the 
method  of  moments.  Let  /  be  the  span  in  feet,  and  d  the 
depth  of  a  flanged  beam,  in  feet  also ;  then  if  w  is  the  load 
per  foot,  the  flange  stress  at  the  centre,  as  is  well  known,  will 

be  -^-j-.     To  apply  this  to  the  present  case,  {w  4-  W-\-  IVi  +  W) 

must  be  written  for  w,  and  /  and  d  have  the  values  respect- 

ively  of  200.00  and  27.75.     Hence  -^-=-  =  360.4  tons. 

oa 

Now  since  the  resultant  stress  at  either  of  the  centre  joints 
is  horizontal  in  direction  for  a  uniform  load  from  end  to  end 
of  the  truss,  the  value  corresponding  to  the  above  will  be 
found  by  adding  to  the  stress  in  A  the  horizontal  component 
of  the  stress  in  brace  i,  for  the  supposed  uniform  load ;  or  by 
adding  to  that  in  panel  k  the  horizontal  component  of  that  in 
brace  3, 

Horizontal  component  in  i  =(— j  tanot^  11.25  ^oJ^s, 

and  348.75  +  11.25  =  360.00  tons. 

W 

Horizontal  component  in  3  = tan  a  =  2.8125  tons, 

2 

and  357-19  +  2.81  =  360.00  tons. 

Both  of  the  above  results  are  remarkably  satisfactory  verifi- 
cations ;  they  would  have  agreed  exactly,  but  0.9  is  not  the 
exact  value  of  tan  a. 

If  the  bridge  were  a  through  one,  the  general  method  of 
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calcufiition  would  be  exactly  the  same ;  the  slight  changes  in 
the  details  of  the  operations  are  sufficiently  obvious  after 
what  has  been  said  before. 

As  a  through  truss  there  would  be  some  saving  of  material, 
for  the  secondary  verticals  i8  would  be  in  tension. 

A  much  greater  saving  might  be  effected  by  using  inclined 
end  posts,  in  which  case  a  short  beam  or  girder  would  take 
the  place  of  the  end  panels  ZC,  and  braces  15  would  be  verti- 
cal and  run  up  to  Z,  while  braces  18,  14,  and  17  would  be 
omitted  altogether. 

Art.  16.--MetliodB  ol  Obtaining  StreMM— StrMi  Sheeti. 

In  the  preceding  cases  the  analytical  expressions  for  the 
stresses  have  been  written  in  such  a  manner  as  would  seem 
best  to  show  in  detail  the  principles  by  which  they  are 
traced. 

In  practice  evely  engineer  has  a  method  best  fitted  for 
himself  by  either  habit  or  taste. 

The  "  strain  sheet,"  or  properly  "  stress  sheet,"  is  almost  in- 
variably made  as  shown  in  the  plates.  A  skeleton  of  the 
truss  is  drawn,  and  along  each  member  is  written  the  great- 
est stress  belonging  to  it. 

Art  16.— Amblgnity  caused  by  Oonntarbraoei. 

It  is  important  to  notice,  from  what  has  preceded,  that  a 
little  ambiguity  always  exists,  both  in  web  and  chord  stresses, 
near  the  middle  of  the  truss,  when  counterbraces  are  used  in- 
stead of  counterbracing.  This  arises  from  the  fact  that  6ven 
with  a  sirigle  system  of  triangulation  it  is  impossible  to  divide 
the  truss  by  cutting  less  than  four  members,  which  is  equiva- 
lent, as  a  question  of  equilibrium,  to  having  four  unknown 
quantities  and  only  three  equations  by  which  they  are  to  be 
determined. 

This  ambiguity,  however,  has  been  shown  to  be  not  of  a 
dangerous  character. 
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CHAPTER  III. 

NON-CONTINUOUS  TRUSSES  WITH  CHORDS  NOT  PARALLEL. 
Art.  17^-a«iena  Methods. 

The  determination  of  stresses  in  trusses  with  chords  that 
are  not  parallel  can  usually  be  accomplished  more  con- 
veniently by  either  a  combination  of  the  method  of  moments 
with  the  graphical  method,  or  the  graphical  method  alone, 
than  in  any  other  manner. 

So  long  as  three  members,  at  most,  are  cut  by  any  surface 
whatever,  dividing  a  truss  into  two  parts,  the  problem  of  the 
determination  of  the  stresses  in  these  members  is  determin- 
ate ;  for  in  such  a  case  the  problem  is  really  one  of  the  equi- 
librium .of  any  system  of  three  forces  parallel  to  a  given 
plane,  for  the  solution  of  which,  as  is  well  known,  there  are 
three  equations  of  condition. 

The  matter,  however,  requires  a  little  attention  here,  in 
order  that  the  particular  kind  of  stress  (tension  or  com- 
pression) developed  in 

any  bar  may  be  known                                            f^ 
from   the   stress   dia-                                           «' 
gram.  /^        ' -^    ._^__ -^ 

Let  Fig.  I  represent  /    \    '  ^ 

a  portion  of  any  truss      \    y  /       \i'  / 

divided  into  two  parts         N^  /  ^'  \f '  ^ 

by  the  plane  (it  might       f/X    /  !    \     / 

be  any  other  surface)       4 — \l /^__    \/  j> 

AB\  let  F,  G,  and  H        '  /  -~f"^^ 

be  the  points  of  inter.  y 

section  of  this  plane  P,q  j^ 

and  the  three  mem- 
bers CK,  CD,  and  ED\  and  let  2/^  be  the  resultant  of  all  the 
external  forces  acting  on  that  portion  of  the  truss  lying  on 

75 
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the  left  oiAB.  The  external  forces  are  known,  and  the  stresses 
Cy  t\  and  /,  in  CAT,  CD,  and  ED  respectively,  are  required. 

Now,  any  one  of  those  stresses  may  be  determined  by  the 
method  of  moments,  if  the  origin  of  moments  be  properly 

located.    If  the  origin  be  taken  at  the 
point  of  intersection  of  tlie  lines  of  ac- 
tion of  any  two  of  the  stresses^  the 
moments  of  those  stresses  will  be  zero. 
SP  \^/'  Hence,  as  a  general   principle,  in 

order  to  determine  any  one  of  those 

unknown  stresses  by  the  method  of  mo- 

mentSy  the  origin  of  moments  is  to  be 
taken  at  the  intersection  of  the  lines  of 
action  of  the  other  two ;  the  moment  of  the  third  unknown 
stress  can  then  be  placed  equal  to  the  resultant  moment  of 
the  external  forces,  giving  one  equation  with  one  unknown 
quantity. 

Suppose  in  Fig.  i  that  the  stress  in  CK  is  to  be  fbund  by 
moments.  D  is  the  point  of  intersection  of  CD  and  ED,  and 
consequently  is  the  origin  of  moments.  The  lever  arm  of 
that  stress  is  of  course  the  normal  distance  from  D  to  CK, 
The  kind  of  stress  in  CK  can  always  be  determined  by  the 
known  direction  of  the  resultant  external  moment.  If  the 
effect  of  the  moment  is  to  shorten  the  piece  in  question,  the 
resulting  stress  will  be  compression,  while  tension  will  exist  if 
the  effect  is  to  lengthen  the  piece. 

If  any  one  of  the  three  stresses  is  known,  either  of  the 
others  may  be  found  by  moments,  by  taking  the  origin  of 
moments  anywhere  on  the  line  of  action  of  the  third  force. 
This  method  is  illustrated  on  page  255. 

In  Fig.  I  it  will  be  assumed  that  the  effect  of  the  moment 
of  the  external  forces  on  the  left  of  AB  is  a  tendency  to  turn 
that  portion  of  the  truss  in  the  direction  of  the  curved  arrow, 
and  consequently  to  shorten  CAT,  thus  producing  compression 
in  that  member.  Let  c  represent  that  compression,  then,  so 
far  as  the  portion  of  the  truss  on  the  left  of  AB  is  concerned, 
it  is  equivalent  to  an  external  force  acting  from  F  toward  C^ 
as  shown  in  the  figure  by  the  arrow  c. 
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Now,  it  is  known  from  rational  mechanics  that  if  the  sides 
of  a  closed  polygon  represent  a  system  of  forces  in  equilib- 
rium, the  lines  representing  the  forces  must  be  laid  off  in  the 
same  direction  around  the  polygon,  in  order  that  the  true 
direction  of  those  forces  may  be  represented.  If,  for  instance, 
the  lines  of  the  polygon  in  Fig.  2  represent  a  system  of  forces 
in  equilibrium,  the  forces  must  act  in  the  direction  shown 
by  the  arrow-heads :  all  in  the  same  direction  around  the 
polygon. 

The  portion  of  the  truss  on  the  left  of  ABy  Fig.  i,  is  held 
in  equilibrium  by  the  external  forces  acting  upon  it,  and  the 
three  stresses  acting  at  F,  G,  and  H.  The  amount  and  direc- 
tion of  the  stress  acting  at  F  have  already  been  found ;  they 
are  represented  by  c. 

In  Fig.  2  let  2P  represent  the  resultant  external  force  act- 
ing on  the  left  of  AB^  both  in  amount  and  direction,  as  shown 
by  the  arrow-head ;  then  draw  c  parallel  to  CK,  representing 
in  amount  and  direction  of  arrow-head  the  compression  in 
CK;  finally,  complete  the  quadrilateral  by  drawing  /  and  /' 
parallel  to  ED  and  CD  respectively.  The  directions  of  c  and 
2P  are  fixed  already,  hence  /  and  /'  must  have  the  directions 
indicated  by  the  arrow-heads  in  those  lines.  The  directions 
and  magnitudes  of  the  forces  /  and  /'  are  thus  known,  and  H 
and  G  are  their  points  of  application.  Finally,  consider  /  and 
/'  attached  to  their  points  of  application,  as  indicated  in  Fig, 
I ;  their  tendencies  will  be  to  lengthen  EH  and  CG  respect- 
ively, hence  ED  and  CD  will  both  be  in  tension. 

The  general  method,  then,  of  determining  the  kind  of  stress 
existing  in  any  member,  is  to  apply  to  the  point  of  division  of 
that  member  the  force  represented  in  magnitude  and  direction  by 
the  proper  side  of  the  equilibrium  polygon^  and  observe  whether 
the  effect  is  to  shorten  or  lengthen  the  member  in  question  :  in 
the  first  case,  the  stress  will  be  compression  ;  in  the  second,  ten- 
sion. 

This  method  is  perfectly  general,  and  may  always  be  used. 

The  origin  of  moments  for  the  stress  in  CD  would  be  the 
intersection  of  CK  and  ED  produced,  and  C  would  be  the 
origin  for  the  stress  in  ED. 
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So  far  as  the  method  is  concerned,  it  is  a  matter  of  indif- 
ference which  one  of  the  three  stresses  is  first  found  by  mo- 
ments ;  it  is  simply  advisable  to  take  that  one  which  can  be 
found  most  conveniently. 

In  all  trusses  with  vertical  loading,  2P  is  the  algebraic  sum 
of  the  external  forces  acting  on  the  portion  of  the  truss  in 
question,  or  the  "  shearing  stress'* 


Art.  18.— Our^ed  Upper  Chord— Two  SyBtems  of  Vertloal  and  Z)iagoiud 

•-     "U    '    >  .  Bracing. 

The  preceding  principles  will  be  first  applied  to  the  truss 
shown  in  Fig.  2,  PL  III.  That  truss  is  taken  first,  rather  than 
a  simpler  one,  because  the  application  of  the  method  is  there 
perfectly  general,  including  all  cases  possible. 

The  truss  taken  is  composed  of  two  systems  of  triangulation, 
and  it  is  of  the  greatest  importance  to  notice  that  the  systems 
cannot  be  treated  separately^  since  the  upper  chord  is  curved, 
and  the  loads  supported  by  one  system  induce  stresses  in  the 
other.  As  an  extension  of  this  part  of  the  matter,  it  is  equally 
true  that  with  any  number  of  systems  of  triangulation,  of 
whatever  kind,  any  load  on  one  system  will  induce  stresses  in 
all  the  others.  The  result  of  this  is,  that  with  a  curved  chord 
and  more  than  one  system  of  triangulation  there  is  always 
ambiguity  in  the  determination  of  stresses,  because  more  than 
three  members  will  be  severed  however  the  truss  may  be 
divided.  Certain  assumptions,  however,  may  be  made  which 
involve  no  danger,  and  which  give  a  determinate  character  to 
the  stresses  desired. 

The  assumption  in  general  terms  is  this — /.  ^.,  that  at  the 
point  for  which  '^P  is  zero  the  total  load  is  divided,  and  each 
of  its  portions  travels  to  the  nearest  abutment  by  the  most 
direct  path.  This  is  a  legitimate  analysis,  so  far  as  simple 
equilibrium  is  concerned,  but  it  is  by  no  means  certain  that 
the  stresses  determined  are  those  which  actually  exist  in  the 
truss. 

In  Fig.  2  of  PI.  III.,  if  a  uniform  load  covers  the  entire 
truss  it  will  be  assumed  that  the  counters  18',  18,  19,  20,  and 
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22,  and  the  corresponding  ones  on  the  other  side  of  the 
centre,  are  not  needed,  and  consequently  not  subjected  to 
stress. 

Again,  suppose  the  left  half  of  the  truss  to  be  loaded  with 
the  moving  load,  in  addition  to  the  fixed  load  over  the  entire 
bridge,  and  suppose  "ZP  =  o  for  the  panel  point  at  the  foot 
of  diagonal  lo;  then  it  would  be  assumed  that  all  the  verti- 
cals are  necessary,  but  only  the  diagonals  19,  20,  22,  24,  26, 
28,  30,  32,  34,  36,  and  37  in  one  part  of  the  truss,  and  10,  8, 
6,  3,  and  2  in  the  other  part. 

These  assumptions  involve  no  danger,  because  the  stresses 
deduced  by  one  legitimate  method  of  analysis  at  least  are 
provided  for.  Nevertheless  there  is  some  ambiguity,  and 
when  that  exists  there  cannot  be  economy  of  material. 

The  greatest  stresses  to  be  determined  in  the  case  treated 
will  be  found  in  accordance  with  the  preceding  principles. 

The  moving  load  will  consist  of  a  train  headed  by  four 
excesses  ^,  and  will  be  supposed  brought  on  from  left  to 
right,  first  touching  the  truss  at  R, 

The  following  are  the  data : 

Length  of  span       =  200  ft.  Height  at  centre  =    35  ft. 

Length  of  panel     =  12.5  "    Height  at  ends  =    15  " 

Number  of  panels  =  16  Radius  of  upper  chord  =  260  " 

W  (upper)  =  SCO  lbs.  per  foot  =  3.125  tons  )  ^  , 

fF'(lower)=8oo    "      "      "    =5.000    "     ^  •  •  •  •  ^  ixed  load. 
w  =  13.00  tons.  «/'  =  17.00  tons. 

e=iw'  —  w^  4.00  tons. 

The  truss  is  supposed  to  be  designed  for  a  single-track 
through  railroad  bridge. 

The  stresses  due  to  the  fixed  and  moving  loads  will  be 
found  separately,  and  those  due  to  the  fixed  load  will  be  found 
first. 

For  any  given  condition  of  loading,  the  reactions  at  the 
two  ends  R  and  R'  will  be  denoted  by  these  letters  simply. 

As  the  notation  indicates,  a  part  of  the  fixed  load  is  assigned 
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to  the  upper  chord,  according  to  the  principles  already  set 
forth. 

For  the  fixed  load  only,  /?  =  ^'  =  60.9375  tons  =  7.5 
(fF+  W).  It  was  shown  above  that  the  verticals  and  main 
diagonals  are  the  only  web  members  which  will  be  assumed 
to  be  stressed  by  the  fixed  load. 

Fig.  I,  PI.  IV.,  is  the  only  diagram  necessary  for  the  deter- 
mination  of  all  the  fixed-load  stresses  in  the  truss. 

The  truss  may  be  divided  through  the  members  A,  16,  and 
k  without  severing  more  than  three  members;  hence  the 
stresses  in  those  thrfje  are  determinate. 

The  stress  in  h  is  the  most  convenient  one  to  find  by  the 
method  of  moments,  hence  the  middle  panel  point  of  the 
lower  chord  at  the  intersection  of  k  and  16  will  be  the  origin 
of  moments.  The  lever-arm  of  the  stress  in  h  is  found  by 
careful  measurements  (it  might  be  found  by  calculation)  on  a 
large  drawing  to  be  34.95  feet.     Taking  moments,  therefore : 

(7.5(fr+  W)  X  ioo-7(W^-f  W)  X  50) -7- 34.95  =  93. 1  tons  = 

stress  in  h. 

Hereafter,  for  the  sake  of  brevity,  the  stress  in  any  member 
will  be  represented  according  to  the  notation  of  Art.  13. 

Now  let  a  dividing  plane  cut  the  truss  in  A,  16,  and  k ;  that 
portion  on  the  left  of  it  will  be  held  in  equilibrium  by  the 
external  forces  :^P  =  7.5  ( fF  +  fT')  -  7  (  fT  +  »^')  =  4.0625 
tons  and  the  stresses  (A),  (16),  and  (A);  their  directions  being 
determined  according  to  the  preceding  principles. 

In  Fig.  I,  therefore,  of  PL  IV.,  make  LMy  acting  upward, 
equal  to  4.0625  tons,  and  A,  acting  toward  M^  equal  to  93.1 
tons;  then  draw  k  and  16  parallel  to  the  members  indicated 
by  these  letters ;  the  directions  of  action  of  the  stresses  are 
indicated  by  the  arrow-heads,  being  the  same  around  the 
quadrilateral  in  question.  Stresses  (16)  and  {k)  are  therefore 
tension. 

The  actual  stresses  were  determined  with  a  scale  of  ten 
tons  to  the  inch ;  but  Fig.  I  of  PI.  IV.  is  drawn  to  a  scale  of 
twenty  tons  to  the  inch. 

The  next  plane  of  division  cuts^,  16,  15,  and  A,  but  (A)  and 
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(i6)  are  known,  hence  (15)  and  {k)  may  be  determined.  For 
this  plane,  :SP=  7.5  (fr+  W) -- 7  JV' ^6JV=ilV'  +  JfF= 
7.1875  tons.  Lay  off  from  L  downward  a  distance  (not  let- 
tered) equal  to  7.1875,  and  from  the  lower  extremity  of  16 
draw  ^  parallel  to  that  panel  of  the  upper  chord  until  it  inter- 
sects LM  in  O.  As  shown,  (g)  will  act  toward  O,  and  the 
difference  between  LO  and  7.1875  will  be  stress  (15);  it  will 
act  up,  and  consequently  will  represent  tension ;  its  value  is 
1.9  tons,    g,  of  course,  represents  compression. 

The  third  plane  of  division  cuts  g;  16,  14,  and  /.  2P  = 
i(W+  W)  =  12.1875  tons.  Hence  make  OK  equal  to 
12, 1 875,  and  draw  14  and  /  parallel  to  those  members  ;  their 
directions  are  indicated  by  the  arrow-heads. 

The  completion  of  the  diagram  is  simply  a  repetition  of 
these  operations ;  it  is  only  necessary  to  use  care  in  giving 
the  stresses  their  proper  directions.  The  stresses  in  the 
verticals  will  be  found  in  the  vertical  line  A  T\  the  shearing 
stresses  ^P  are  also  laid  off  on  that  line,  acting  upward. 

The  following  are  the  results  of  the  complete  operation, 
4-  denoting  tension,  and  —  compression : 


(K)  —  —  93.1  tons. 

(16)  =  +    2.6  tons, 

(k)  =  +  91.5     " 

(17)  =  +    1.0    " 

(^)  =  -  93.25  " 

(15)=+    1.9    " 

(/)  =  +  89.2    " 

(14)=+    4.0    " 

(/)=-92.I      " 

(13)  =  -    1.5     " 

(m)  =  +  83.7     " 

(12)  =  +    8.5     " 

{€)    =-904    " 

(II)  =  -    1.4    « 

(«)  =  +  78.0    " 

(10)  =  +    8.6    " 

id)  =  -  85.8    " 

(9)  =  -    6.3    " 

\o)   =  +  66.0    " 

(8)  =  +  16.5     " 

{c)   =-80.5     " 

(7)  =  -    8.3    « 

(/)  =  +  49-7    " 

(6)  =  +  21.0    " 

iP)  =  -  69.6    " 

(5)  =  -13.1    " 

(y)  =  +  20.0    " 

(4)  =  -20.2    « 

{a)  =  -  52.7     " 

(3)  =  +  34-8    " 

(r)  =0 

(2)  =  +  31.8    « 

(i)  =  -  60.9375  - 

-  3,125  =  -  64.0625  " 
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If  the  diagram  has  been  properly  constructed,  the  sum  of 
the  vertical  components  of  (2),  (3),  and  {a)  will  be  7.5  (W^  + 
W)  =  60.9375  tons.  In  this  case  it  came  60.25  tons,  which 
is  sufficiently  near  to  prove  the  accuracy  of  the  work.  Con- 
stant checks  may  also  be  applied  in  the  course  of  the  work, 
for  the  vertical  component  of  the  stress  in  any  diagonal  must 
be  equal  to  the  algebraic  sum  of  the  stress  in  the  vertical 
which  meets  it  at  its  foot  and  the  weight  which  hangs  from 
the  same  point. 

With  the  exception  of  a  few  web  members  near  the  centre 
of  the  truss,  the  greatest  web  stresses  will  exist  at  the  head  of 
the  train  when  it  covers  the  larger  segment  of  the  span,  pre- 
cisely as  in  trusses  with  parallel  chords.  A  number  of  the 
web  stresses,  however,  which  exist  near  the  head  of  the  train, 
for  each  of  its  positions,  will  be  given  for  the  main  diagonals, 
since  they  appear  in  the  stress  diagram  and  may  readily  be 
scaled  from  it. 

Bringing  the  moving  load  on  from  R,  panel  by  panel,  it  is 
found  by  trial  that  18'  is  the  first  counter  needed,  the  head  of 
the  train  being  at  its  foot.  For  this  position  of  the  moving 
load  R  =  6.375  tons,  hence  the  point  for  which  2P=  o  is  at 
the  head  of  the  train.  It  is  then  assumed  that  only  the  diago- 
nals 6,  3,  and  2  on  one  side,  and  18',  18,  19,  20,  22,  24,  26,  28, 
30,  32,  34,  36,  and  37  on  the  other  are  needed.  The  truss 
may  then  be  divided  by  a  plane  cutting  the  three  members  d^ 
6,  and  /  only,  and  any  one  of  these  may  be  found  by  the 
method  of  moments,  but  it  is  convenient  to  take  d.  The 
lever-arm  of  d  is  found  to  be,  by  a  large  scale,  26.7  feet. 
Hence, 

{d)  =  (R  X  162.5)  -^  26.7  =  ~  38.8  tons, 

A  single  four-sided  stress  polygon  then  gives : 

(18)  =  +  19.00  tons. 

The  head  of  the  train  next  rests  at  the  foot  of  18.  The 
diagonals  on  the  right  of  the  head  of  the  train  which  slope 
similarly  to  18,  and  those  on  the  left  of  it  which  slope  simi- 
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larly  to  8,  are  needed  ;  the  others  are  not.    R  =  10.63,  hence 
2P=  o  at  the  head  of  the  train. 

Hereafter  the  lever-arm  of  any  upper  chord  panel  will  be 
denoted  by  /,  with  the  proper  subscript.  In  the  present  case 
/^  =  29.7  feet ;  hence, 

{e)  =  R'  X  150  -f.  29.7  =  -  53.7  tons, 

and  a  single  diagram  gives 

(18)  =  +24.8  tons. 

In  order  to  save  constant  repetition,  it  may  be  stated  as  a 
general  rule  that  for  every  position  of  the  train  all  the  verti- 
cal web  members  are  needed,  but  only  those  inclined  braces 
which  slope  upward  and  away  from  that  panel  point  for  which 
2P=  o  are  considered  necessary. 

With  the  head  of  the  train  at  the  foot  of  19,  ^  =  15.68 
tons,  lf=  32.10  feet ;  hence, 


Diagrams  give 


(/)  =  —  67,2  tons. 

(11)  =  +    4.0  tons, 
(19)  =  +  28.8    " 


Only  the  digrams  for  the  next  three  positions  of  the  mov- 
ing load  will  be  given,  for  they  will  sufficiently  illustrate  the 
rest ;  they  all  embody  exactly  the  same  operations. 

Figs-  2,  3,  and  4,  of  PI.  IV.,  are  all  drawn  to  the  same  scale 
of  20  tons  to  the  inch. 

With  the  head  of  the  train  at  the  foot  of  20,  ^R'  =  21.56 
tons,  and  /^=  32.10  feet ;  hence, 

(/)  =  (R  X  137.5  -  '^'P)  -^  32.10  =  -85.75  tons, 

since  2P  =  o  at  the  foot  of  19,  and/  is  the  panel  length. 

Divide  the  truss  through/,  19,  and  m,  then  in  Fig.  2,  PL 
IV.,  make  1  —  6  vertical,  and  /  parallel  to  that  panel  and 
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equal  to  85.75  tons ;  it  acts  toward  2  as  shown.  Make  2  —  3 
equal  to  21.56 —  «;'  =  4.56  tons,  and  then  draw  m  and  19. 
These  latter  must  act  in  the  direction  shown.  Now  suppose 
gj  19,  13,  and  m  severed.  From  the  upper  extremity  of  19 
draw  g  parallel  to  that  panel  (referring  to  Fig.  2)  until  it  in- 
tersects I  —  6  in  I ;  I  —  2,  acting  downward^  is  the  tension 
in  13. 

It  should  be  stated  that  the  shear  2  —  3  =  4.56  tons  acts 
downward^  as  shown. 

Next  make  1  —  6=  21.56  tons,  acting  down,  and  draw  / 
and  20,  acting  in  the  directions  shown  ;  finally,  draw  h  and^'. 
1  —  4,  which  acts  upward  (not  indicated),  is  the  compression 
in  15  ;  and,  in  like  manner,  4—  5  is  the  compression  in  17. 
Scaling  from  the  diagram  : 

(i  i)  =  +  5.2  tons.  (20)  =  +  16.0  tons. 

(13)  =  +  3.9    "  (IS)  =  -  10.1     " 

(17)  =  -  9.0    «  (19)  =  +  17.6    " 

With  the  head  of  the  train  at  the  foot  of  22,  R'  —  28.25 
tons,  and  ^P  =  o  at  the  foot  of  20 ;  hence  {g)  is  the  stress  to 
be  found  by  moments.    Ig  =  33.75  feet. 

{g)  =  (^'  X  125  -  w'p)  -r-  33.75  =  -  98.3  tons. 

Fig.  4,  PI.  IV.,  is  the  diagram  used  for  this  position  of  the 
load,  and  is  constructed  in  precisely  the  same  manner  as  Fig. 
2.  2  —  5  is  equal  to  R'  —  w'  =■  1 1.25  tons,  the  shear  for  ^,  /, 
and  20,  and  it  acts  downward,  i  —  7  is  the  shearing  stress, 
28.25  tons,  for  hj  k,  22,  and  20,  also  acting  down,  as  shown. 
I  —  2  is  the  stress  in  15  ;  2—3,  that  in  13  ;  1—4,  that  in  17 ; 
and  4  —  6,  that  in  23.    Below  are  the  numerical  values : 

(15)  =  +    3.8  tons.  (13)  =  4-  6.0  tons. 

(22)  =  +  16.0    "  (23)  =  -  10.8    " 

(20)  =  +  20.8    "  (17)  =  —  12.2    " 

Fig.  3  is  the  diagram  for  the  head  of  the  train  at  the  foot 
of  24,  and  is  constructed  in  precisely  the  same  manner  as 
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Figs.  I,  2,  or  4.    R*  =  3575,  and  2P=:0  for  the  foot  of  20. 
4  =  33-75  feet.     Hence, 

U)  =  {^  X  125  -  izv'p)  --  33.75  =  -  1 13.5  tons. 

(15)  =  +    4.8  tons,  (24)  =  +  25.2  tons, 

(22)  =  +  15.0    "  (23)  =  -   9-4    " 

(17)  =  -    3.2    "  (25)  =-15.7    " 

With  the  head  of  the  train  at  the  foot  of  26,  2P  =  o  for 
the  foot  of  22,  since  jR'  =  35.75  tons.    4  =  34-65  feet.    Hence, 

(A)  =  {R'  X  112.5  —  3^'/)  -^  34-65  =  —  124.7  tons. 
(22)  =  +  16.1  tons,  (26)  =  +  34.3  tons. 


(17)=+  7.0  " 

(25)=-    2.5      " 

(24)  =  + 12.5  " 

(27)  =-28.0     " 

(23)  =  -  10.2     " 

With  the  head  of  the  train  at  the  foot  of  28,  R'  =  53.1875 
tons,  and  2P  =  o  at  the  foot  of  22,    4  =  34-65  feet.     Hence, 

(A)  =  (^'x  1 12.5  —  6w'/)  -T-  34.65  =  —  136. 1  tons. 

(17)  =  4.    6.9  tons,  (25)  =  —    1.5  tons. 

(24)  =  +  12.8    "  (28)  =  +  25.1     " 

(23)  =  -    1.0    "  (27)  =  -  16.0    " 

(26)  =  4-  21.5    "  (29)  =  -  15.5    " 

With  the  head  of  the  train  at  the  foot  of  30,  R'  =  63.125 
tons,  and  2P  =  o  for  the  foot  of  24.    4'  =  34-95  feet. 

/.  (A")  =  {R'  X  100  —  6w'p)  4-  4'  =  —  144- 1  tons. 

(17)  =  +  10.0  tons.  (27)  =  —   9.3  tons, 

(23)  =  +   4-5    "  (30)  =  +  35.6    " 

(26)  =  +  15.7    "  (29)  =r  -  10.7    " 

(25)=+    1.0    «  (31)  =  -27.5    « 
(28)  =  +  20.8    " 

With  the  head  of  the  train  at  the  foot  of  32,  R*  =  73.875 
tons,  and  2P  =  o  for  the  foot  of  24.    4/  =  34.95  feet. 
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/.  {h')  =  {R'  X  lOO  X  low'p)  -J-  4'  =  —  150.6  tons. 

(27)  =  —   9.9  tons.  (32)  =  +  24.8  tons, 

(30)  =+36.0    "  (31)  =  -26.8    " 

(29)  =  -    i.o    "  (33)  =  -  16.7    " 

With  the  head  of  the  train  at  the  foot  of  34,  R'  =  85.4375 
tons,  and  2P  =  o  for  the  foot  of  24.     /*'  =  34.95  feet. 

.%  {h')  =  {R'  X  100  —  i^w'p  —  wp)  -f-  34.95  =  —  154.7  toJ^s, 
(17)  =  +    8.8  tons.  (32)  =  +  24.6  tons. 

(25)=+    8.9    "  (31)  =-17.4    " 

(23)  =  +    5.5     "  (34)  =  +  55.2     " 

(30)  =  +  26.5  "  (33)  =  -154  " 
(29)=-   0.8    «  (35)  =  -.46.8    " 

With  the  head  of  the  train  at  the  foot  of  36,  R'  =  97.8125 
tons,  and  2P=  o  for  the  foot  of  24.    4/  =  34.95  feet.    Hence, 

{A')  =  {R'  X  100  —  iSw'p  —  3«^)  -T-  34.95  =  —  156.5  tons. 

(17)  =  +  1 1.0  tons.  (32)  =  +  12.0  tons. 

(24)  =  -  2.0  "  (31)  =  -  20.3  " 
(23)  =  +  4-5  "  (34)  =  +  60.0  " 
(25)=  +  12.0  "  (33)=  -  2.8  " 
(27)  =  -  5.0  «  (36)  =  +  40.0  " 
(30)  =+29.8  "  (35)=-So.8  " 
(29)=+    8.4  " 

With  the  head  of  the  train  at  the  foot  of  37,  R'  =  11 1.00 
tons,  and  2P=  o  for  the  foot  of  24.     /*'  =  34-95.     Hence, 

{A')  =  (R'  X  100  —  22w'p  —  (ywp)  H-  34.95  =  —  156.00  tons. 


(17)  =  +  10.9  tons. 

(32)  =  +    10.5  tons 

(24)  =  —    2.2    " 

(31)=-    16.7    " 

(23)  =  +    4-4    " 

(34)=+    54.2    " 

(25)=  +  1 1.9    " 

(36)  =  +    37-0    " 

(28)  =  +    1. 5    " 

(35)=-    43-S     " 

(27)  =  -    5.5    " 

(37)=+    78.0    " 

(30)  =  +  26.0    " 

(38)=-in.o    " 

(29)=+    8.7    « 
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The  chord  stresses  with  this  loading  are : 


(a)   =  —  87.7  tons. 

(k)  =  +  157.6 

(^')  =  -  1 3 1. 2  " 

(0  =  +  150.5 

(O  =  -  I37-0  " 

(m')  =  +  149-7 

(rf')  =  - 153-5  ". 

(«')  =  +  132.0 

(^')  =  -  152.6  « 

(o')   =  +  124.5 

(/■)=- 158.7  " 

(/)  =  +  81.8 

U')  =  -  156.6  " 

iff)  =  +    50.0 

(h')   =  -  156.0  « 

(r)  =0 

The  same  checks  apply  as  with  the  fixed  load.  The  great- 
est  stresses  are  found  by  combining  the  fixed  and  moving 
load  stresses.  The  greatest  chord  stresses  are  thus  found  to 
be  the  following : 

{a')  =  —  140.4  tons.  (r')  =  o 

(^')    z=  -  200.8     "  Iq')  =  +    70.0  tons, 

(c)    =-217.5     "  (/)  =  +  131.5     " 

(rf')  =  -  239-3     "  (^0   =  +  190-5     " 

(e)    =  —  243.0     "  (n)  =  +  210.0     " 

(/O  =  -  250.8     "  (pi)  =  +  233.4     " 

Ul  =  -  249.85  "  (/')   =  4-  239.7     " 

(//)    =  -  249.1     "  (Jk)   =  +  249.1     " 

In  the  case  of  the  web  stresses  the  combination  is  effected 
by  taking  the  algebraic  sum.  It  will  be  seen  that  a  number 
of  the  braces  near  the  centre  need  counterbracing,  /.  e.,  acting 
consistently  with  the  assumptions  that  were  made.  It  is 
uncertain  to  what  extent  the  existence  of  the  counters  renders 
this  counterbracing  unnecessary;  their  influence  is  therefore 
neglected. 

It  is  to  be  borne  in  mind  that  the  greatest  result  of  a  given 
sign  is  to  be  selected  from  all  the  preceding  moving-load 
stresses,  and  added,  algebraically,  to  the  stress  in  the  same 
member  caused  by  the  fixed  load. 
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(I8')=  + 
(18)  =  + 

19.0  tons. 
24.8  « 

07)  =  K 

1 1.2 
12,0 

tons. 

(19)  =  + 
(20)=  + 

28.8 
20.8 

« 

(23)  =  ); 

8.9 

7-4 

(22)  =  + 
(24)  =  + 

16. 1 
27.8 

u 

(25)  =  {  ~ 

17.2 
10.5 

(26)  =  + 

38.3 

« 

(27)=  - 

29.4 

(28)=  + 
(30)  =  + 

33-6 
44.6 

tt 

(29)  =  { ; 

21.8 
2.4 

(32)  =  + 

41-3 

« 

(31)=  - 

35.8 

(34)  =  + 

81.0 

u 

(33)=  - 

29.8 

(36)  =  + 

74.8 

•< 

(35)=  - 

71.0 

(37)  =  + 

109.8 

« 

(38)=  - 

175.0625  tons. 

In  actual  practice  it  perhaps  would  hardly  be  worth  while 
to  counterbrace  the  web  member  29. 

These  results,  then,  are  the  greatest  values  of  the  stresses 
to  which  the  different  members  of  the  truss  are  subjected. 


Art  19. — Oe&enl  OonaidentioiiB. 

It  is  clear  that  in  the  graphical  treatment  of  such  a  problem 
the  stress  diagrams  should  be  as  large  as  possible.  The  scale 
used  for  all  the  results  obtained  in  Art.  18  was  ten  tons  to 
the  inch,  and  it  is  not  usually  best  to  use  more  tons  to  the 
inch  than  that. 

Another  method,  but  a  far  more  tedious  one,  of  applying 
precisely  the  same  general  principles  is  to  determine  the 
stresses  produced  in  every  member  of  the  truss  by  each  indi- 
vidual  panel  load,  and  then  combine  the  results.  The  steps 
of  the  different  operations  in  such  a  case  are  precisely  the 
same  as  those  gone  through  above. 

Although  the  truss  taken  consists  of  but  two  systems  of 
triangulation,  precisely  the  same  method  is  applicable  to  any 
number  of  any  kind  of  systems,  or  to  the  ordinary  "bow- 
string "  truss  of  one  system. 

In  the  latter  case  there  is  no  ambiguity  unless  counter- 
braces  are  used. 
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It  is  to  be  particularly  noticed,  also,  that  the  method  is  per- 
fectly independent  of  the  character  of  the  curve  of  the  upper 
chord ;  it  may  equally  well  be  applied  to  trusses  with  both 
chords  curved,  or  to  trusses  with  parallel  chords ;  in  fact,  it  is 
perfectly  general,  though  usually  not  desirable. 

Art.  20.— Poflitlon   of  Bloving  Load  for  Greatest  Stress  In  any  Web 

BCember. 

The  position  of  the  moving  vertical  load  which  will  give 
the  greatest  stress  of  either  kind  to  any  web  member  in  a 
truss  of  one  system  of  triangulation,  having  one  or  both 
chords  inclined  either  uniformly  or  irregularly,  may  easily  be 
assigned.    Let  the  figure  represent  any  such  truss  whatever ; 


A  .... 

Fig. 

A  and  D  being  the  ends  of  the  span,  or  points  of  support. 
Let  the  truss  be  divided  by  HK^  taken  anywhere  between 
EB  and  FCy  and  let  the  web  member  EF  be  considered. 

Although  the  figure  does  not  show  such  a  condition,  let 
EC  and  BF  be  supposed  to  intersect  between  HK  and  /?,  and 
let  that  point  be  taken  as  the  origin  of  moments  for  the  de- 
termination of  the  stress  in  EF.  Then  suppose  any  weight 
to  rest  between  HK  and  D.  The  only  force  then  acting  on 
that  portion  of  the  truss  between  A  and  HK  will  be  the  cor- 
responding reaction  at  A.  The  effect  of  that  reaction  is 
equivalent  to  a  right-hand  ( /^)  couple,  in  reference  to  the 
intersection  of  EC  and  BF^  and  the  left-hand  couple  required 
to  balance  it  must  be  supplied  by  the  stress  in  EF\  conse- 
quently that  stress  must  be  tension.  All  loads  on  the  right 
of  HK^  therefore,  produce  tension  in  EF. 

Now,  let  a  load  be  placed  between  A  and  HK^  EC  and  BF 
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intersecting  as  before.  The  moment  of  the  reaction  at  -4,  in 
reference  to  that  point  of  intersection,  will  be  greater  than 
the  moment  of  the  load  in  reference  to  the  same  point,  be- 
cause the  moments  of  these  two  forces  about  D  are  equal, 
and  the  moments  in  question  are  those  moments  diminished 
by  the  products  of  the  respective  forces  into  the  horizontal 
distance  from  D  to  the  intersection  of  EC  and  BFy  while,  of 
course,  the  reaction  at  A  is  less  than  the  load  itself.  The  re- 
sultant action,  therefore,  about  the  origin  of  moments  is  still 
equivalent  to  a  right-hand  couple,  and  the  stress  at  EF^VX 
still  be  tension.  Under  the  conditions  assumed,  then,  every 
load  on  the  truss  will  produce  tension  in  EF, 

The  following  general  principle  may  now  be  stated  : 

In  any  panel  of  a  truss ^  if  the  intersection  of  the  chord  sec-- 
tions  is  found  between  vertical  lines  passing  through  the  points 
of  support  and  above  the  brace  located  in  that  panels  then  that 
brace  will  be  subjected  to  tension  only,  and  will  receive  its  greats 
est  stress  when  the  whole  truss  is  loaded;  the  point  of  intersec- 
tion being  considered  "  above  "  the  brace  when  it  is  above 
that  point  of  EF^  or  EF  prolonged,  lying  in  the  same  vertical 
line  with  it. 

As  a  limiting  case,  if  EC  and  BF  intersect  in  a  vertical  line 
passing  through  /?,  all  loads  on  the  left  of  HK  produce  no 
stress  in  EF. 

In  the  next  place,  suppose  the  intersection  of  EC  and  BF 
to  lie  between  HK  and  A^  and  let  that  point  be  taken  as  the 
origin  of  moments,  as  before.  Precisely  the  same  reasoning 
used  above,  which  it  is  not  necessary  to  repeat,  shows  that 
the  resultant  effect  of  every  load  on  the  truss,  in  reference  to 
the  origin  of  moments,  is  again  equivalent  to  a  right-hand 
couple,  which  must  be  balanced  by  a  left-hand  one  furnished 
by  the  stress  in  EF\  consequently  that  stress  must  be  com- 
pression. 

The  following  general  principle,  for  this  case,  may  then  be 
stated : 

In  any  panel  of  a  truss ^  if  the  intersection  of  the  chord  sections 
is  found  between  vertical  lines  passing  through  the  points  of  sup^ 
port  and  below  the  brace  located  in  that  panels  then  that  brace 
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will  be  subjected  to  compression  only,  and  will  receive  its  greatest 
stress  when  the  whole  truss  is  loaded;  the  point  of  intersection 
being  considered  ^' below''  the  brace  when  it  is  below  that 
point  of  EF,  or  EF  prolonged,  lying  in  the  same  vertical  line 
with  it. 

If  EC  and  BF  intersect  in  a  vertical  line  through  A,  all 
weights  between  HK  and  D  will  produce  no  stress  in  EF. 

As  a  third  case,  let  the  intersection  of  EC  and  BF  be  found 
to  the  right  of  a  vertical  line  through  D.  The  effect  of  the 
reaction  at  A^  due  to  any  load  between  HK  and  D,  will,  as 
before,  be  equivalent  to  a  right-hand  couple  about  the  point 
of  intersection,  which  couple  will  cause  tension  in  EF.  If  a 
load,  however,  be  placed  between  HK  and  A,  the  result  is 
different,  for  the  moment  of  the  reaction  is  then  less  than  the 
moment  of  the  weight  about  the  point  of  intersection,  since 
their  moments  are  equal  about  D.  The  resultant  action  of 
all  loads  between  HK  and  -4  is,  then,  equivalent  to  a  left- 
hand  couple,  causing  compression  in  EF. 

Since  the  loads  on  one  side  of  HK  produce  tension  in  EF, 
while  those  on  the  other  produce  compression,  the  problem  re- 
solves itself  into  finding  that  position  of  the  moving  load  which 
will  make  the  algebraic  sum  of  the  two  stresses  a  maximum. 

Now  the  general  conditions  of  this  case  are  in  no  wise 
affected  by  the  location  of  the  point  of  intersection  of  the 
chord  sections,  and  if  that  point  is  located  at  an  infinite  dis- 
tance, the  simple  case  of  parallel  chords  at  once  results.  It 
follows,  then,  that  if  EC  and  BF  intersect  on  the  right  of  D, 
the  conditions  of  maximum  stress  are  precisely  the  same  as 
for  parallel  chords. 

The  general  principles  for  the  two  remaining  cases  may 
now  be  stated  together  as  follows : 

In  any  panel  of  a  truss  ^  if  the  intersections  of  the  chord  sections 
is  foufid  without  the  vertical  lines  passing  through  the  points  of 
support,  and  either  above  or  below  the  brace  located  in  the  panel, 
then  that  brace  will  receive  its  greatest  tension  or  compression,  re- 
spectively, under  the  same  condition  of  loading  as  for  trusses  with 
parallel  chords.  Those  conditions  are  completely  given  in  Art.  7. 

These  four  cases  cover  all  that  exist,  and  the  last  two  cases 


Digitized  by  VjOOQIC 


^  NON-CONTINUOUS   TRUSSES  IN  GENERAL, 

include  all  the  trusses  which  are  ordinarily  found  in  the  prac- 
tice of  the  engineer. 

The  conditions  of  loading  in  the  last  two  cases  are  exactly 
the  same  as  those  which  hold  with  parallel  chords. 

If  a  web  member  is  vertical,  the  position  "  above^'  or  "  below,'* 
of  the  point  of  intersection  becomes  indeterminate,  which 
shows  that  the  same  loading  may  cause  tension  or  com- 
pression, according  as  the  adjacent  web  member  cuts  its  one 
extremity  or  the  other. 

There  is  no  indetermination  in  regard  to  the  stresses,  how- 
ever, in  any  given  truss ;  the  conditions  are  simply  limiting 
ones  of  those  already  given.  Following  the  order  taken 
above : 

If  the  adjacent  brace  cutting  the  upper  extremity  of  the 
vertical  and  the  point  of  intersection  of  the  chord  sectiofis  are 
on  opposite  sides  of  that  vertical  brace,  all  loads  on  the  truss 
subject  it  (the  vertical  brace)  to  tension;  if  they  are  on  the 
same  side,  all  loads  subject  it  {the  vertical  brace)  to  compression. 

For  the  two  cases  in  which  the  point  of  intersection  of  the 
chord  sections  lies  without  the  verticals  passing  through  the 
points  of  support : 

If  the  brace  cutting  the  upper  extremity  of  the  vertical  and 
the  point  of  intersection  are  on .  opposite  sides  of  the  vertical 
brace,  all  loads  on  t/ie  segment  of  the  truss  adjacent  to  the 
point  of  intersection  subject  it  {the  vertical  brace)  to  tension, 
while  all  loads  on  the  other  segment  subject  it  to  compression. 

If  the  brace  cutting  the  upper  extremity  of  the  vertical  and 
the  point  of  intersection  are  on  the  same  side  of  the  vertical 
brace,  all  loads  on  the  segment  of  the  truss  adjacent  to  the  point 
of  intersection  subject  it  {the  vertical  brace)  to  compression, 
while  all  loads  on  the  other  segment  subject  it  to  tension. 

Art.  21. — Positioii  of  MovingALoad  for  Oreatest  Stresses  in  Chords. 

Since  every  load  tends  to  produce  the  same  kind  of  stress 
in  any  given  panel,  it  is  clear  that  for  the  greatest  stress  in 
that  panel  the  load  must  cover  the  whole  truss,  as  in^  the 
case  of  parallel  chords. 
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Art.  2X — ^Horizontal  Component  of  Qreatest  Stress  in  any  Web  Member 
— Constant  Value  of  the  Same  for  Vertical  and  Edagonal  Braping 
with  Parabolic  Chord. 

Of  more  interest,  perhaps,  than  real  value  to  the  engineer, 
is  the  expression  for  the  horizontal  component  of  the  greatest 
stress  in  any  web  member,  though  it  may  very  easily  be 
written.     It  may  be  useful  at  times  as  a  numerical  check. 


Fig.  — . 

Let  the  figure  represent  a  truss  of  one  system  of  triangula- 
tion,  subjected  to  the  action  of  vertical  loads  passing  along 
the  lower  chord  AB.  It  is  desired  to  find  the  horizontal 
component  of  the  greatest  tensile  stress  in  Gil,  Let  If  A  and 
^  be  verticals  passing  through  If  and  G. 

The  following  notation  will  be  used : 

/     =  panel  length  (uniform)  in  AB. 

n     =  number  of  any  panel  from  B ;  for  PQ^  n  has  the  value 

2,  and  4  for  OH. 
rp    =Jl^g. 
d     =Gg. 
d'    ^Hh. 

N   =  number  of  panels  in  AB. 
I      ^AB^Np. 
w    =  moving  panel  load. 
R    =  reaction  at  j5. 
«i/  =  BM. 

For  the  greatest  tension  in  GH  the  moving  load  must 
extend  from  B  to  H. 
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# 

The  distance  of  the  centre  of  such  a  load  from  B  is  -^. 

2 

Hence, 

Now  let  moments  be  taken  about  G. 
Hence, 

{MH)  =  (R(n,  -  r)p  _(„,_  i)  «/{(«,-  r)/  -  -^  [)-  rf 

Or,  (^^)  =  -g-'^^-(y^)>>J«,(«,-i)    .     (I). 

In  order  to  obtain  the  horizontal  component  of  the  stress 
in  GFy  due  to  the  assumed  load,  it  is  only  necessary  to  take 
moments  about  H  in  precisely  the  same  manner.  The  ex- 
pression, however,  can  be  derived  immediately  from  Eq  (i) 
by  putting  r  =  i,  and  writing  d*  for  d, 

:.  Hor.  Com.  (G^i^)  =  ^I£lli^LILiM „.(«,-,)  .   (2). 

The  horizontal  component  of  the  greatest  tensile  stress  in 
GH  is  the  difference  between  the  second  members  of  Eqs.  (i) 
and  (2) ;  let  it  be  called  //i. 

...  ^.=  ^  {^-(y  ')/-^-  <y  ^^>^|«,K-.).(3). 

If  or  is  the  angle  of  inclination  of  GH  to  a  horizontal  line, 
then : 

{GH)=^H^seca (4). 

Eqs.  (3)  and  (4)  apply  to  all  tensile  web  stresses.  For  com- 
pressive web  stresses  as  typified  by  {GM)  there  would  be 
found  the  Hon  Comp.  (GK),  instead  of  Hon  Comp.  {GF)^ 
by  taking  moments  about  M\  d'  would  then  represent  Mm. 
By  making  r  =  o  in  Eq.  i : 
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Hor.Comp.iGK)  =  ^t,i^^l^n,{n,-i)    .    (5). 

Hence,  for  the  horizontal  component  of  the  greatest  com- 
pressive  stress  in  GM: 

And,  {GM)  =  Hi' sec  a'    ....    (7). 

By  means  of  the  Eqs.  (3),  (4),  (6),  and  (7),  every  web  stress 
in  the  truss  may  be  determined  by  formula. 

If  GM  is  vertical,  r  =  o  and  d  =  d'  in  Eq.  (6),  and  Hi  =  o, 
as  it  should. 

If  GH  is  vertical,  Eq.  (3)  shows  Hi  to  be  zero  in  the 
same  manner. 

It  is  to  be  borne  in  mind,  in  the  application  of  these  formu- 
lae, that  n  is  counted  along  the  loaded  segment ;  also  that 
d\  for  tension,  is  taken  at  the  head  of  the  train,  and  one 
panel  in  front  of  it  for  compression. 

If  the  moving  load  passes  along  the  upper  chord,  exactly 
the  same  formulae  hold  true,  but  d'  taken  at  the  head  of  the 
train  will  give  compression,  and  tension  when  taken  a  panel 
length  in  front. 

If  the  curve  KFC  is  a  parabola,  with  vertex  at  the  centre 
of  the  span,  if  K  and  C  coincide  with  A  and  5,  respectively, 
and  if  GM  and  all  corresponding  web  members  are  vertical, 
Eq.  (3)  becomes: 

From  the  ordinary  equation  to  the  parabola : 

y=  ax 
/a 
and  -  =^  adi; 

4 
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in  which  d^  is  the  depth  of  the  truss  at  the  midle  of  the  span. 
Hence, 

In  this  equation  put  j  = tiiP  and  x^  d^  —  dy  then  j  = 

(«i  —  \)p  and  ;r  =  ^1  —  d\  successively.    There  will  re- 
sult: 

4  4»i 

'^  -  K- I) //  +  («,-!)»/»  =  ;^W-*^'). 

Remembering  that  /  =  Np  : 

* iV"^^ ' 

d  -^  ^^^^^^ 

Putting  these  values  in  Eq.  (8),  also  Np^l,  there  will  re. 
suit: 

.-.  //i  =  ^^  =  "l^  =  constant    .    .     .     (9). 

As  this  is  the  horizontal  component  of  the  greatest  tension 

in  any  diagonal  web  member  and  constant,  that  greatest  stress 

itself  is  the  hypothenusey  parallel  to  the  brace  in  questiaUy  of  a 

ivl 
right-angled  triangle  of  which  the  base  is  Hi  =  ^-j-. 
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This  furnishes  a  very  short  method  of  finding  the  stress  in 
any  inclined  web  member. 

The  similarity  between  H^  and  the  total  stress  in  the  hori- 
zontal chord,  with  the  truss  wholly  loaded,  is  interesting. 

If  the  trussing  is  so  designed  that  the  diagonal  or  inclined 
braces  sustain  compression,  Eq.  (6)  gives  precisely  the  same 
general  result,  but  with  the  sign  changed. 

In  such  a  case  there  would  be  substituted  in  the  parabolic 

/                                                         / 
equation ^  = tiip  and  x  ^di  —  d'  also,  j  = («i--0/ 

and  x^  dx  —  d\  d  and  d'  having  changed  places. 

If  no  web  members  are  vertical,  y  will  have  for  one  value 

in  the  equation  to  the  parabola, {^\  —  ^)P  instead  of 

/ 

«i/,  the  other  values  to  be  substituted  remaining  the 

2 

same.     This  new  value  gives. 


Now  making  the  substitutions  in  Eq.  (3)  instead  of  Eq.  (8) : 

Art.  23.— Bowstring  TrusB— Diagonal  Bracing— Example. 

The  first  form  of  bowstring  truss  to  be  treated  is  that  shown 
in  Fig.  I.  All  braces  are  inclined,  and  each  apex  in  the  upper 
chord  is  vertically  over  the  centre  of  the  panel  below. 

The  truss  is  supposed  to  be  designed  for  a  highway  bridge. 
There  is  a  sidewalk  on  either  side. 
7 
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The  greatest  moving  load  will  be  assumed  to  be  that  of  an 
advancing  crowd  of  people,  from  the  left  end  of  the  span, 
weighing  eighty-five  pounds  per  square  foot. 

As  the  span  is  a  short  one,  and  the  roadway  heavy,  the 
whole  of  the  fixed  load  will  be  put  upon  the  lower  chord. 

The  following  are  the  data  required : 

Span  =  72  feet.     Depth  of  truss  at  centre  =11.7  feet. 
Radius  of  circumference  of  circle  passing  through  apices  in 
upper  chord  =  60  feet. 

Number  of  panels  =  6.     Panel  length  =  12  feet. 

Width  of  roadway,  from  centre  to  centre  of  trusses  =  20  feet. 

Width  of  each  sidewalk  =  6  feet. 

W^  900  pounds  per  foot  =  5.4  tons  per  panel. 

w  =  32  X  85  X  12  =  16.32  tons  per  panel. 

As  usual,  W  and  w  refer  to  fixed  and  moving  loads  respect- 
ively. 


c  ^^7.0     i> 


Fig.  I. 

In  all  the  diagrams  that  follow,  the  lines  indicated  by  any 
two  letters  are  parallel  to  the  members  of  the  truss  at  the 
extremities  of  which  the  same  letters  are  found. 

In  this  truss  and  in  the  two  which  follow,  the  upper  and 
lower  chord  sections  found  in  any  panel  intersect  outside  of 
the  span  RR*,  hence  the  positions  of  the  moving  load,  for  the 
greatest  web  stresses,  are  precisely  the  same  as  those  which 
would  be  taken  for  a  truss  with  parallel  chords. 

With  the  head  of  the  moving  load  at  M,  the  truss  is  first 
to  be  considered  as  divided  through  the  members  AB,  BAf, 
and  ML ;  then  through  BCy  BL,  and  ML, 
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99 


R  (reaction)  =  27.1  tons. 

{ML)  =  {R  X  18  -  21.72  X  6)  -r-  9.3  =  38.4  tons.    9.3  feet  is 
the  depth  of  truss  through  B. 


Fig.  2. 


The  shear  is, 


5  =  27.1  —  21.72  =  5.38  tons. 

The  diagram  needs  no  explanation.     It  gives : 

{BM)  =  +  18.5  tons.  (BL)  =  -  2.1  tons. 

With  the  head  of  the  moving  load  at  Z :  i?  =  37-98  tons. 
Fig.  3  is  the  complete  diagram. 


(CI>) 


€th*S 


Fig.  3. 


The  truss  is  first  supposed  to  be  divided  through  BC,  CLf 
and  LK;  then,  through  CD,  CK^  and  LK. 

(LK)  =  (^  X  30  —  2  X  21.72  X  12)  -^  1 1.7  =  52.8  tons. 

The  shear  is, 

5=  37.98  -  43-44  =  -  546  tons. 
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The  diagram  gives : 

{LC)  =  +  20.0  tons.  (CK)  =  -  0.60  tons. 

With  the  head  of  the  moving  load  at  K:  R  =  46.14  tons. 
Hence, 

(KH)  =  (^  X  42  —  3  X  21.72  X  18) -f-  1 1.7  =  65.4  tons. 
Fig.  4  is  the  complete  diagram. 


rrj?) 


Fig.  4. 

The  shear  is, 

5  =  46.14  —  65.16  =  —  19.02  tons. 

The  diagram  gives : 

{KD)  =  +  21.7  tons.  (-0//')  =  -  74  tons. 

With  the  head  of  the  moving  load  at  f/:  ^'  =  40.7  tons; 
and  5  =  -  (40.7  -  5.4)  =  -  35.3  tons. 

{HG)  =  {R'  X  18  -  5.4  X  6)  ^  9.3  =  75.3  tons. 


mg) 


Fig.  5. 
Fig.  5  is  the  diagram,  and  it  gives : 

(H£)  =  +  20.9  tons.  {EG)  =  -  4.0  tons. 
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With  the  head  of  the  moving  load  at  (7,  or  with  the  moving 
load  over  the  whole  bridge  :  ^  =  2.5  x  (  PT  +  «/)  =  54.3  tons. 
In  this  case  no  chord  stress  is  found  by  moments,  but  the 
diagram,  Fig.  6,  is  worked  up  from  the  end  of  the  truss. 


(K^) 


Fig.  6. 


It  gives : 

(RA)  = 

—  100. 1  tons, 

{AB)  = 

—  109. 1 

u 

{BC)  = 

-  103.0 

u 

iCD)  = 

—  102.0 

u 

(RM)  =  +  84.6  tons. 
{ML)  =  +  93.6    " 
(LK)  =  +  97.0    " 
(AM)  =  +  19.5     " 


The  results  of  these  diagrams  are  collected  and  written  in 
Fig.  I. 

Both  web  and  chord  stresses  may  be  checked  by  moments 
as  follows. 

Moments  about  K  give : 

{CD)  =  —  (54.3  X  36—  2  X  21.72  X  18)  -T-  11.7=  —  100.2  tons. 

The  diagram  gave  102.0  tons.  The  agreement  is  close 
enough  for  the  purpose,  but  in  an  actual  truss  the  difference 
ought  not  to  be  greater  than  one  per  centi  of  the  smallest 
result. 

Again,  BC  and  LK  intersect  in  a  point  about  30.8  feet  to 
the  left  of  R,  and  the  normal  distance  from  that  point  to  CL 
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produced  is  about  48.5  feet.  Hence,  with  the  head  of  the 
moving  load  at  Z,  and,  by  taking  moments  about  the  point  of 
intersection : 

{CL)  =  (2  X  21.72  X  48.8  —  ^  X  30.8)  -^  48.5  =  +  19.6  tons. 

The  diagram  gave  +  20.0  tons.  The  agreement  is  suf- 
ficiently close. 

Numbers  of  checks  like  the  two  above  should  be  applied. 

The  Fig.  i  shows  that  the  web  members  MBy  BL,  CL,  CK, 
DKj  DH^  HEy  and  EG  must  be  counterbraced. 


Art.  24. — BowBtrlng  ^msB — Vertical  and  Diagonal  Bracing  with 
Coonten. 

The  case  next  to  be  taken  is  that  of  an  ordinary  "  bow- 
string "  truss  with  vertical  and  diagonal  bracing,  and  is  rep- 
resented in  Fig.  I.  The  inclined  braces  are  not  supposed 
capable  of  resistance  to  a  compressive  stress.  Inasmuch  as 
counters  are  almost  invariably  introduced  in  such  a  truss  in 
ordinary  engineering  practice,  they  will  be  supposed  to  exist 
in  this  case. 


Fig.  I. 

The  truss  is  supposed  to  be  designed  for  a  highway  bridge, 
furnished  with  sidewalk  on  each  side.    . 

The  greatest  moving  load  will  be  taken  as  a  crowd  of  peo- 
ple weighing  eighty-five  pounds  per  square  foot,  covering 
roadway  and  sidewalks,  advancing  panel  by  panel  from  R 
until  the  truss  is  entirely  covered. 

Since  the  span  is  a  short  one,  and  the  roadway  very  heavy, 
the  whole  of  the  fixed  load  will  be  taken  as  applied  to  the 
lower  chord. 
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The  following  are  the  data  required  ;  they  are  taken  from 
the  preceding  Article : 

Span  =  72  feet.  Depth  of  truss,  12  feet. 

Radius  of  circumference  of  circle  passing  through  upper  ex- 
tremities of  verticals  =  60  feet. 
Number  of  panels  =  6.  Panel  length  =  12  feet. 

Width  of  roadway,  from  centre  to  centre  of  trusses  =  20  feet. 
Width  of  each  sidewalk  =  6  feet. 
W^=  900  pounds  per  foot  =  5.4  tons  per  panel. 
«/  =  32x85xi2  =  32,640  pounds  =  16.32  tons  per  panel. 

As  in  Art.  18,  if  the  plane  dividing  the  truss  cut  more  than 
three  members,  some  one  of  these  members  must  be  neg- 
lected or  assumed  not  to  exist. 

For  the  sake  of  brevity,  two  letters  inclosed  by  a  paren- 
thesis will  denote  the  stress  in  the  member  indicated  by  these 
letters. 

The  placing  the  load  for  the  greatest  web  stresses,  is  done 
in  accordance  with  the  general  principles  established  in  Art. 
20. 

When  the  head  of  the  moving  load  is  at  Z,  the  existence 

of    AK  must   be   ig-  a. rzjn 

nored;  for  if  BL  be 
then  omitted,  yl  AT  will 
suffer  compression. 

With  the  head  of 
the  train  at  Z,  R=2yA 
tons;  hence 


Fig.  2. 


{LK)  =  (R  X  24  —  21.72  X  12)  -^  (BK=  10.8)  =  36.1  tons. 

Fig.  2  is  the  complete  diagram  for  this  case,  and  explains 
itself,  ac  is  the  shear  2P=  27.1  —  21.72  =  5.38  tons.  Scaling 
from  Fig.  2 : 

{BL)=  +  19.2  tons.  (^AT)  =  +  2.0  tons. 

BIT  is  also  omitted  for  this  loading. 
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With  the  head  of  the  moving  load  at  K,  R=  37.98  tons, 
and  CG  and  BH  are  omitted.    {KH)  =  (i^  x  36  —  2  x  21.72  x 


18)  -r-  {CH=  12)  =  48.78  tons.  Fig.  3  is  the  diagram  for  this 
case,  ce  is  the  shear,  acting  downwards,  2P=  37.98  —  2  x 
21.72  =  —  5.46  ton. 

This  diagram  gives  the  results : 

{CH)  =  -  i.o  ton.  {KC)  =  +  16.0  tons. 

With  the  head  of  the  moving  load  at  H,  R  =  46.14  tons. 
DF  and  CG  will  be  omitted. 

It  is  unnecessary  to  give  the  diagram  for  this  case.  It  is 
drawn  precisely  as  the  two  preceding  ones  have  been. 

The  diagram  gives : 

{DG)  =  -1.0  ton.  {HD)  =  -f-  17.1  tons. 

Neither  will  the  diagram  for  the  head  of  the  load  at  G  be 
given,  as  it  is  constructed  exactly  like  the  others.  It  gives, 
omitting  GC  and  DF: 

{GE)=  +  15.00  tons. 

For  the  greatest  chord  stresses  the  moving  load  covers  the 
entire  truss,  and  Fig.  4  of  the  next  Article  is  the  complete 
diagram  for  the  case.  All  the  explanation  which  the  diagram 
needs  is  there  given.  BL,  KC,  GC  and  FD  are  supposed  to 
be  omitted. 

Taking  moments  about  B,  with  uniform  load  (a/  +  W^  : 

(KH)  =  (54.3  X  24  —  21.72  X  12)  -^  10.8  =  96.5  tons. 

Others  may  be  checked  in  the  same  way. 
The  most  rational  circumstances  under  which  the  greatest 
tensile  stresses  can  be  supposed  to  occur  in  the  verticals,  are 
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those  under  which  they  are  found  in  the  next  Article ;  and 
the  results  there  obtained  are  used  in  this  case.  They  are 
introduced,  without  more  explanation,  in  Fig.  i.  Their  dia- 
grams will  be  found  in  the  next  Article. 

These  results  are  by  no  means  satisfactory,  but  nothing 
better  can  be  done  with  such  a  form  of  truss. 

Some  of  the  web  stresses  should  be  checked  by  moments, 
by  the  general  method. 

Fig.  I  shows  the  greatest  web  stresses  selected  from  all  the 
preceding  results. 

It  is  far  more  convenient  to  treat  the  fixed  and  moving 
loads  together,  as  has  been  done  in  this  case,  than  to  treat 
them  separately,  as,  of  course,  may  be  done. 

Again,  the  stresses  caused  by  each  panel  load  on  all  the 
members  of  the  truss  may  be  found,  and  their  effects  com- 
bined, but  this  also  requires  far  more  labor  than  the  method 
followed. 

The  stress  diagram  for  each  position  of  the  moving  load 
might  have  been  worked  up  from  the  end  of  the  truss,  as  was 
that  for  the  chord  stresses,  but  it  saves  considerable  labof  to 
find  one  chord  stress  by  moments,  and  begin  the  diagram 
with  that. 


Art.  25.  —  Bowstring   Truss  —  Vertical  and  Diagonal    Bracing   without 

Counters. 

It  is  evident,  from  what  has  preceded,  that  the  existence  of 
the  counters  causes  considerable  ambiguity  in  the  web  stresses. 


1 

o 

4- 

¥92.0 

s 

C 

V 

K 

. 

t 

i 

KT                   1 

T 

* 

F ] 

Fig.  I. 


and  it  is  much  more  satisfactory   from  a  strictly  technical 
point  of  view  to  leave  them  out,  as  shown  in  Fig.  i. 
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Fig.  I  is  exactly  the  same  as  Fig.  i  of  the  preceding  Arti- 
cle, with  the  counters  omitted,  and  in  this  Article  will  be 
found  the  stresses  existing  in  it  with  precisely  the  same  data 
as  were  used  above. 

The  moving  load  is  brought  on  panel  by  panel  from  i?,  ac- 
cording to  the  general  principles  established  in  a  preceding 
Article. 

With  the  head  of  the  moving  load  at  Z,  i?  =  27.1  tons.  As 
before,  iJ^K)  =  46.9  tons. 


r.Rz; 


Fig.  2. 
Fig.  2  is  the  complete  diagram  for  this  loading.     {RL)  = 
{LK)  =  46.9  tons,  and  ab  =  27.1—  21.72  =  5.38  tons. 

Hence,  (^^)  =  ii-9  tons. 

With  the  head  of  the  moving  load  st  X,  R  =  37.98  tons. 
(AT/f)  =  {R  X  24-12  X  21.72)  -r  10.8  =  60.27  tons. 

Fig.  3  is  the  diagram  for  this  loading,  and  it  explains  itself. 
Hence, 

(BK)  =  +  24.9  tons.  {Bff)  =  -  15.8  tons. 


Fig.  3. 

It  is  unnecessary  to  show  the  diagrams  for  the  two  cases  of 
the  head  of  the  moving  load  at  //'and  G.  They  give  respect- 
ively : 
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{DH)  =  + 17.1  tons,  (Z?G^)=  -  i.o  ton,  and  {GE)  =  + 1 5.0  tons. 

Fig.  4  is  the  diagram  for  the  moving  load  over  the  whole 
bridge,  bd  is  the  reaction  R=z  R'  =  54.30  tons  ;  dc  =  21.72 
tons ;  and  ^  is  equal  to  ^  (21.72)  tons. 

The  greatest  chord  stresses,  taken  from  Fig.  4,  are  written 
in  Fig.  I. 

The  greatest  web  stresses  are  selected  from  all  the  preced- 
ing results,  and  also  written  in  Fig.  i. 

The  stress  {BC)  may  easily  be  checked  by  moments,  as 
follows,  by  taking  the  origin  at  H,  The  normal  distance  of 
H  from  (BC)  is  1 1.9  feet.     Hence, 

{BC)  =  {2j(ze;-h  IV)  x  36-3  x  12  (w+  IV)\  -Mi.9=98.56  tons. 

Other  and  similar  checks  should  also  be  applied. 

It  is  seen  in  Fig.  i  that  the  diagonals  need  counterbracing, 
but  there  is  no  ambiguity,  and  the  superiority  of  the  design 
over  that  in  the  preceding  Article  is  evident. 


2rf^^(BC}^^a.eUf^. 


Fig.  4. 


It  is  to  be  carefully  borne  in  mind  that  the  diagrams  must 
always  be  drawn  as  large  and  as  accurately  as  possible.  Those 
of  the  present  Article  were  constructed  to  a  scale  of  ten  tons 
to  the  inch.     The  figures  do  not  show  the  scale. 
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ArL  26. — Deck  Tnus  with  Curved  Lower  Chord,  Concave  Downward 

— ^Ezample. 

The  truss  shown  in  Fig.  i  is,  in  some  respects,  a  peculiar 
one.  It  has  one  prominent  characteristic  which  distinguishes 
it  from  the  bowstring  trusses  which  have  been  treated  in  the 
three  preceding  articles,  in  that  the  chord  sections  (upper  and 
lower)  in  any  panel,  excepting  those  two  at  the  centre,  inter- 
sect in  the  upper  chord  within  the  limits  of  the  span.  All 
the  web  stresses,  except  those  in  DN  and  DM,  will  have  their 
greatest  values  when  the  moving  load  covers  the  whole  truss, 
as  was  shown  in  Art.  20.     NM  is  horizontal,  consequently  the 


Fig.  I. 

intersections  of  NM  with  CD  and  DE  are  found  at  an  infinite 
distance  from  the  truss,  but  ON  and  CD  intersect  between  E 
and  F  (near  the  latter  point) :  all  other  intersections  are  found 
between  A  and  G* 

The  positions  of  moving  load  for  the  g^reatest  stresses  in 
DN  and  DM  are  the  same,  therefore,  as  for  a  truss  with 
parallel  chords. 

Observations  relating  to  the  positions  of  the  points  of  inter- 
section of  the  chord  sections  in  the  figure  apply  to  a  truss  for 
which  the  following  are  the  data : 

Radius  of  circumference  of  circle  passing  through  the  apices 
of  the  lower  chord  =  60  feet. 

Vertical  distance  of  centre  of  circle  below  D  =  66  feet. 
Depth  of  truss  through  D  =  6.3  feet. 
Span  =  AG  =  72  feet. 
AR  =  GR    =  18    " 
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Uniform  upper  chord  panel  length  =  12  feet. 
NM^  =  12  feet. 

0F  =  LK  =  ii.7  " 

Uniform  panel  fixed  load      =    5.4  tons  =  IV. 
"  "      moving  load  =  16.32  "     =  w. 
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C9^ 


(CS) 


KBT) 


XpS) 


y 

^\             fCJDL. 

\ 

C' 

1  (AB)  _-^ 

Fig.  3. 

The  loading  is  the  same  as  that  used  in  the  preceding  bow- 
string trusses. 

Let  the  angle  which  DN  or  DM  makes  with  a  vertical  line 
be  denoted  by  or.    Then, 

tan  a  =  0.952  ;  sec  a=.  1.38. 

For  greatest  tensile  stress  in  DN. 
With  the  moving  load  extending  from  A  to  C: 

Reaction   R  =  37.98  tons. 
The  shear  5  =  2  x  21.72  —  37.98  =  546  tons. 
Hence,  (^-^)  ^  S  sec  a  =  +  7.53  tons. 

For  greatest  compressive  stress  in  DM. 
With  the  moving  load  extending  from  A\.o  D\ 

Reaction    ^  =  46.14  tons. 

The  shear  5  =  46.14  —  3  x  21.72  =  —  19.02  tons. 
Hence,  {DM)  =^  S  sec  a  =  —  26.25  tons. 
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For  the  other  web  stresses  the  moving  load  must  cover  the 
whole  truss,  and  Fig.  2  is  the  complete  diagram  for  that  con- 
dition of  loading.  With  the  data  given  below  the  figure,  no 
explanation  is  needed.  The  results  of  the  diagram  will  be 
found  in  Fig.  i,  together  with  those  determined  above  by  the 
trigonometrical  method. 

One  advantage  inherent  in  this  form  of  truss,  as  in  all  in 
which  the  chord  intersections  are  found  within  the  limits  of 
the  span,  is  the  little  counterbracing  required. 

In  the  truss  taken,  the  two  web  members  DN  and  DM  are 
all  that  require  such  treatment.  Indeed,  with  a  sufficiently 
small  radius  of  lower  chord  and  centre  depth,  together  with 
an  odd  number  of  upper  chord  panels,  a  truss  may  readily  be 
designed  which  will  require  no  counterbracing  at  all.  A  dis- 
advantage, however,  is  the  small  depth  at  centre,  just  where 
a  great  one  is  needed,  with  the  resulting  heavy  chord  stresses. 

As  the  Fig.  i  shows,  no  stress  exists  in  PR  or  KR ;  never- 
theless those  members  would  ordinarily  be  inserted  for  the 
purpose  of  stiffening  the  whole  structure. 

The  truss  may  be  supported  directly,  as  at  C,  or  there  may 
be  an  end  post,  as  AR. 

The  greatest  stress  in  AR^  will  be  the  reaction  R  added  to 
J  («/  +  W).     Hence, 

{AR)  =  —  (54.3  +  10.86)  =  —  65.16  tons. 

As  checks,  moments  about  D  give : 

{NM)  =  (54.3  X  36  —  2  X  21.72  X  18)  -^  6.3  =  +  186.0  tons. 

The  normal  distance  from  C  to  ON  is  7.5  feet  (nearly). 
Hence,  by  moments  about  C : 

{ON)  =  (54.3  X  24  —  21.72  X  12)  -i-  7.5  =  -f  139.0  tons. 

OPy  prolonged,  cuts  the  upper  chord  at  a  point  about  three 
feet  from  D  toward  £,  and  the  normal  distance  from  that 
point  of  intersection  to  OB^  prolonged,  is  about  23.5  feet. 
Hence, 

{OE)  =  (54.3  X  39  —  21.72  X  27)  H-  23.5  =  +  65.1  tons. 
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The  agreement  of  the  last  result  with  that  obtained  by 
diagram  is  very  close,  but  the  other  results,  by  the  two 
methods,  show  a  difference  of  about  two  per  cent.  This  is 
close  enough  for  the  present  purpose,  but  in  practice  the 
figure  and  diagrams  should  be  drawn  large  enough  to  make 
this  difference,  at  most,  one  per  cent,  of  the  smallest  result. 

A  truss  of  this  character,  with  more  than  one  system  of 
triangulation,  gives  indeterminate  stresses,  but  the  approxi- 
mate method  of  Art.  i8  may  be  used.  Approximate  deter- 
minations may  also  be  made  by  treating  each  system,  with  its 
weights,  by  the  methods  just  given,  and  combining  the  results 
for  the  chords. 


Art  27. — Orane  Trusses. 
A  form  of  truss  which  has  been  used  for  powerful  cranes, 

A. 


^'1-i 


Fig.  I. 
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under  circumstances  requiring  much  head  room,  is  that  shown 


in  Fig.  I.     It  revolves  about  a  vertical  axis  midway  between 
E  and  F. 
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In  the  example  taken,  the  weight,  Wy  hanging  from  Z?,  the 
peak,  is  supposed  to  be  ten  tons. 

Each  chord  of  the  truss  »i,  /,  ky  etc.,  or  Uy  by  c,  etc.,  is  made 
up  of  chords  of  quadrants  of  two  circumferences  of  circles. 
The  radius  for  the  chord  m/k,  etc.,  is  25  feet,  and  that  for 
the  other  chord  is  22.6  feet.    EF  is  5  feet. 

Denoting  the  chord  panels  by  single  letters : 

a  =  5  feet. 
/  =  ^=7   " 

Fig.  2  is  the  complete  diagram  for  the  stresses  in  the  truss, 
supposing  the  onfy  load  to  be  the  ten  tons  hanging  from  the 
peak.  If  it  should  be  necessary  to  take  into  account  the 
weight  of  the  truss,  it  would  be  done  precisely  as  the  fixed 
weights  of  trusses  have  been  treated  in  the  preceding  Articles. 

The  lines  in  Fig.  2,  denoted  by  letters  and  figures,  are  par- 
allel to  lines  denoted  by  the  same  letters  and  figures  in  Fig.  i. 

The  diagram  gives  the  following  results : 


(i)  =  +  12.5  tons. 

(  2)  =  —  14  tons. 

(3)  =  +  6.00  " 

(4)  =-13.7  " 

(5)=+  I-50  " 

(  6)  =  -  13.4  " 

(7)  =  -  2.60  " 

(  8)  =  -  14.0  « 

(9)  =  -  7.20  « 

(10)  =  -  13.2  " 

(II)  = 

-s- 

B  tons. 

(a)  =  -  8.7  tons. 

(/«)  =  +  17.8  tons. 

(6)  =  -  24.0  " 

(/)=  +  30.4  " 

(^)  =  -  35-9  " 

(>&)=  + 38.7  " 

(.^)=-44.o  " 

(A)  =+44.2  " 

(0  =  -48.2  « 

(^)=  +  47-2  " 

(/)  = 

-54 

.1  tons. 

These  results  may  easily  be  checked  by  moments.     The 
8 
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different  lever  arms,  with  two  exceptions,  to  be  used,  are 
shown  in  Fig.  i.  The  normal  distance  from  ^to  Cis  about 
4,6,  and  from  e  to  B  about  5.3  feet.  These  lever  arms  were 
scaled  from  the  drawings,  and  may  not  be  exactly  right,  but 
near  enough  for  the  purpose.     By  moments  about  Ci 

{g)  =  +  (10  X  22.25)  -r  4.6  =  +  484  tons. 

By  moments  about  B : 

(^)  =  —  (lox  26.0)  -^  53  =  —  49.0  tons. 

The  chord  sections  d  and  ky  prolonged,  meet  at  A^  and  mo- 
ments about  that  point  give : 

(7)  =  -  (10  X  3.7)  -^  14.7  =  -  2.5  tons. 

These  results  agree  sufficiently  well  with  those  bbtained  by 
the  diagram. 

If  the  chain,  rope,  or  cable  pass  along  either  chord,  the  ten- 
sion in  it  will  tend  to  produce  an  equal  amount  of  compres- 
sion in  the  panels  of  that  chord.  The  resultant  stress,  there- 
fore, in  any  panel  will  be  the  algebraic  sum  of  this  amount  of 
compression,  and  the  stress  due  to  the  weight  W. 

Fig.  3  is  a  skeleton  diagram  of  the  ordinary  crane,  which 
revolves  about  the  centre  line  of  ED  as  an  axis.  AB  is  the 
^  weight  hung  at  the  peak,  A.  BC 
is  parallel  to  DA,  and  represents 
the  amount  of  tension  in  that 
member.  AC  is  the  compression 
in  AE  due  to  the  weight  W.  As 
before,  the  tension  in  the  rope  or 
cable  tends  to  produce  an  equal 
amount  of  compression  in  any 
member  along  which  it  lies. 

Let  /  denote  the  normal  dis- 
tance from  DA  to  any  point  in 
the  centre  line  of  DE\  then  any 


Fid.  3. 


section  of  DE  will  be  subjected  to  the  bending  moment : 
M^  {DA)  X  /. 
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DE  will  also  be  subjected  to  a  direct  stress  (tension  in 
Fig.  3)  equal  to  the  vertical  component  of  the  stress  in  DA. 
The  greatest  resultant  intensity  of  stress  in  any  section  will 
be  the  combination  of  the  intensities  due  to  these  two  causes. 

Art.  28. — ^PreUminary  to  the  Treatment  of  Roof  Tnusef — Wind  Pressure 

—Notation. 

Four,  only,  of  the  principal  types  of  roof  trusses  with 
straight  rafters  will  be  treated,  since  the  method  used  for 
any  one  is  precisely  the  same  in  character  as  that  to  be  used 
for  any  other. 

The  wind  will  be  assumed  to  act  on  one  side  of  the  roof, 
and  its  resultant  action  will  be  assumed  to  be  normal  in  direc- 
tion to  the  rafters.  If  such  is  not  the  case,  /  and  v  will 
represent  empirical  determinations  of  the  horizontal  and 
vertical  components,  respectively,  in  the  Articles  which  fol- 
low, and  the  methods  will  remain  precisely  the  same. 

Let  /  be  the  intensity  of  this  normal  wind  pressure,  and  let 
/  and  /i  be  the  lengths  of  two  adjacent  panels  of  the  rafter, 
while  d  is  the  horizontal  distance  between  two  adjacent  and 
parallel  rafters.  The  total  normal  wind  pressure  supposed 
exerted  or  concentrated  at  the  point  between  the  two  panels, 

will  then  be  ^ — ^^ — ;  or  if  /  =  ^ ,  as  is  usually  the  case,  pdL 

If  6  is  the  angle  which  the  rafter  makes  with  a  horizontal 
line,  the  horizontal  component  of  this  normal  pressure  will  be : 

f^tlH^J^sine-,  or  pdlsind', 

and  the  ^vertical  component  will  be : 

V  =  - — ^ cos  0 ;  or  pdl  cos  u. 

Finally,  let  the  total  fixed  weight  of  the  roof  be  supposed 
concentrated  at  the  panel  points  of  the  rafters ;  and  let  the 
weight  of  such  load  at  any  panel  point  be  represented  by  W^ 
The  total  vertical  load  at  any  panel  point  will  then  be : 

The  vertical  reactions  due  to  the  vertical  component  of  the 
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wind  pressure  and  the  fixed  load  are  found  by  the  principle 
of  the  lever  in  the  usual  manner  ;  that  at  the  left  of  the  span 
will  be  called  Ry  and  that  at  the  right,  R\ 

The  vertical  reactions  due  to  the  horizontal  forces  /,  will, 
however,  be  called  R\  and  they  will  be  found  for  the  different 
cases  by  taking  moments  about  any  point  in  the  horizontal 
line  joining  the  feet  of  the  rafters.  If  b  is  the  vertical  pro- 
jection of  a  rafter,  and  2c  the  span,  or  distance  between  the 
feet  of  two  rafters  meeting  at  the  ridge,  there  will  result : 

^      2       2C         4^ 

At  the  foot  of  the  rafter  pressed  by  the  wind,  this  reaction 
will  be  downward  in  direction  ;  at  the  foot  of  the  other  rafter 
it  will  be  upward. 

The  total  horizontal  reaction  at  the  points  of  support  will 
be  equal  to  bp,  the  total  horizontal  force  of  the  wind,  and  its 
direction  of  action  will  be  opposite  to  that  of  the  wind.  The 
horizontal  component  of  the  wind  pressure  and  the  horizontal 
reaction  produce  a  couple,  equal  and  opposite  to  that  whose 
force  is  R\  and  whose  lever  arm  is  2c. 

R*  must  be  numerically  less  than  R,  or  the  wind  will  turn 
over  the  roof  bodily. 

If  the  foot  of  one  rafter  is  supported  on  rollers^  the  hori- 
zontal reaction  will  be  wholly  exerted  at  the  foot  of  the  other. 

If  the  foot  of  neither  rafter  is  supported  on  rollers,  the 
horizontal  reaction  will  be  assumed  to  be  equally  divided 
between  the  points  of  support. 

The  stresses  for  the  vertical  and  horizontal  loads  are  found 
by  separate  diagrams,  although  they  might  be  found  by  one 
only,  because  the  slope  of  the  roof  may,  in  some  cases,  be  so 
small  as  to  make  it  needless  to  consider  the  forces/. 

If  rollers  are  used  at  the  foot  of  one  rafter,  the  wind  may 
press  that  one  or  the  other.  In  treating  a  large  roof  it  may, 
then,  be  necessary  to  take  the  wind  first  in  one  direction  and 
then  in  the  other. 

These  two,  with  the  case  of  no  rollers,  make  three  possible 
cases,  and  an  example  will  be  taken  in  each  one. 
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Art  29.~Fir8t  EzamplA. 

The  truss  represented  in  Fig.  i  is  a  roof  truss,  applicable 
to  short  spans.  There  13  no  "  moving  load  **  in  such  a  case. 
The  wind  pressure,  however,  may  act  on  one  side  and  not  on 
the  other,  and  for  that  reason  Wy  U\y  and  W^  are  taken  as 
differing  from  each  other,  as  was  explained  in  the  preceding 
Article. 

A 


Fig.  I. 

There  is  no  essential  error  in  this  case  in  assuming  all  the 
load  concentrated  at  the  points  indicated.  The  wind  press- 
ure is  assumed  to  act  on  the  left  side  of  the  truss,  so  that 
IV>IV^>  W^.  Also,  IV,  =  1(W+W2).  A  and  B  are  equal 
in  length,  and  E  is  horizontal. 

Figs.  2  and  3  are  the  stress  diagrams  for  Fig.  i,  and  the  lines 
in  them,  indicated  by  letters  primed,  are  parallel  to,  and  repre- 
sent stresses  in  the  members  marked  with  the  same  letters  in 


Fig.  2. 


Fig.  I.  The  kinds  of  stresses  in  the  different  members  are 
shown  by  the  signs  -f-  or  — ,  in  both  figures,  signifying  tension 
or  compression,  respectively. 
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Fig.  2  is  the  diagram  for  the  vertical  loads,  and  Fig.  3  that 
for  the  horizontal  loads/. 


Fig.  3. 


Rollers  are  supposed  to  be  under  the  foot  of  neither  rafter. 
Consequently  the  horizontal  reaction  at  each  end  is  /,  as 
shown,    fx  is  equal  to  J/. 

In  Fig.  I,  R'  acts  downward  at  the  left  of  the  span,  and 
upward  at  the  right. 

The  resultant  stress  in  any  member  is  the  algebraic  sum 
of  those  given  by  the  two  diagrams. 

Fig.  3  does  not  show  all  its  lines  parallel  to  the  members  of 
Fig.  I.  There  is,  of  course,  a  diagram  similar  to  Fig.  2,  for 
the  right  half  of  the  truss,  but  it  is  not  needed. 

The  stresses  may  also  be  found  by  the  method  of  moments, 
by  locating  the  origin  of  moments  according  to  the  general 
principle  stated  in  Art.  17. 


Art.  30.— Second  Zfacample. 

Fig.  I  of  this  Article  represents  a  very  common  roof  truss. 
As  before,  the  total  load  is  supposed  concentrated  on  the 
rafters  at  the  points  indicated.  Wind  pressure  is  taken  as 
acting  on  the  left  of  the  roof,  making  W>  Wx>W^.  W^  is 
simply  the  panel  weight  of  the  roof,  and  W^'=^\{W -\-  W^. 
Each  rafter  is  divided  into  four  equal  parts,  and  W  is  taken 
equal  to  2  W^.  Hence  the  reaction  i?  =  3  JK  This  does  not 
at  all  affect  the  generality  of  the  diag^ram.    The  lower  ex- 
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tremity,  however,  of  D\  in  Fig.  2,  will  not  usually  be  found 
attf'. 


Fio.  I. 

Fig.  2  is  the  stress  diagram  for  the  vertical  loading  taken, 
and  the  notation  has  precisely  the  same  meaning  as  before. 

It  is  seen  from  Fig.  i,  that  there  is  some  ambiguity  in 
regard  to  the  stresses  C\  Q,  F\  and  J/'.  It  may  be  assumed, 
however,   that  E'  =  H'  and  P'  =  Q\  which   makes  F'  = 


TlGj  2. 


The  kinds  of  stresses  are  shown  on  the  diag^rams. 
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Fig.  3  is  the  diagram  for  the  horizontal  stresses  /  and 

Rollers  are  supposed  to  be  placed  at  the  foot  of  A.  Hence 
all  horizontal  reaction  will  be  found  at  the  foot  of  Ai .  As 
shown,  that  reaction  will  be  equal  to  4/I    The  vertical  reac- 


FiG.  3. 

tion  R"  will  be  directed  downward  at  the  foot  of  A,  and 
upward  at  the  foot  of  Ai. 

Considering  the  horizontal  forces  only : 

A^  =  B^  =  C/  =  A'  =  -  A\ 

The  resultant  stress  in  any  member  is  found  by  combining 
the  results  of  the  two  diagrams  in  the  usual  manner. 

This  style  of  truss  is  so  frequently  used  that  formulae  for 
the  stresses  due  to  the  vertical  loading  are  given  below,  in 
which  a  is  the  length  of  the  rafter,  c  the  half  span  RR\  and  b 
the  height  of  Wi  above  O.  These  expressions  may  be  readily 
derived  from  Fig.  i. 


A'^'jR, 


F  =A'-  W-, 
a 


C'  =  A'  -2W- 


ry  =  A'  -zw-. 


H'=E'  =  -W, 
a 


F'  =  2ff'  =  2-W, 

a 
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Art.  31.— Third  Bzample. 

Figs.  I,  2,  and  3  are  roof-truss  and  stress  diagrams,  respect- 
ively. The  wind  pressure  is  supposed  to  act  on  RWi^  and 
the  total  load  is  taken  to  be  concentrated  as  shown. 


Fig.  I. 


c-^ 


4 

^^    jrl. 

c/ 

^        ^ 

JT*            ^^ 

I 

<^-ir' 

c 

ay  ^s* 
de  sc6  ^w 

Fig.  2. 


The  rafters  are  each  divided  into  three  equal  parts. 
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The  notation  has  the  same  signification  as  that  used  be- 
fore, and  it  is  unnecessary  to  explain  the  diagrams. 

Fig.  2  is  the  diagram  for  the  vertical  loading,  and  Fig.  3 
that  for  the  horizontal  forces/ and /j  =  J/. 

Rollers  are  supposed  to  be  placed  at  the  foot  of  A^  in  Fig. 
I.  Hence  the  total  horizontal  reaction  will  exist  at  the  foot 
of  A^  and  its  value  will  be  3/  as  shown.  As  before,  the 
direction  of  R"  will  be  upward  at  the  foot  of  A^^  and  down- 
ward at  the  foot  of  A. 

The  resultant  stress  in  any  member  will  be  found  by  com- 
bining the  results  given  in  Figs.  2  and  3. 


"5V^ 

:^' 

"W 

r  ■/   v^i  '^' 

'JC  J?+     r 

Fio.  3. 

Fig.  3  does  not  show  K'  equal  to  H^^  as  it  is  not  a  scale 
diagram. 

The  members  FH  and  K  are  in  tension,  while  D  and  E  are 
in  compression.  W>  lVi>  W^,  the  last  being  the  fixed  panel 
weight  of  the  roof. 

Art.  32. — ^Fourth  ZSzampU. 

In  this  Article,  as  before,  Fig.  i  is  the  truss,  and  Fig.  2  is 
its  stress  diagram  for  the  vertical  loading.    Wind  pressure  is 


Fig.  I. 
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taken  as  acting  on  R  W^ ;  the  reaction  R,  therefore,  is  i  (3  fF  + 
Wx  +  W^  and  Jr>  PFi  >  W^,  The  rafters  are  each  divided 
into  three  equal  parts,  and  F  and  D  are  vertical.  W^  is  the 
fixed  panel  weight  of  the  roof,  and  Wi=i  (IV  +  W^)  -5-  2. 


a&  m 


Fig.  2. 

The  kinds  of  stresses  in  the  various  members  are  shown  in 
Fig.  2. 

It  is  unnecessary  to  give  the  diagram  for  the  horizontal 
components  of  the  wind  pressure.  The  method  of  drawing 
it  will  fall  under  some  one  of  the  three  cases  already  given. 


Art  33. — GNnend  Ooniidenitions. 

In  all  the  preceding  cases  of  roof  trusses  the  stresses  may 
be  obtained  by  the  method  of  moments,  and  therefore  the 
graphical  results  may  be  checked  by  that  method. 

The  operations  are  precisely  similar  if  a  part  of  the  load  is 
hung  from  points  in  the  tie  RR\  in  all  the  cases,  or  if  the 
loading  is  even  more  eccentric  than  that  assumed. 

In  many  cases  the  sides  of  large  buildings  are  braced  to 
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the  roof  by  oblique  members  extending  from  that  panel  point 
of  RR  adjacent  to  the  side,  to  some  point  in  that  side.  In 
such  cases  the  wind  will  cause  stresses,  in  the  different  mem- 
bers of  the  roof  truss,  which  must  be  determined  independ- 
ently of  those  already  found  and  added,  algebraically,  to 
them. 
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CHAPTER    IV. 

SWING  BRIDGES.   ENDS  SIMPLY  RESTING  ON  SUPPORTS. 
Art.  34. — General  Ooiuideratloiu. 

Without  regarding  the  nature  of  the  supports  or  attach- 
ments at  the  extremities  of  the  two  arms,  swing  bridges  are 
divided  into  two  classes:  those  with  center-bearing  turn- 
tables, and  those  with  rim-bearing  turn-tables.  In  the  first 
class  the  entire  reaction  at  the  pivot  pier  is  exerted  through 
a  central  pivot,  or  a  nest  of  one  or  more  series  of  solid,  con- 
ical rollers ;  usually  the  latter.  In  such  a  case  there  may  be 
a  circular  drum  or  framework,  supported  on  wheels  running 
on  a  circular  track,  but  they  are  used  solely  for  the  purpose 
of  steadying  the  bridge  while  open. 

In  the  case  of  a  rim-bearing  turn-table,  however,  the  reac- 
tion at  the  pivot  pier  is  exerted  through  the  circular  track  on 
which  the  wheels  supporting  the  drum  or  framework  of  the 
table  turn.  The  object  of  a  pivot,  in  such  a  case,  is  simply 
to  enable  the  bridge  to  turn  truly  about  a  center. 

In  reference  to  the  truss,  there  is  evidently  only  one  point 
of  support,  at  the  pivot  pier,  with  a  center-bearing  turn-table, 
/.  e.y  at  the  center. 

With  a  rim-bearing  turn-table,  however,  there  may  be  two 
or  more  points  of  support  at  the  pivot  pier,  though  it  will  be 
shown  hereafter  that,  by  separating  the  different  systems  of 
triangulation,  it  will  never  be  necessary  to  consider  more  than 
two  at  once. 

Again,  with  either  turn-table  there  may  be  three  different 
methods  of  supporting  or  securing  the  extremities  of  the  two 
arms  of  the  bridge.  These  extremities  may  simply  rest  on 
supports,  so  that  the  reaction  will  always  be  zero,  or  upward ; 

125 
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this  IS  the  only  case  which  will  receive  more  than  a  passing 
notice  in  this  chapter. 

Again,  those  extremities  may  be  fastened  down  or  latched 
to  the  piers  when  the  bridge  is  not  open.  The  reaction  may 
then  be  nothing,  upward  or  downward. 

In  these  two  cases  the  reactions  at  the  extremities  of  the 
arms  will  be  zero  when  the  bridge  is  simply  closed,  and  sup- 
porting no  moving  load. 

In  the  first,  when  the  moving  load  is  on  one  arm,  the  ex- 
tremity of  the  other  may  be  slightly  raised  from  its  support ; 
in  the  second  case,  however,  that  extremity  will  be  held  down 
by  the  latching  apparatus,  /.  e.,  the  reaction  will  be  downward. 
The  object  of  the  latching  apparatus  is  thus  seen  to  be  the 
prevention  of  the  hammering  of  a  truss-end  on  its  support. 

Finally,  the  third  method  is  to  raise,  by  proper  machinery, 
the  truss  ends,  when  the  bridge  is  closed,  any  desired  amount 

The  object  of  this  arrangement  is  to  insure  a  reaction  at 
the  extremities,  which  will  always  be  nothing  or  upward,  and 
thus  obviate  the  hammering  before  mentioned. 

In  this  case  the  whole  of  the  bridge  weight  does  not  rest  at 
the  pivot  pier,  as  the  lifting  of  the  ends  taJces  up  a  part  of  it ; 
in  fact,  may  take  up  the  whole  of  it. 

Recapitulating,  then,  the  ends  of  a  swing  bridge  may  be : 

(i.)  Simply  supported, 

(2.)  Latched  down, 

(3.)  Lifted  up. 

The  detailed  consideration  of  the  first  case  will  next  be 
taken  up. 

Art  35.— Oeneral  Formula  for  the  Oase  of  Bnds  Simply  Supported— Two 
Pointa  of  Support  at  Pivot  Pier— One  Point  of  Support  at  Pivot 
Pier. 

With  two  points  of  support  at  the  pivot  pier  there  usually 
arises  the  case  of  a  continuous  beam  resting  on  four  points  of 

Fi^.l 
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support,  as  shown  in  Fig.  i.  The  notations  of  the  spans  and 
bending  moments  at  the  different  points  of  support  are  suf- 
ficiently well  shown  in  the  figure.  The  points  of  support 
will  all  be  taken  in  the  same  horizontal  line,  as  the  formulae 
will  then  also  apply  to  any  configuration  belonging  to  a  state 
of  no  stress,  provided  the  truss  may  be  considered  straight 
between  any  two  points  of  support  (see  Appendix).  Any 
truss  may  be  considered  straight  when  an  equivalent  solid 
beam  has  a  neutral  surface  which  is  plane  before  flexure ; 
a  straight  solid  beam  is  "  equivalent "  to  a  straight  truss  when 
equal  moments  of  inertia  and  resistance  are  found  at  the  same 
section  in  the  two  structures. 

The  theorem  of  three  moments,  in  the  ordinary  form,  does 
not  apply,  then,  to  a  continuous  truss  with  one  chord  curved, 
and  none  of  the  following  investigations  apply  to  such  a 
case. 

Again,  in  the  span  4  there  will  be  supposed  no  load,  as 
such  is  usually  the  case.  The  load  on  /,  ought  always  to  be 
supported  on  short  girders  or  beams  resting  at  B  and  C,  for 
there  is  the  less  complication  of  stresses  in  the  trusses,  and 
consequently  less  liability  to  uncertainties  ;  besides,  such  an 
arrangement  is  probably  more  economical  in  material. 

In  the  present  case  M^  and  M^  will  each  be  equal  to 
zero. 

Let  z  denote  the  distance  of  the  point  of  application  of  any 
force,  P^  from  the  left-hand  end  of  the  left-hand  span,  or 
right-hand  end  of  right-hand  span.  In  /^,  z  would  be  meas- 
ured from  A^  while  in  4  it  would  be  measured  from  D. 

The  formula  expressing  the  theorem  of  three  moments  for 
all  supporting  points  in  the  same  level  becomes,  by  using  the 
notation  of  Fig.  i : 

n  h, 

The  symbols  ^2  and  ^2  indicate  summations  for  the  spans 
li  and  4- 
Applying  the  above  equation- to  spans  /i  and  4  ^nd  then 
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to  4  and  4  there  will  result,  bearing  in  mind  the  circumstances 
of  the  present  case : 

2M^{h^l^^M^k^\^P{l^-^z^o    .  (i). 
n 

JIf,4+2iI/a(4  +  4)  +  yii'(/8>-ir»)i?  =  o    .    (2). 

If  Eq.  (i)  be  multiplied  by  4  and  Eq.  (2)  by  2  (4  +  4)  ;  and 
if  the  results  so  obtained  be  subtracted,  there  will  at  once 
result : 

{4(4  +  4)(A  +  A)-4'}    ....    (3). 

Eq.  (i)  then  gives : 

J/,  =  -  I  ^,A  +  }.^hp{i^-^z  I  ^  2(/,+  4).  (4). 

Eq.  (2)  will  evidently  give  another  expression  for  M^  but 
it  is  not  necessary  to  write  it. 

Let  7?i,  7?j,  ifg*  and  R^  be  the  reactions  at  the  points  of 
support  A^B,  C,  and  D  respectively.  Fig.  i.  Then,  adapting 
the  formulae  for  reactions  from  the  theorem  of  three  mo- 
ments (see  Appendix)  to  the  notation  of  the  present  case, 
there  may  at  once  be  written 

Ji,  =  2P^  +  ^     ....      (5). 

R,=  2P'^l-^^l^    .    .    .    (6). 

j?.=  +i^L^.  +  ii>'      ^•.     .     .(7). 

R^^hp^  +  ^* (8). 

As  should  be  the  case,  there  is  found : 
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In  the  different  summations,  ^,  of  Eqs.  (5),  (6),  (7),  and  (8), 

-J  and  J  are  constant  quantities,  and  may  be  brought  outside 

of  the  signs  -2 ;  this  fact  will  considerably  simplify  the  actual 
summations. 

It  may  sometimes  be  convenient  to  use  the  following  equa- 
tion derived  from  Eq.  (i) : 

j»/i=- |2iif,(A  +  4)  +  ^i^(/i'-^-f}-5-A    •   (9). 

These  are  all  the  equations  necessary  for  the  solution  of 
the  case  of  two  supports  at  the  pivot  pier,  frequently  exist- 
ing if  the  turn-table  is  rim-bearing. 

If  there  is  only  one  point  of  support  at  the  pivot  pier,  the 

^  t.  3.  Z^  c 

^  ^  ^ 

case  reduces  to  that  of  a  continuous  beam  of  two  spans  only, 
as  shown  in  Fig.  2. 

As  A  and  C  are  points  of  support  only,  M^  and  Mz  are  each 
zero ;  hence  the  equation  immediately  preceding  Eq.  (i) 
gives : 

2  (A +  4) (10). 

There  will  also  result : 

i?.=ip(^i^)  +  ^«.  .  .  .  (II). 
j?.=ip^_^»+ip^_^.  .  .  (,2). 

^.=  2/'(^)+f  .     .     •     .     (13). 
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In  Eqs.  (ii),  (12),  and  (13),  also,  it  will  be  found  convenient 
in  the  actual  summations  to  bring  the  constant  quantities 

•J  and  J  outside  of  the  signs  2. 

There  is  again  found : 

7?!  +  ^,  +  i?a  =  2P  +  hp. 

These  complete  the  general  formulae  needed  for  the  case  of 
ends  supported. 

Some  very  important  deductions  are  to  be  drawn  from 
Eqs.  (5),  (6),  (7),  (8),  (II),  (12),  and  (13),  considering  them 
applied  to  bridges  with  rim-bearing  turntables. 

Those  equations  are  so  written  that  a  positive  value  of  R 

means  a  reaction  upward  in  direction,  while  a  negative  value 

indicates  a  downward  reaction. 

In  the  case  of  Fig.  i,  let  the  span  4  be  supposed  free  of 

s 
any  loads  P^  then  the  term  involving  the  summation  2  will 

disappear.  Eq.  (3)  then  shows  that  M^  will  always  be  posi- 
tive ;  consequently  Eq.  (4)  shows  that  M^  will  always  be 
negative. 

Using  these  results  in  connection  with  Eqs.  (5),  (6),  (7),  and 
(8),  it  is  at  once  seen  that  R^  and  R^  will  always  be  positive, 
while  7?8  ^^^'  always  be  negative. 

It  may  also  be  shown  that  Eq.  (5)  makes  -^i  positive  in  such 
cases  as  always  arise  in  an  engineer's  practice,  although  that 
equation  apparently  shows  that'-^i  may,  under  some  circum- 
stances, be  negative,  since  M^  is  always  negative  in  the  case 
taken,  while  (^  —  z)  is,  of  course,  always  positive. 

By  deducing  the  value  of  M^  from  Eqs.  (3)  and  (4),  and 
introducing  it  in  Eq.  (5),  there  will  result : 

/e,  =  i  [ipCA  -  ^)  -  i  (^  ^^  ^  /.)  V+ 4)  -  /.*) 

If  U  is  very  small  in  comparison  with  /,  or  4  and  if,  at  the 
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same  time^  z  is  small,  there  may  be  written  for  a  single  "  P/* 
nearly : 


^^-i\f^^-i'''^''\'' 


which  is  evidently  positive. 

If,  on  the  contrary,  4  is  small  and  s  large,  there'  may  be 
written  for  a  single  weight  P^  nearly: 

In  this  expression  /?ican  be  equal  to  zero  only  by  suppos- 
ing the  negative  quantity  within  the  brackets  to  be  larger, 
numerically,  than  it  ought  to  be,  /.  ^.,  by  making  (A  -¥  z)  —  2^, 
and  -sr  =  /i ;  hence  it  can  never  be  negative. 

If/j  =  4=r/j  =  / the  general  value  of  -^1  takes  the  form : 

If  ^  is  small,  there  results  nearly : 
If  z  is  large,  nearly : 

In  neither  case,  therefore,  can  the  reaction  be  negative. 

It  may,  consequently,  be  assumed  as  a  principle  that  if  /j  is 
small  in  reference  to  li  or  4,  or  if  it  is  equal  to  those  quan- 
tities, the  reaction  ^1,  in  the  case  supposed,  must  always  be 
positive ;  and  within  those  limits  must  be  found  all  cases  of 
swing  bridges. 

Since  any  load  on  the  span  /i  makes  the  reactions  at  A  and 
D  positive,  considered  by  itself,  so  any  load  on  4  will,  of 
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Itself,  make  the  reactions  at  D  and  A  positive.  Consequently, 
as  there  is  never  any  load  on  ^,  the  reactions  at  A  and  D  will 
always  be  positive^  and  the  ends  of  the  bridge  will  never  tend  to 
rise  from  their  points  of  support.  No  "  hammering,"  there- 
fore, can  take  place,  in  this  case,  at  the  ends. 

The  case  of  the  two  points  of  support,  B^  and  C,  taken  in 
connection  with  a  center-bearing  turn-table  will  be  considered 
further  on. 

Fig.  2  represents  tne  case  of  either  a  center  or  rim-bear- 
ing turn-table  with  only  one  point  of  support  at  the  pivot 
pier ;  the  two  cases  are  coincident  in  all  their  circumstances. 

Eq.  (id)  shows  M^  to  be  always  negative.  Consequently,  if 
there  is  no  load  on  /„  R^  and  R^  will  always  be  positive,  while 
R^  will  always  be  negative. 

When  span  Ix  carries  load,  however,  the  span  4  may,  at 
the  same  time,  support  just  enough  load  to  make  R^  equal 
to  zero ;  more  load  than  that  will  make  R%  positive,  or  upward 
in  direction. 

But  in  the  present  case  the  point  C  is  simply  a  point  of 
support^  consequently  no  negative  or  downward  reaction  can 
exist  there.  It  becomes  necessary,  therefore,  to  determine 
just  how  much  load  on  4,  combined  with  the  full  load  on  /j, 
will  make  R^  =  o.  For  this  purpose,  J/,  must  be  taken 
from-  Eq.  (lo)  and  inserted  in  Eq.  (13),  while  in  the  latter  ^3 
must   be  just   equal  to  zero.     For  the   sake  of  brevity,  let 

J  ^P  {li  —  s?)zht  represented  by  A. 

Then  from  Eq.  (10) : 

^  is  a  constant  quantity  so  far  as  this  operation  is  con- 
cerned. 

Putting  this  value  of  J/j  in  Eq.  (13)  after  making  -^8  =  0: 

2^(/i  +  4)ip(4--ff)-ip(/,«-^)^  =  ^/,  .     (IS). 
Eq.  (15)  indicates  what  disposition  of  the  load  on  the  span 
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4  will  make  ^3=0,  and  it  will  be  seen  to  be  of  very  easy 
application. 

The  determinations  of  /?i,  R^^  and  R^y  for  all  loading  in 
excess  of  that  indicated  by  Eq.  (15)  will  require  the  use  of 
Eqs.  (11),  (12),  and  (13)  as  they  stand;  for  all  loading  less 
than  that  amount,  however,  ^3  =  o,  and  the  reactions  R^  and 
/?,  are  to  be  found  by  the  simple  principle  of  the  lever,  con- 
sidering /a  as  a  simple  overhanging  arm,  or  cantilever.  These 
operations  will  be  shown  in  detail  hereafter. 

In  this  case  it  is  evident  that  "hammering  "  will  take  place 
at  the  ends  with  certain  dispositions  of  loading. 

Art.  36.— Ends  Simply  Supported — Four  Pointi  of  Support  at  Oonter — 

Bzample. 

The  general  formulae  of  the  preceding  article  will  be  applied 
to  the  truss  shown  by  skeleton  diagram  in  Fig.  i  of  PL  X,  in 
which  the  verticals  are  supposed  to  be  compression  members, 
and  the  diagonals  tension  members.  The  following  are  the 
data: 

Panel  length  —  AB  =  BC  =  %lc.  =  p  =  \2  feet. 

NO  =  00'  =  O'N'  =  8  feet. 

AA'  =  22  X  12 +  3x8  =  288  feet. 

Bd  =  20  feet.  HA  =  26  feet. 

Cc  =  21  "  Kk  =  27     " 

Dd  =  22  "  Z/    =  28     " 

Ee  =  23  "  Mm  =  29    " 

//"  =  24  "  Nn   =  30     " 

G£'=2S  "  Oo    =30    " 
Total  fixed  weight  =  1850  pounds  per  foot. 

Upper  chord  panel  fixed  weight  =  W^  =  4.5  tons. 
Lower      "  "         "  "       =  IV'  =  6.6    " 

Panel  moving  load  =  w  =  18  tons. 

No  locomotive  excess  will  be  taken,  but  a  uniform  moving 
load  of  3,CXX)  pounds  per  foot  is  assumed. 

There  are  four  supporting  points  at  the  pivot  pier,  i.  e,,  N^ 
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O^  (?',  and  N%  yet  the  truss,  as  a  whole,  may  be  divided  into 
two  systems  of  triangulation,  each  of  which  is  a  truss  in  itself, 
possessing  but  two  points  of  support  at  the  pivot  pier.  One 
of  these  systems  is  AcCeEgGkKmMoOo  0\  etc. ;  the  two 
points  of  support  are  O  and  0\  The  other  system  evidently 
is  AbBdDfFhHlLnNn'N\  etc. ;  the  two  points  of  support  are 

Each  of  the  systems  may  be  considered  as  a  truss  subjected 
to  the  action  of  the  weights  resting  at  the  apices  belonging 
to  it,  since  the  stresses  existing  in  one  system  in  no  way  af- 
fect the  other,  with  one  unimportant  exception. 

This  exception,  for  one  arm,  is  the  fact  that  the  post  Nn  is 
subjected  to  stress  in  consequence  of  any  stress  existing  in 
mno  as  a  portion  of  that  system  to  which  Nn  does  not  belong. 
If  mno  were  straight,  Nn  would  not  be  affected. 

This  exception  apparently  makes  N  a  point  of  support  for 
the  system  AcC,  etc.,  but  it  really  is  not  so,  since  the  point  n 
may  be  supposed  held  in  its  position  by  a  member  joining  the 
points  n  and  O.  All  stresses  in  the  two  systems  may  there- 
fore be  found  independently  of  each  other ;  but  the  stress  in 
mn^  considered  as  belonging  to  AcCy  etc.,  will  give  to  nN  an 
amount  of  compression  equal  to  the  stress  in  mn  multiplied 
by  the  sine  of  its  inclination  to  a  horizontal  line,  as  will  be 
seen  hereafter. 

It  is  seen,  therefore,  that  all  reactions  may  be  found  by  ap- 
plying the  formulae  of  the  preceding  article  to  each  system  of 
triangulation. 

In  the  example  taken  there  are  only  two  systems  of  tri- 
angulation, but  precisely  the  same  observations  would  hold  if 
there  were  more  than  two,  so  long  as  any  one  system  kas  no 
more  than  two  points  of  support  at  the  pivot  pier. 

In  determining  the  stresses  in  the  different  members  of  the 
truss,  the  simplest  method  of  procedure  is  to  determine  all 
the  stresses  in  the  truss  due  to  each  weight  separately,  and 
then  combine  the  results.  But  such  a  method,  however 
simple,  involves  an  amount  of  labor  entirely  unnecessary  for 
the  determination  of  web  stresses.  The  results  developed  in 
the  preceding  article  make  it  possible  to  predict  what  posi- 
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tion  of  loading  will  give  the  greatest  stresses  of  given  kinds 
to  the  web  members. 

The  office  of  all  members  in  the  arm  -/JiV  sloping  similarly 
to  cE  is  to  carry  loads,  so  to  speak,  over  to  ^,  in  order  to 
make  up  the  proper  reaction  at  that  point. 

Those  members  and  corresponding  ones  in  the  other  arm 
may  be  called  "  counter  braces,''  or  simply  "  counters^ 

Any  reaction  at  A  may  be  considered  as  made  up  of  as 
many  whole  panel  loads,  fixed  or  moving,  combined  with  a 
portion  of  one,  as  may  be  necessary  ;  this  one  will  in  general 
be  found  at  that  point  for  which  the  shear  or  ^P  is  equal  to 
zero.  It  will  always  be  found  there  if  the  chords  are  hori- 
zontal. 

It  was  shown  in  the  previous  article  that  any  load  on  either 
arm  will  make  both  the  reactions  at  A  and  A  positive.  In 
order,  therefore,  to  find  the  greatest  number  of  counters  that 
will  ever  be  subjected  to  stress,  it  will  be  necessary  to  bring 
the  moving  load  on  the  bridge  from  A\  and  then  find  the 
position  of  its  head  on  the  arm  AN,  which  will  make  that 
point  and  the  point  of  no  shear  (for  which  2P=  o,  "P  "  in- 
cluding fixed  as  well  as  moving  load)  coincide. 

As  will  be  seen,  this  position  may  easily  be  found  by  a  very 
few  trials. 

In  the  case  taken,  the  moving  load  is  uniform  in  intensity, 
but  the  above  observations  hold  equally  true  if  there  is  a 
locomotive  excess. 

Now,  the  first  counter*  needed  will  be  the  one  at  the  head  of 
the  train  in  the  position  Just  found ;  for  in  all  other  positions 
the  points  of  no  shear  will  either  be  found  at  this  same  panel 
point,  or  at  others  between  it  and  the  end  of  the  truss. 

The  greatest  stress  in  any  other  counter  will  be  found  by  plac- 
ingthe  head  of  the  train  at  its  foot,  since  the  increase  of  reac- 
tion caused  by  a  panel's  length  advance  of  the  train  will  be 
the  increase  also  of  shearing  stress  in  the  member  in  question 
(if  the  chords  are  horizontal)  consequent  upon  the  same  ad- 
vance. 

*  It  is  possible  that  such  a  one  might  not  be  subjected  to  stress,  in  which 
case,  of  course,  it  might  be  omitted. 
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Thus  all  the  greatest  counter-stresses  may  be  determined. 

The  greatest  stress  in  any  counter  of  the  arm  AN'  will 
evidently  exist  when  the  train  moves  from  A  toward  A'. 

In  connection  with  the  greatest  stress  in  any  counter  cE, 
there  should  also  be  found  the  accompanying  stress  in  the 
vertical,  as  cCj  which  cuts  its  upper  extremity,  as,  near  the 
ends  of  the  bridge,  such  stress  may  be  the  greatest  in  the 
members  in  question. 

Again,  confining  attention  to  the  arm  AN^  there  is  to  be 
found  the  position  of  the  train  which  will  give  the  greatest 
stress  to  any  web  member  which  slopes  upward  and  away 
from  Af  as  FA ;  such  members  may  be  called  "  main  braces.*' 

Since  any  load  onA'N'  causes  a  negative  reaction  at  either 
N  or  O,  the  greatest  reactions  will  exist  at  the  latter  points 
when  all  the  moving  load  resting  on  the  bridge  is  found  on 
th^rm  AN.  Remembering  in  connection  with  this,  that  a 
portion  of  every  load  resting  on  ^iV  passes  to  A,  and  the 
other  portion  to  N  or  O,  it  follows  that  fAe  greatest  sAear  in 
any  of  tAe  main  members  under  consideration  will  exist  if  tAe 
train  covers  tJie  bridge  from  A  to  its  foot.  In  this  manner  are 
determined  the  greatest  stresses  in  all  the  main  web  members 
considered. 

In  connection  with  the  greatest  stresses  in  these  web  mem- 
bers, there  should  be  found  those  existing  in  the  verticals 
which  cut  their  upper  extremities,  as  these  latter  will,  in  gen- 
eral, be  the  greatest  stresses  in  those  verticals. 

The  exceptions,  if  any,  will  be  found  near  the  ends. 

The  main  web  stresses  in  the  arm  A'N*  will  evidently  be 
found  by  bringfing  on  the  moving  load  from  A'. 

The  same  conclusions  in  reference  to  positions  of  loading 
for  the  greatest  web  stresses  may  be  arrived  at  more  elegantly 
and  concisely  by  a  consideration  of  the  shear  at  either  end  of 
the  arm  in  question. 

Let  5  be  the  shear  for  any  position  of  loading  at  either  end 
of  the  arm,  in  conformity  with  the  treatment  of  braces  or 
counterbraces,  or  span,  considered  positive  in  this  case.  Let 
n  and  n  be  the  numbers  of  fixed  and  moving  panel  loads 
respectively,  between  the  end  of  the  arm  where  .S  exists,  and 
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any  web   member.     Then    the    shear  for  that   web  mem- 
ber is: 

The  greatest  stress  in  the  web  member  considered  occurs 
when  s  is  the  greatest ;  but  s  is  the  greatest  when  (5  —  n'w)  is 
the  greatest,  since  »( fF  H-  W)  is  constant  for  a  given  section. 
But  n'w  varies  much  more  rapidly  than  5,  although  in  the 
same  direction,  consequently  {S  —  n'w)  will  be  the  greatest 
possible  when  «'  =  o. 

In  the  present  example,  for  the  left  arm  of  the  truss  and 
for  the  main  web  members,  5  would  be  taken  at  an  indefinitely 
short  distance  to  the  left  of  N  or  (?,  and  the  results  of  the 
preceding  chapter  show  that  it  will  be  the  greatest  possible 
when  the  moving  load  covers  the  whole  arm,  since  any  load 
on  the  right  arm  makes  a  positive  reaction  at  A.  But  n' 
must,  at  the  same  time,  be  the  least  possible,  or  zero.  Hence 
the  moving  load  must  extend  from  A  to  the  foot  of  the 
inclined  web  member  for  the  greatest  stress  in  it,  or  the  ver- 
tical whose  upper  extremity  it  cuts. 

For  the  counters,  5  would  be  taken  at  an  indefinitely  short 
distance  to  the  right  oi  A.  In  such  a  case  5  will  have  its 
greatest  possible  value  when  the  moving  load  covers  both 
arms ;  but  »',  as  before,  must  have  its  least  value,  /.  ^.,  zero. 
Hence  the  moving  load  must  extend  from  the  right-hand  end 
of  the  right-hand  arm  to  the  foot  of  the  counter  considered, 
for  the  greatest  stress  in  it,  or,  possibly,  in  the  vertical  cut  by 
its  upper  extremity. 

For  all  positions  of  the  moving  load  which  make  S  —  n 
{W -h  W)  < o,  or  negative,  no  counters  are  needed. 

The  equation : 

then  gives  the  panel  point  at  which  the  counters  are  to  begin. 
Ri  is  written  for  5  because  they  are  the  same  in  this  case. 

The  first  counter  is  really  found  by  this  equation,  as  will 
presently  be  seen. 
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The  preceding  observations  have  been  made  as  if  the  chords 
were  horizontal,  while  in  the  example  taken  one  is  inclined. 
They  hold,  however,  as  long  as  the  chords  are  straight^  since 
then  a  portion  of  the  whole  shear  is  to  be  considered,  which 
attains  its  maximum  with  the  whole. 

The  central  diagonals  nN\  n'N^  oO\  o'O,  are  subject  to  no 
stress  if  both  arms  are  of  equal  length,  and  if  the  loading  is 
symmetrical,  for  in  such  a  case  /?,  =  ^s  and  R^^R^, 

The  last  relation  in  connection  with  Equations  (5)  and  (8) 
of  the  preceding  Art.  gives, 

and  this  in  Equations  (5)  and  (6)  gives : 

R^  +  R^  =  hp. 

Hence  there  is  no  shear  in  the  span  4.  From  this  result  it 
at  once  follows  that  all  symmetrical  loads  produce  no  shear 
in  the  span  /,,  and,  consequently,  that  the  central  diagonals 
will  sustain  their  greatest  stresses  when  one  arm  is  covered 
with  the  moving  load  and  the  other  is  free  from  it. 

Since  all  moving  loads  make  the  end  reaction  positive,  the 
bridge  open  is  the  only  case  in  which  tension  can  exist  in  the 
upper  chords,  and  compression  in  the  lower,  near  the  ends. 
For  this  reason,  and  the  fact  that  it  will  be  advisable  to  find 
stresses  due  to  fixed  and  moving  loads,  in  the  chords,  sepa- 
rately, it  will  be  necessary  to  find  all  the  open  draw  chord 
stresses,  and  tabulate  them. 

Although  positions  of  loading  may  easily  be  assigned  for 
the  greater  portion  of  the  greatest  chord  stresses  due  to  the 
moving  load,  yet,  since  the  same  load  will  subject  some  panels 
to  different  kinds  of  stress,  according  to  its  position  in  the 
span,  it  will  be  best  to  find  all  the  chord  stresses  in  each  arm 
due  to  each  panel  moving  load,  and  combine  the  results  with 
each  other  and  those  due  to  the  fixed  load  already  indicated. 
Such  a  process,  as  will  be  seen,  does  not  involve  the  amount 
of  laboj;  which  it  may  seem  to  signify,  though  it  is  surely 
somewhat  tedious. 
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The  preceding  observations  will  enable  all  the  greatest 
stresses  in  the  bridge  to  be  determined,  and  it  is  to  be  borne 
in  mind  that  they  hold  when  l^  is  not  equal  to  4  (except  in 
the  special  case  where  equality  was  assumed),  when  the  panel 
loads  P  are  not  the  same,  and  when  there  is,  or  is  not,  loco- 
motive  excess.  It  is  also  to  be  borne  in  mind  that  each 
system  of  triangulation,  with  its  w^eights,  is  to  be  treated, 
according  to  the  principles  laid  down,  as  if  it  were  a  truss 
acting  by  itself. 

When  the  moving  load  covers,  entirely  or  partially,  one 
arm  only,  it  will  frequently  be  convenient  to  use  the  following 
formula : 

8 

Omitting  all  terms  involving  ^,  Equation  (4)  of  the  preced- 
ing Art.  may  be  written,  by  the  aid  of  Equation  (3) : 

/.       iI/,=  - 2^/3(1+  7) (I). 


The  actual  example  may  now  be  proceeded  with. 

In  each  system  of  triangulation  /i  =  4  =  /;  hence  the  gen- 
eral value  for  Mz  from  the  preceding  Art.  may  take  the 
form : 

^8=  4(/:fr4)8_^2  ;   •    •   (2). 


since  P,  the  panel  load,  is  a  constant  quantity. 

The  greatest  stresses  in  the  counters  cE^  bD,  and  bC  will 
first  be  determined. 

For  the  system  of  triangulation  AcCeEgG  .  .  .  ,  oO  the 
values  of  z,  measured  from  A^  with  quantities  depending  upon 
it,  are  the  following : 
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^=  (24)»=  576 
"  =  (48)»=  2304 
"  =  (72)»=  5184 

"  =  (96)*=  9216 
"  =  (120)'  =  14400 


(/2-^i?=  456576 

"   =  830208 
=  1037952 

=    99(3864 
"         =    624000 


3945600 

The  constant  quantities  depending  on  /  and  /,  are : 

/  =  140  feet  .-.  /*=  19600 

00  =  /j  =      8    "  .-.  1}  =        64 

(/+4)«  =  21904  ^'  =  0.05714 

4(/+4)«-tf  =  87552. 

The  fixed  load  produces  no  reaction  at  A,  hence  in  equa- 
tion (2)  P  will  be  eighteen  tons,  the  panel  moving  load  only. 
With  the  moving  load  covering  both  arms,  or  extending 

from  C  to  C,  ^\/^  -  js^)js  =  ^ (/»  -  ^) ^ ; 


p(2  +  ^)i(/^-^) 


z 


•••    ^B-  4(/  +  4/-4«       -^« 

18x2.05714x3945600  ^^o  t       *.-. 

= ^—^ — ^^-^ =  —  1668.73  foot-tons. 

87552  ^^ 

.'.  By  Eq.  (5)  of  preceding  Art.,  Ri  =  31.79  tons  ) 

♦"   "   (6)"       "        "    ;?2  =  58.21    "  j    '  '  ^^^' 

With  moving  load  extending  from  C  to  E^  the  summation 
8  1 

2  covers  the  whole  arm,  but  the  summation  2  does  not  include 

the  value  ofz^  24.     Hence  Eq.  (2)  gives  for  this  case  : 
^8=  —  1674.13  foot-tons. 
.'.     By  Eq.  (4)  of  the  preceding  Art. ; 
A/i=  1470.3  foot-tons; 
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and  by  Eq.  (5)  of  the  same  Art., 

/?j  =  18.3  tons. 

With  moving  load  extending  from  C  to  G,  the  summation 

2  remains  the  same  as  before,  but  v^alues  corresponding  to 

1 
-8:  =  24  and  ^  =  48  must  be  omitted  from  X 

By  Eq.  (2),  and  proceeding  precisely  as  before, 
3f8=  —  1683.83  foot-tons. 
.-.  i?i  =  9.05 

The  fixed  panel  load  at  A  evidently  belongs  to  the  system 
of  triangulation  under  consideration,  for  it  is  the  vertical 
component  of  the  tensile  stress  in  Ac  when  the  bridge  is  open, 
and  on  account  of  the  extra  weight  of  the  locking  apparatus, 
etc.,  it  will  be  taken  at  4  tons. 

Remembering  that  W  +  W  =  ii.i  tons,  also  that  w  =P  = 
18.00  tons,  and  making  use  of  the  result  just  obtained,  the 
number  of  counters  needed  in  the  system  taken,  and  the 
greatest  stresses  in  the  same,  can  easily  be  determined. 

With  the  head  of  the  train  at  C,  4  +  n.i  +  18  =  33.1  >  -^1 
=  31.79  ;     .•.  2P  =  o  at  C 

With  the  head  of  the  train  at  E,  the  fixed  panel  loads  act- 
ing through  A  and  C  are  less  than  Ri  =  18.3  tons  by  3.2  tons ; 
/.  2P=0  2it  E. 

With  the  head  of  the  train  at  Gj  R^  =  9.05  tons  <  4  +  il.i 
=  1 5.1  tons;  .'.  2P=  o  at  C. 

Consequently  cE  (if  subjected  to  stress)  is  the  first  counter 
needed  in  approaching  A  from  O,  and  it  will  be  subjected  to 
its  greatest  stress  when  the  load  extends  from  C  to  Ey  in 
accordance  with  principles  before  determined. 

With  the  inclined  chord  in  this  example,  web  stresses  can 
be  most  conveniently  found  by  a  combination  of  the  method 
by  moments  and  the  graphical  method,  as  indicated  in  Chap- 
ter III. 


Digitized  by  VjOOQIC 


142 


SWING  BRIDGES, 


(CSf 


rp 


I4^S} 


Taking  moments  about  c^  with  the  head  of  the  train  at  E^ 
and  dividing  by  rC=  21  feet,  there  will  result : 

Stress  in  CE  =  il^±:i^J^l±  =  4.  16.34  tons. 

Suppose  the  truss  divided  by  any  plane  cutting  the  mem- 
bers ce,  cEf  and  CE.    The 
^  shear  2P,  or  the  algebraic 

sum  of  the  external  forces 
acting  on  the  left  of   that 
section    will    be    ^1—15.1 
tons  =  3.2  tons  =  2P. 
The  lines  in  Figure  i  are  drawn  parallel  to  the  members 
indicated  by  the  letters,  and  to  a  scale  of  ten  tons  to  the  inch. 
The  Figure  gives, 

Stress  in  cE  ==  +  24  tons. 

The  greatest  stress  in  dC  will  be  found  by  extending  the 
train  from  C  to  C.  Now,  the  panel  fixed  weight  at  d  is  to 
be  taken  as  resting  on  the  other  system  of  triangulation ;  but 
since  Ac  cannot  take  compression,  A 6  and  dc  must  be  sup- 
posed to  exist,  for  this  system,  without  weight. 

Taking  moments  about  d  with  the  head  of  the  train  at  C, 
and  dividing  by  dB  =  20  feet,  there  will  result : 

Stress  in  AC=  (3^79-4)xi2  ^  ^  ^gg    ^^^^ 

20  ^ 

Dividing  the  truss  through  AC,  bQ  and  be,  and  constructing 

Figure   2    in    precisely  the  same 
/AC I  ^5-2  manner   as    before,  remembering 

that  -2P=  27.79  tons,  the  follow- 
ing results  will  be  obtained  : 

Stress  in  bC  =  -\-  29,00  tons. 
Stress  in  ^^  =  —  31.7    tons. 

The  operations  for  the  counters 
in  the  system  AbBdDfF nN 


rp 


jisi^ 
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are  exactly  similar  in  character  to  those  gone  through  for 
the  other  system,  and  they  will  need  little  explanation. 

The  constant  quantities  depending  upon  lengths  of  span, 
are  the  following : 

^  =  /a  =  /  =  132  feet.         .-.  /*  =  17424. 

4  =  24   "        .-.  H  =    576. 

(/  +  4)»  =  24336  ^=0.182. 

4(/  +  4)*-tf  =  96768. 

The  values  of  z  and  the  quantities  depending  upon  them, 
to  be  used  in  Eq.  (2)  of  this  Article,  and  in  the  equations  of 
the  preceding  Article,  are  given  in  the  following  expressions : 

jg*  =    (12)*=      144  .-.  (/*  —  5*)  ^  =  207360 

"=    (36)«=    1296  .-.  "        =  580608 

"=    (60)*=    3600  .-.  "        =  829440 

"=    (84)*=    7056  .-.  "        =  870912 

"  =  (108)"=  1 1664  .-.  *'        =  622080 

3110400 

.-.  By  Eq.  (2),  for  moving  load  on  B'B : 

M^  =  iWs  =  —  1262.43  foot-tons. 

^1  =  39-53  tons. )  ,  . 

/?,  =  50.47  tons,  f ^^^' 

For  moving  load  on  B'D  all  quantities  depending  on  -sr  =  12 

must  be  omitted  in  -5",  hence : 

^8  =  —  1269.44  foot-tons, 
^a  =  —  1171.2       "      " 
.-.     ^1  =  23.86  tons. 

For  moving  load  on  jff'T^all  quantities  depending  on  ;8r  =  i2 
1 
and  jgr  =  36  in  ^,  must  be  omitted,  hence : 

^,  =  —  1 289. 1    foot-tons. 

^2=  -    915-54     "       " 
.••    Rx  =  12.7  tons. 
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For  this  system  there  is  no  fixed  load  at  A.  When,  there- 
fore,  the  moving  load  covers  B'B  and  R^  =  39.53  tons,  ^P=-  o 
for  Z?,  since  2  (ii.i  +  18.00)  =  58.2  >  39.53  and  29.1  <  39.53. 

If  the  moving  load  covers  B'D,  2P  =  o  for  Z>,  since 
^1  =  23.86  >  II.I  and  <  29.1  tons. 

It  is  also  seen  that  2P  =  o  at  Z?  for  the  moving  load  on 
B'Ff  since  Ri  =  12.7  tons. 

The  point  of  no  shear,  for  which  2P  =  o,  cannot,  then, 
move  to  the  right  of  D.  Consequently  dD  is  the  only  counter 
needed  in  this  system,  and  it  will  be  subjected  to  its  greatest 
stress  (if  it  receives  any)  when  the  moving  load  covers  B'D. 

Assuming  this  last  condition,  and  taking  moments  about  ^, 
there  results,  after  dividing  by  dB  =  20  feet : 

Stress  in  AD  =  ^^'^^""^^  =  +  14.32  tons. 
20 


Figure  3  shows  the  stress  diagram  existing  when  the  truss 
is  divided  through  id,  dD,  and  BD.  It  is  drawn  to  a  scale 
of  ten  tons  to  the  inch,  and  gives  the  stress  in  tD  as  16.4 
tons;  2P=  12.76  tons.  The  greatest  stress  in  bB  will  be 
simply, 

6.6  +  18.00  =  +  24.6  tons; 

it  will  be  found  when  the  load  covers  B'B,  as  well  as  for  some 
other  positions. 
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The  greatest  stresses  (tensile)  in  the  counters,  considering 
bB  as  one,  are  then  : 

Stress  in  cE  =  +    2.4    tons. 
"     bD-  ^  164       " 
''     bC  -  ^  29.00     " 
"     bB-  ^  24.6       " 

It  should  be  stated  that  as  all  verticals  are  considered  com- 
pression members,  bB  is  only  subjected  to  tension  as  a  coun- 
ter ;  it  might  be  taken  as  a  tension  member  only,  with  possi- 
ble ultimate  economy,  though  more  material  would  probably 
be  required,  but  in  such  a  case  the  fixed  panel  load  at  b  would 
have  to  be  taken  as  resting  on  the  system  AcCeE,  etc. 

The  greatest  main  web  stresses  will  next  be  found. 

The  main  web  members  are  the  only  ones  subjected  to 
stress  when  the  bridge  is  open  ;  for  this  reason  the  fixed  load 
must  be  taken  into  consideration  in  the  determination  of  the 
main  web  stresses,  although  it  was  neglected  in  finding  the 
reactions  for  the  stresses  in  the  counters. 

Since  all  the  fixed  load  is  carried  directly  to  the  center  sup- 
ports, "P,"  in  Eqs.  (i)  and  (2),  and  the  general  expressions 
for  i?j,  R^y  and  R^,  will  refer  to  the  moving  load  only. 

The  secants  of  the  following  angles  will  be  needed : 

sec  AbB    =  1. 166. 
"   AcC    =  1.5 19. 
"    o(yo'   =  1.0349. 
"  »iW  =1,281. 

Also  let  the  angle  of  inclination  of  the  upper  chord  to  a 
horizontal  line  be  denoted  by  a. 

Then :  /an  a  =  10  —  120  =  0.0833 

sin  a  =  0.0831 
cos  a  =  0.9965. 

The  greatest  stress  in  -^*  will  exist  when  both  arms  of  both 
systems  are  loaded  with  the  moving  load,  for  the  reaction  at 
A  will  then  be  the  greatest.     With  the  moving  load  on  both 
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arms  it  has  already  been  found,  in  Eqs.  (3)  and  (4),  that  the 
greatest  reaction  at  A  will  be : 

31.79  +  39.53  =  71-32  tons.     Hence: 

Stress  in  Ab  =  (71.32  —  4)  x  sec  AbB  =  —  78.5  tons. 

"  Compressive  stresses  will  be  indicated  by  negative  signs. 

The  greatest  stress  (tensile)  in  ^r  will  exist  when  the  bridge 
is  open,  and  it  will  simply  be  due  to  the  fixed  panel  weight 
of  4  tons  at  A*     Hence  : 

Stress  in  Ac  =  4  x  sec  AcC  =  +  6.08  tons. 

In  some  cases  a  vertical  may  sustain  its  greatest  stress 
when  the  counter  is  subjected  to  its  greatest  stress,  but  in  the- 
example  taken  such  a  circumstance  does  not  occur.  It  may 
easily  be  found  by  trial,  for  instance,  that  Ac  and  cC  take 
their  greatest  stresses  together;  not  cE  and  cC,  If  Ac  be 
taken  to  represent  the  stress  (6.08  tons)  in  that  member,  and 
if  a  line  be  drawn  parallel  to  bn  from  A  until  it  cuts  rC,  the 
portion  found  between  c  and  the  point  of  intersection  will  rep- 
resent the  stress  in  cC  due  to  that  in  Ac.  By  the  aid  of  such 
a  triangle  there  will  be  found  : 

Stress  in  cC  =  —(3.8  H-  4.5)  =  —  8.3  tons. 

In  the  determination  of  other  web  stresses,  each  system  of 
triangulation  will  be  treated  separately  by  a  combination  of 
the  graphical  and  moment  methods,  as  was  done  in  finding 
the  counter  stresses.  The  train  will  be  brought  on  from  A^ 
panel  by  panel. 

The  most  convenient  formula  to  be  used  for  the  determina- 
tion of  the  reaction  ^1  is  that  given  in  the  previous  article, 
and  is  the  second  one  following  Eq.  (13). 

Two  force  diagrams  are  required  for  each  position  of  the 
train,  but  only  those  used  for  one  position  will  be  given,  for 
they  are  all  alike  and  very  simple. 

The  system  AcCeEgG,  etc.,  will  first  be  taken ;  and  the 
following  values  of  (/*  —  js?)Zj  belonging  to  it  and  already 
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used,  divided  by  4  (/  +  Ijf  —  /,'  =  87552,  will  be  found  con- 
venient : 

456576 


87552 

830208 
87552 

1037952 
87552 

996864 
87552 

624000 
87552 


=    5-22; 

=    948; 
=  11.86; 

=  11.39; 
=    7-13. 


2  (4  +  /) 

— ^-^j — ^   =0.0151. 

The  formula  for  Ri  is : 

As  usual,  the  general  expression  for  the  shear  at  any  sec- 
tion of  the  system  will  be  2P. 

For  brevity  the  stress  in  any  member  will  be  indicated  by 
putting  a  parenthesis  around  the  letters  belonging  to  it. 

In  determining  the  shear,  "/*,"  wi//  include  the  fixed  loady 
i.  e.f  in  general  P=  ii.i  +  18  =  29.1  tons.  The  fixed  load 
will  also  be  included  in  taking  moments  about  any  point. 

With  the  head  of  the  train  at  C,  z  has  only  the  value  24: 

/?i=  13.46  tons. 

Taking  moments  about  e\ 

(C£)=  —  10.62  tons. 

Taking  a  section  of  the  system  through  ce^  O,  and  CjE^  the 
shear  will  be : 

2P=z  (29.1  +  4)  -  /?i  =  19.64  tons. 
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The  following  diagram  (ten  tons  to  the  inch)  gives: 
(Ce)  =  +  29.7  tons. 

(ceA -r  ^ 


Figure  4  is  exactly  similar  to  other  stress  diagrams  used  in 
determining  the  stresses  in  the  inclined  web  members,  except 
that  e  will  be  usually  found  on  the  left  of  cC. 

^fO 

c 


Figure  5  shows  a  diagram,  or  triangle,  exactly  similar  to  all 
figures  used  in  determining  stresses  in  the  verticals,  ac  is 
parallel  with  the  upper  chord,  and  ab  is  vertical,  and  in  Fig.  5 
represents  the  partial  stress  due  to  {Ce)  in  {eE)  to  a  scale  of 
ten  tons  to  the  inch. 

/.  {eE)  =  -  (18.9  +  4.5)  =  -  23.4  tons. 
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Head  of  train  at  E. 
s  has  the  values  24  and  48 ;  .'.  i?i  =  22.7  tons,  and  2/'=  39.5 
tons.    Taking  moments  about  g\ 

{EG)  =  —  29.95  tons. 

By  taking  a  section  through  eg^  Eg  and  EG^  the  diagrams 
give: 

{Eg)  =  +  56.0  tons. 

{gG)  =  -  (37.4  +  4.5)  =  -  41.9  tons. 

Head  of  train  at  G. 

z  has  the  values  24,  48,  and  72 ;  .-.  R^  =  28.27  tons,  and 
2P=  63.03  tons.    Taking  moments  about  k : 

{GK)  =  -  68.9  tons. 

By  taking  the  section  through  gk,  Gk  and  GK^  the  diagrams 
give: 

{Gk)  =  +  83.0  tons. 

{kK)  =  -  (57.8  +  4.5)  =  -  62.3  tons. 

Head  of  train  at  K. 

s  has  the  values  24,  48,  72,  and  96 ;  .•.  R^  =  30.83  tons,  and 
2P=  89.57  tons.    Taking  moments  about  fn\ 

{KM)  =^  -  i2g.Si  tons. 

By  taking  the  section  through  km,  Km  and  KM,  the  dia- 
grams give : 

{Kni)  =  +  109.2  tons. 

i^M)  =  -  (78.8  +  4.5)  =  -  83.3  tons. 

Head  of  train  at  M, 

z  has  the  values  24,  48,  72,  96,  and  120 ;  .-.  i?i  =  3146  tons, 
and  2P^  118.04  tons.  In  this  case  moments  must  be  taken 
about  M,  and  the  stress  in  mn,  consequently,  will  be  found. 


Digitized  by  VjOOQIC 


I  JO  SWING  BRIDGES. 

Taking  such  moments  (the  lever  arm  of  {mti)  is  29  y.cosa  = 
28.9  feet) : 

{mti)  =  127.6  tons  (tension). 

By  cutting  mUy  Mo  and  MN^  the  diagrams  give : 

{Md)  =  +  129.5  tons. 
Vertical  component  of  (Mo)  =  107.5  ^^^^s. 

The  apparent  compression  in  oO  will  be  the  reaction  R^  at 

0\  it  will  be  interesting  to  find  R^  (at  O')  and  R^  (at  A)  also. 

Equations  (2)  and  (i)  give,  after  omitting  all  terms  involv- 

8 

ing  2: 

M^  =  46.33  foot-tons, 
il/a  =  —  1 7 14.2 1  foot-tons. 

Hence,  from  the  general  formulae  of  the  previous  article : 

R^  =  278.6  tons. 
i?j  =  —  220.4  tons. 
-^4  =  0.33  tons. 

It  is  important  to  notice  the  large  negative  value  of  R^ 
The  apparent  fixed  load  supported  at  d?  is : 

6  X  II. I  +  4.0=  70.6  tons. 

The  word  ^^ apparent''  has  been  used  because  the  general 
formulae  for  the  reactions  are  really  based  on  the  supposition 
that  a  compression  member  extends  from  n  to  d?,  or,  that 
there  exists  something  equivalent  to  that  arrangement,  and 
that  it  belongs  to  this  system  only.  As  the  system  actually 
stands,  however,  a  part  of  the  reaction  R%  =  278.6  tons  will 
be  found  at  -A^;  this  part  is  the  vertical  component  of  (#««.) 

Vert.  comp.  of  {mn.)  =  127.6  x  sin  a  =  10.6  tons. 

Consequently : 

(oO)  =  -  (278.6  +  59.5  +  4-5  -  10.6)  =  -  332.0  tons. 
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Or  indirectly,  by  using  the  vertical  component  of  {Mo)  and 
^3  and  Ri\ 

(oO)  =  -  107.5  -  4-5  -  (220.4  -  0.33)  =  -  332.07. 

The  agreement  is  nearer  than  will  frequently  be  found. 
The  diagram  which  gave  {Mo\  gives  also : 

(MO)  =  -  199.00  tons  =  ((9(7). 

Or,  by  taking  moments  about  o,  of  the  fixed  load  of  the 
right  arm,  and  of  R^  and  R4 : 

(MO)  =  (—  220.28  X  8  —  0.12  X  16  —  55.5  X  76  —  4  X  148  + 
50.46  X  8  +  0.33  X  148  +  9.04  X  I6)-^  30=  —  199.23  tons, 

an  agreement  sufficiently  close. 

The  terms  of  this  equation  allow  for  the  modified  reactions 
at  O'  and  -A^'  in  a  manner  that  will  be  shown  farther  on. 

There  remains  only  to  be  found  the  stress  in  oO' ;  and 
evidently : 

(oO')  =  —  (i?,  4-  0.12  4-  i?4)  X  secoOW  =  +  227.65  tons. 

The  amount  (+0.12  ton)  is  the  vertical  component  of 
+  (m'n')  caused  by  R4  (at  A')  =  0.33  tons.  In  other  words,  it 
is  that  part  of  i?j  found  at  N\ 

The  system  AdBdD/F,  etc.,  will  next  be  taken  up.  The 
values  of  (/*--^)ir,  divided  by  4{/ +  l^f  ^  l^,  are  the  fol- 
lowing : 

207360 


96768 


=  2.14; 


580608      ^ 

\:    ^o    =  6.00; 
96768  ' 

829440  __ 

96768  -^'57' 

870012 
-^68  =  9-°°' 
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622080 


96768 


=  6.43. 


-A__i/=  0.0179. 

Head  of  train  at  B. 

s  has  the  value  12 ;  .-.  i?i  =  1 5.68  tons,  and  -2P=  29.1  —if, 
=  13.42  tons.     Taking  moments  about  d\ 

{BD)  =  —  6.09  tons. 

By  taking  a  section  through  bdy  Ed,  and  BDy  the  diagrams 
give: 

{Bd)  =  +  21.3  tons. 

IdD)  =  —  (12.9  +  4.5)  =  —  17.4  tons. 

Head  of  train  at  D. 

z  has  the  values   12  and    36;     .-.     i?i  =  26.83   tons,  and 
2P=  31.37  tons.     Taking  moments  about/*: 

(DF)  =  —  20.22  tons. 

By  taking  a  section  through  df  Df  and  DFy  the  diagrams 
give : 

(Df)  =  +  46.00  tons. 

(/P)  =  -  (30.00  +  4.5)  =  -  34.5  tons. 

Head  of  train  at  F. 

z  has  the  values  12,  36,  and  60 ;     .'.     R^  =  33.89  tons,  and 
2/^=  53.41  tons.     Taking  moments  about  h\ 

{FH)  =  -  57.68  tons. 

By  taking  a  section  through  /A,  /%,  and  FH^  the  diagrams 
give: 

(/%)  =  +71.3  tons. 

(AH)^  —  (48.1  4-  4.5)  =  —  52.6  tons. 
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Head  of  train  at  H. 
z  has  the  values  12,  36,  60,  and  84  ;     .-.     Rx  =  37-54  tons, 
and  2/*=  78.86  tons.    Taking  moments  about  /: 

(//Z)  =  —  104.63  tons. 

By  taking  a  section  through  A/,  ///,  and  HL^  the  diagrams 

give: 

{HI)  =  +  99.6  tons. 

\lL)  =  -  (70  +  4.5)  =  -  74-5  tons. 

Head  of  train  at  L. 
z  has  the  values  12,  36,  60,  84,  and  108  ;     .*.     R^  =  38.75 
tons,  and  '2P  =  106.75  tons.     Taking  moments  about  n  • 

(LN)  =  —  178.7  tons. 

By  taking  a  section  through  /»,  Z«,  and  LNy  the  diagrams 
give: 

{Ln)'=-  +  124.5  tons. 

{Iti)    =  4-  102.5  tons. 

Vert.  comp.  of  {Lri)  =  98.00  tons. 

That  portion  of  the  stress  in  nN  due  to  the  stress  in  In 
is: 

102.5  X  sin  or  =  8.52  tons. 

The  compression  in  nN  will  be  the  reaction  R^  added  to 
the  fixed  load  of  one  arm  of  this  system  and  the  vertical  com- 
ponent of  {mti)^  10.6  tons,  determined  for  the  other  system. 
The  moments  M^  and  M^  must  therefore  be  determined  for 
this  system.     Eqs.  (2)  and  (i)  give  : 

M^  =  105.3  foot-tons. 
J/2  =  —  1368.9  foot-tons. 

The  general  formulae  of  the  preceding  article  then  give : 

Ri=  1 12.7  tons. 
i?j  =  —  62.23  tons. 
R4  =  0.8  tons. 
.-.  (»i?V0=-(98.oo4-8.52-(i?a+^4)  + 10.6+4.5)=  — 183  05  tons. 
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As  a  check,  with  this  position  of  load,  the  vertical  com- 
ponent of  {Ln)  added  to  {In)  x  sin  a  and  i?i,  should  equal  the 
total  load  on  one  arm,  ^  ^.,  5  x  (i8  +  ii.i)  tons. 

The  results  obtained  give : 

98.00  +  8.52  +  38.75  =  145.27  tons. 
But,  5  X  (18  +  ii.i)  =  145.50    " 

The  agreement  is  close. 

The  shear,  or  vertical  component,  in  {nN')  is 

-  (/?8  +  R^  =  61.43'tons;     .-. 

{nN')  =  4-  61.43  X  ^^<^  nN'n  =  +  78.69  tons. 

Evidently :  {LN)  =  {NN'). 

This  completes  the  determination  of  the  greatest  web 
stresses ;  those  in  the  chords  remain  to  be  found. 

As  has  been  seen,  the  chord  stresses  at  the  centre,  with  the 
moving  load  on  one  arm,  were  found  in  connection  with 
the  center  web  stresses,  because  the  same  diagrams  gave 
both. 

The  reactions  which  are  in  general  necessary  to  the  de- 
termination of  the  chord  stresses,  arising  from  the  applica- 
tion of  the  moving  load,  are  ^1  and  R4.  Since  the  two  arms 
in  the  present  case  are  perfectly  symmetrical,  it  will  only  be 
necessary  to  suppose  a  single  weight,  P,  applied  successively 
to  the  different  panel  points  of  one  arm.  The  weight  7^=  18 
tons  will  be  taken  as  applied  to  the  arm  /i;  consequently 
there  will  be  no  load  on  4. 

For  a  single  weight  Eq.  (5)  gives : 

Eq.  (2),  in  connection  with  Eq.  (8)  of  the  preceding  article, 
gives: 
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The  numerical  values  of  -7)  -  7v,    -ig  already  determined, 

can  be  most  conveniently  used  in  the  following  operations. 
The  system  AcCeE^  etc.,  will  first  be  taken. 

2  [     j^  M  =  0.01 5 1  ;  yj  =  0.00C41. 

P=  18  tons. 

P  X  2  (-^2-^)  =  0.2718 ;      -P  7I  =  0.00738. 

P  at  panel  point  C. 
^  =  24  ft.  -^1  =  13.50  tons.  ^4  =  0.039  ton. 

P  at  panel  point  E. 
^  =  48  ft.  Ri  =  9.25  tons.  7?4  =  0.07  ton. 

P  at  panel  point  G. 
-ff  =  72  ft.  Ri  =  5.52  tons.  i?4  =  0.088  ton. 

P  at  panel  point  K. 
-sr  =  96  ft.  i?i  =  2.5s  tons.  i?4  =  0.084  ton. 

P  at  panel  point  M. 
£1=  120  ft.  -^1  =  0.645  ton.  -^4  =  0.053  ton. 

Only  two  decimals  in  all  the  values  of  ^1,  except  the  last, 
have  been  retained ;  however,  if  three  had  been  retained,  the 
sum  of  those  values  would  give : 

2Ri  =  31.468  tons. 
Also  2R,=    0.334    " 

These  agree  well  with  the  values  already  found  by  taking 
all  the  loads  together. 
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For  the  system  AbBdD,   etc.,  the   following  values  are 
found : 


2 


\^-jt-)  =  0.0179.  71  =  0.00137, 

Px  2  (--Jf-'J  =  0.3222.  i^  X  yi  =  0.02466. 

P  at  panel  point  B. 
^  =  12  ft,  -^1  =  15.67  tons.      -  ^4  =  0.053  ton, 

P  at  panel  point  D. 
i;=:36ft.  i?i  =  11.153  tons.  i?4  =  0.148  ton. 

P  at  panel  point  F. 
i?  =  60  ft.  ^1  =  7.05  tons.  Ri  =  0.212  ton. 

P  at  panel  point  H. 
;?  =  84  ft.  Ri  =  3.652  tons.  R^  =  0.222  ton. 

P  at  panel  point  L. 
z  =  108  ft.  R^  =  1.204  tons.  -^4  =  0.159  ton. 

Taking  the  sums  of  the  reactions : 

2^1  =  38.729  tons. 
i^i?4=    0.794    " 

These  last  also  agree  closely  with  the  values  found  by 
taking  the  train  on  BL. 

These  operations  constitute  good  checks  on  the  numerical 
work. 

The  stresses  for  the  loads  on  the  system  AcCeE^  etc.,  will 
first  be  found. 

It  will  be  assumed  that  the  counters  come  into  action  when 
it  is  possible  for  them  to  do  so.  The  counter  bC  will  then  be 
under  stress  for  all  moving  loads,  on  this  system,  in  the  left 
span,  while  both  bC  and  cE  will  be  under  stress  for  moving 
loads  at  and  on  the  right  of  E. 
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Such  an  assumption,  or  some  o^her  one  no  better,  must  be 
made  in  order  to  avoid  ambiguity.  Such  defects  always 
accompany  the  existence  of  counters. 

The  chord  stresses  for  each  panel  load,  P,  will  be  found  by 
the  method  of  moments,  and  will  be  shown  in  detail  for  one 
panel  load  only,  as  the  operations  are  exactly  alike  for  all. 

Let  the  panel  moving  load  be  taken  at  E. 

R\       =  9-25  tons.        /.        i?i  X  12  =  1 11.00. 

\bc)     =  -^ — =  —  10.61  tons. 

^    ^  Cc  y,  cosa 

(eg)     =    -T  =  —  19.37  tons. 

^^^  Ee  X  cos  a  ^  '^' 

,    J.        —  6^1  X  12  +  2  X  18  X  12 

{gk)    = 75 =  —  9.4  tons. 

^^  ^  Ggy.  cos  a  ^ 

,-    .         —  8^1  X  12  +  4  X  18  X  12 

(kfn)   = = — i^ =  —  0.9  tons, 

^      '  Kk  X  cosa  ^ 

,      .        —  10^1  X  12  4-  6  X  18  X  12 

{mn)  = jrj: =  +  0.44  tons. 

^      '  Mm  X  cos  a  ^^ 

(nN)  =  —  {mn)  sin  a=  — 0.535  tons. 

(no)    =  (mn)  cosa=  +  6.42  tons. 

/  >t^v      ^1  X  12 

/^f7\       2^t  X  12  ^  ^ 

{CE)  =  — ^ =  +  10.6  tons, 

,  y,^^      6/?i  X  12  —  2  X  18  X  12  -  ^ 

{EG)  =  — -^ =  4-  9.36  tons. 

,^-^      8i?i  X  12— 4  X  18  X  12 

{GK)  =  —} -£r =  +  0.9  tons. 
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{KM)  = j^ =  -  6.41  tons. 


{MN)  =  {NO)  =  {0a)  =  ^'  ^  140  + Wx  8-  18  X  92^ 

—  1 1.9  tons. 


Oo 


By  exactly  the  same  method  the  stresses  in  the  following 
tables  are  found : 


{be) 

(<r) 

W 

ifg) 

(gk) 

{km) 

{mn) 

/'ate 

-15.5 

-9-43 

-    4-34 

0.00 

+  3.74 

FbXG 

-6.33 

-11.55 

—  16.00 

-3-64 

+  7-00 

Fz!tX 

—  2.92 

-    5.3^ 

-    7.37 

—  9.10 

+  4.36 

PatM 

-0.74 

-    1-35 

-    1.87 

-2.3 

-2.68 

{AC) 

{CJS) 

{£G) 

{G/n 

{/iTM) 

(J\rn) 

M 

(MO') 

PfLlC 

+  8.1 

+  9-4 

+  4.32 

0.00 

-372 

-0.31 

+  3.73 

—  6.52 

PtLtC 

+  3-31 

+  6.31 

+  15.9 

+  362 

-6.95 

—  0.58 

+  6.98 

-14.86 

PrxA- 

+  1-53 

+  2.92 

+    7-34 

+  9.06 

-4.34 

—  0.36 

+  4-34 

-14.4 

PatM 

+  0.39 

+  0.74 

+   1.86 

+  2.29 

+  2.67 

+  0.22 

—  2.67 

-  8.93 

Since  all  the  loads  on  the  left  arm  produce  the  same  kinds 
of  stresses  in  the  panels  of  the  right,  all  of  those  loads  may 
be  taken  as  acting  together  in  finding  the  stresses  in  the  sys- 
tem A'c'CVE,  etc.  The  reaction  (upward)  at  A'  will  then 
be  2R^  =  0.334  tons. 

By  taking  moments  precisely  as  before,  there  will  result : 


{c'd')    =  -  0.38  tons. 
(c'g')   =  -  0.70    " 
{^'k')  =  -  0.96    " 


(no')    =  —  T.4    tons. 
{A'C')=  +0.2      " 
(C'E')  =  +  0.38    " 
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{km)   =  —  1.19  tons.      {EG)     =  +  0.96  tons. 
{m'n)   =  -  1.39    •"  {G'K')    =  +  1.19    " 

{N'n')  =  +  0.1 16  "  {K'M')  =  +  1.38    " 

{M'N')  =  {N'O')  =  -  {00)  =  +  1.53  tons. 

The  stresses  in  the  system  AbBdDy  etc.,  are  next  to  be 
found,  and  although  the  operations  are  precisely  the  same  as 
those  shown  in  the  other  system,  the  expressions  for  the 
stresses  caused  by  one  panel  load  will  be  given  in  detail. 

As  before,  it  will  be  assumed  that  the  counter  comes  into 
action  whenever  possible. 

Let  the  panel  load  at  B  be  taken.  The  following  stresses 
will  then  be  found  : 

(*^)    =  -DiT^ =  -  9-43  tons. 

^     ^         Box  cos  a  ^    ^ 

fjx\  —3^1x12  +  2x18x12  ^^^a. 

{df)    =      ^    ^^  ,      =  -  6.03  tons. 

'  Dd  X  cos  a 

t  xi.\         —  5/?iX  12+4X  i8x  12  ,     . 

{fh)    =  — 5_i    1 =  -  3.19  tons. 

^     '  fF  X  cosa  ^ 

ftr\  — 7i?iX  I24-6X  i8x  12  ^^o*. 

{kl)     =  — - — =-=^^ =  —  0.78  tons.  • 

^     ^  Hh  X  cos  a 

.J.  —  9/?iXi2  +  8x  i8x  12       .   ,^0. 

(/«)     =  — ^      r  J =  +  1-28  tons. 

^    '  LI  X  cos  a 

C^^)=^?^=+ 9.4  tons. 


C^Z>)=3/?>xi2-^2xi8xi2^_^g 


Dd 


01  tons. 


^  TM7\      5^1x12—4x18x12       .        o -. 
V^-^)  =  ^— ^ -j^ =  +  3- 18  tons. 

^  T7ZT^      7/?iX  12  —  6x  i8x  12 

K^J^H)  =  '—^ -j^ =  +  0.78  tons. 
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fTTT\        Oi?iX  12  —  8x  l8x  12 

{HL)  =  ^—^ — =  —  1-27  tons, 

/rxr\         fiiTii7>\         II-^iX  12— lOX  I8X  12 

{LN)  =  {NN')  = ^ ^^^- =  -  3.05  tons. 

The  same  method  gives  the  following  tables : 


m 

(A) 

ihl) 

(/«) 

PutD 

—  18.31 

—  9.99 

-    2.8 

+  329 

PzXF 

—  11.58 

-  17.69 

-    6.18 

+  3.68 

P9XII 

—    6.00 

—  9.16 

-  11.83 

+  1.36 

P^\L 

-    1.9 

-  3.01 

-    3.88 

-4.64 

{AD) 

(DF) 

(FH) 

KHL) 

{LN^ 

P^tD 

+  6.69 

+    9.88 

+    2.79 

-3.28 

-    8.54 

PmiF 

+  4.26 

+  17.63 

+    6.16 

-3.67 

—  12.18 

p&tir 

+  2.19 

+    9- 13 

+  II. 8 

-1.35 

-  12.74 

PzHL 

9 

+  0.72 

+    300 

+    3-87 

+  4.63 

-    9.12 

For  the  stresses  in  the  same  system  in  the  right  arm,  the 
panel  moving  loads  at  By  Dy  Fy  //,  and  L  will  be  taken  as 
acting  together.  The  reaction  at  A  will  be  ^^4=0.794 
ton,  and  precisely  the  same  method  by  moments  gives  the 
following  results : 

{Vf)   =  -  1.3    tons.  {A'U)    =  +  0.48  tons. 

(/'A')  =  -  1.99     "  {DF)  =  +  1.99    " 

(A7')  =  -  2.57     "  (F'//')  =  +  2.56    " 

(/'«')   =  -  3.07     "  (HX")  =  +  3.06    " 

(rJST)  =  -  (««')  =  +  3.5  tons. 

The  chord  stresses  caused  by  the  fixed  weights  alone  still 
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remain  to  be  determined.  These  stresses  exist  when  the 
bridge  is  open,  also  when  it  is  closed  and  unloaded.  Conse- 
quently the  counters  do  not  sustain  stress. 

The  same  method  by  moments  will  be  used  for  the  lower 
chord,  but  all  the  weights  will  be  taken  together. 

The  system  AcCeE^  etc.,  will  be  taken  first. 

Taking  moments  about  ^,  ^,  g^  ky  and  nty  respectively,  there 
will  result,  by  taking  w^^W^-  W*  =  ii.i  tons: 

(^0=-^= -4.57  tons. 
^^^  ^  _  «>.x  24  +  4x48  ^  _  ,^^  t^„3^ 

^EG)  =  -  ^"'»<36  +  4x72  ^  _  ^3.50  t^„3^ 
(GK)  =  -  3«'.x48  +  4X96  ^  _  ^3 ^  ^^^^ 

{KM)  =  -  {no)  =  -  ^--^ =  -  108.4  tons. 

The  upper  chord  stresses  are  determined  by  simply  divid- 
ing the  lower  by  cos  or,  or  multiplying  them  by  sec  at.  This 
method  might  have  been  followed  in  finding  all  the  upper 
chord  stresses.     Hence : 


(ce)  =  ^^  =  +  4.57  tons. 
^        cos  a 

(eg)  =  i L  =  +  20.00  tons. 

^^  ^       cos  a 

{gi)  =  L-Q-  =  +  43.70  tons- 
^**   ^       cos  a 

(^)  =  ^:^^=+ 737  tons. 


COS  a 


II 
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{mn)  =  ^^Ml  =  +  108.8  tons. 
^         cos  a 

Also,  —  {mn)  sin  a  =  {Nn)  =  —  9.04  tons. 

Hence,  by  taking  moments  about  O : 

(MM')  =  -  (00^  =  -  S«^ix68  +  4  X  140-9.04  x  8  _ 
^  0^  =  30 

—  142.07  tons. 

The  expression  for  {MO)  given  on  page  49  will  now  be 
easily  understood  by  taking  into  consideration  the  values 
given  above  for  {Nn)  and  {N'n'). 

The  chord  stresses  induced  by  the  fixed  load  in  the  system 
AbBdDy  etc.,  are  found  in  exactly  the  same  manner ;  conse- 
quently the  expressions  for  the  moments  will  not  be  given. 
The  following  are  the  stresses : 

{BD)  =  —  12.1    tons.  {df)  =  +  12.1  tons. 

{DF)  =  -  33.3       "  (/A)  =  +  334    " 

{Fff)=^6i.s      "  (A/)  =+61.7     *• 

(/^z)  =  - 95.14  '•  (/«)=  4-95.5   "    . 

{LL')  =  —  {nn)  =  —  133.2  tons. 

Out  of  all  these  results  the  greatest  chord  stresses  are  to  be 
found.  The  operation  is  a  very  simple  one ;  it  consists  simply 
in  inspecting  the  previous  results  and  taking  the  algebraic 
sum,  for  any  one  panel,  of  the  fixed  load  stress  and  all  the 
stresses  of  the  same  or  opposite  kind  caused  by  the  moving 
load.  It  should  be  remembered  that  no  calculations  for 
moving  panel  loads  on  the  right  arm  are  needed,  since  the 
truss  is  symmetrical  in  reference  to  the  center.  If  the  truss 
were  unsymmetrical,  such  calculations  would  be  necessary. 
The  greatest  tensile  stress  in  ;««,  for  example,  is  found  with 
moving  panel  loads  at  C,  E,  G,  K,  £,  D,  F,  and  If,  and  its 
value  is : 

6.44  +  3.74  +  7.00  4-  4-36  +  1.28  +  3-29  +  3-68  +  1.36  +  108,8 

+  95.5  =  +  23545  tons. 
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The  preceding  results  show  that  the  only  tendency  to  com- 
pressive stress  in  mn  is  caused  by  the  moving  loads  at  L  and 
My  and  those  on  the  right  arm.  The  combined  effect  of  such 
loads  is : 

{mn)  +  {In)  +  {niti)  +  (/V)  =  -  (2.68  +  4.64  +  1.39  4-  3-07)= 

—  11.78  tons. 

As  this  is  less  than  108.8  +  95.5  =204.3  tons,  the  fixed. 
load  tensile  stress  {inii)^  can  never  be  changed  to  compression. 

Again,  the  fixed  load  only  causes  tensile  stress  in  ef^  and 
its  amount  is : 

20.00  -h  1 2.1  =  32.1  tons. 

The  tendency  to  compressive  stress  by  the  moving  load  is: 

-  (9-43  +  19.37  +  "-55  +  5-34  +  1-35  +  6.03  +  18.31  +  11.58 
+  6.00  -h  1.9  +  0.70  +  1.3)  =  —  92.86  tons. 

Hence,  3.21  —  92.86  =  —  60.76  tons 

is  the  greatest  compressive  stress  in  ef. 

These  operations  are  sufficient  to  show  the  simple  methods 
of  combination  in  all  cases.  Such  methods  give  the  following 
greatest  chord  stresses : 


ipc)    = 

—  85.00  tons, 

{cd)    =  +   4.57  1 

tons' 

-97.76  " 

{de)    =  +  16.67 

ti 

;  -82.26  " 

(</")  =  +  32.10 

u 

;  -60.76  " 

Ug)   =  +  53.40 

(( 

;  -  39.37  " 

{gh)   =  +  77.10 

It 

-  7.87  " 

{hk)    =  +  10540 

tt 

{kl)   =   +  135.40 

u 

{Im)  =   +  178.81 

tt 

{mn)  =  -h  235.45 

tt 

{no)   =   4-  263.07 

tt 

{00')  =  +  275.27 

tt 
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{AB)   =  —   4.57  tons;  +  38.25  tons. 

(BC)   =  -  16.67  "  ;  4-  22.76  " 

(CD)    =  -  32.CX)  "  ;  +  18.70  " 

(DE)    =  -  53.20  "  ;  +  21.96  " 

(EF)  =  -  76.80  "  ;  -f  7.75  " 

{FG)   =  ■*  105.00  " 

(GH)  =  -  134.92  " 

(HK)  =  -  178.13  " 

(KL)   =  -  234.53  " 

(LM)   =  -  308.65  " 

(MN)  =  -  377.51  " 

(NO)   =~  423-17  " 
(00)   =  -  479.81  " 

The  portions  cA  of  the  upper,  and  AF  ot  the  lower  chord 
must  be  counterbraced ;  also  corresponding  portions  in  the 
right  span. 

These  chord  stresses  are  obtained,  as  has  been  seen,  by 
treating  each  panel  weight  in  each  system  separately ;  there 
IS  consequently  involved  the  condition  that  the  members 
Nn\  N'n,  Oo\  and  oO'  are  subjected  to  stress  when  the 
moving  load  covers  the  whole  bridge  from  end  to  end.  Such 
stresses  may  or  may  not  exist,  in  reality,  sincd  the  shear  will 
be  zero  at  the  center  in  either  case,  consequently  no  little 
ambiguity  arises  in  regard  to  the  centre  chord  stresses  (nd)^ 
{00),  {NO),  and  {00').  This  will  be  at  once  apparent  if  the 
center  diagonals,  named  above,  be  omitted,  and  if  the  chord 
stresses  be  found  on  that  supposition,  the  moving  load  being 
taken  over  the  whole  bridge. 

For  the  system  AcCeE,  etc.,  ^1  =  31.468  +  0.334  =  31.8 
tons;  {^n)  =  —  1.785  +  0.34  =  —  1445  tons. 

Taking  moments  about  m  : 

-  (KM)  =  {no)  = '- ^ =  +  174  tons. 


Taking  moments  about  O : 

B  —  ^1  X  140—  1.44 
Oo 

+  55.21  tons. 


-  (MM')  =  K)  =  5  xz.x68-i?,^x  140-1.445x8  ^ 
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Again,  for  the  system  AbBdDy  etc.,  R^  =  38.729  +  0.794  = 
39.52  tons.     Taking  moments  about  N\ 

iT  Tt\      f     f\       5  X  z£/  X  72  —  7?i  X  132 
-  (LU)  =  {nn')  =  ^ (-^ '- ^  =  +  42.10  tons. 

These  are  moving  load  stresses,  and  by  combining  them 
with  the  fixed  load  stresses,  as  already  given,  there  will  result : 

(no)  =  133.2  +  108.4    +  42.10  +17.4    =  +  301.10  tons. 
{00')  =  133.2  +  142.07  +  42.10  +  55.21  =  +  372.58     „ 
{MM')  =  -  372.58  tons. 

Now,  if  the  moving  load  be  taken  over  the  whole  of  both 
arms^  the  preceding  results,  by  single  weights,  give : 

{no)  =  +  252.00  tons;  {00)  =  +  265.21  tons;  {N0)=  —421.64 
tons;  and  {00')=  —479.81  tons. 

Thus  the  differences  tetween  the  results  of  the  two  methods 
are  seen  to  be  very  great. 

The  amounts  of  these  differences  are  the  horizontal  com- 
ponents of  the  greatest  stresses  in  the  center  diagonals. 

This  ambiguity  also  exists  for  any  even  number  of  equal 
weights  symmetrically  located  in  reference  to  the  center. 

Omitting  the  center  diagonals  for  a  symmetrical  load  over 
both  arms  is  simply  equivalent  to  omitting  the  negative 
reactions  for  that  load,  and  it  certainly  seems  reasonable  to 
do  so. 

Some  of  the  greatest  chord  stresses  are  caused  by  positions 
of  loading  which  are  not  likely  to  occur  often,  but  they  are 
possible,  and  should  be  guarded  against.  The  following  ex- 
amples  illustrate  this  matter. 

For  {HK)  =  —  178.13  tons,  moving  loads  are  found  only  at 
B,  D,  F,  and  H\  and  the  same  is  true  for  {Im)  =  +  178.81 
tons. 

For  {NO)  =  —423.17  tons,  the  moving  load  must  cover  the 
whole  of  the  left  arm,  and  be  found  also  at  the  points  B',  D^ 
F,  If,  TJ  in  the  right ;  while  for  {no)  moving  loads  are  taken 
at  C,  E^  G,  and  K  only. 
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The  advisability  of  finding  the  chord  stresses  by  single 
weights  may  now  be  appreciated,  though  it  could  have  been 
anticipated  that  the  nnoving  load  on  the  whole  bridge  would 
cause  the  greatest  compression  in  the  upper  chord  and  ten- 
sion  in  the  lower,  near  the  extremities. 

Collecting  and  arranging  the  greatest  web  stresses : 

(cE)    =  +      2.4  tons. 

ifiC)  =  +    29.0b  " 

\Ab)  =  -    78.50  " 

{Ac)   =  +      6.08  " 

\Bd)  =  -h    21.30  " 

\Ce)    =  +    29.70  " 

(Df)  =  +    46.00  " 

{Eg)   =  -f    S6.00  " 

(FA)    =  +    71.3  " 

(GJt)  =  +    83.0  " 

{HI)  =  +    99.6  " 

(ATw)  =  +  109.2  " 

(Ln)    =  +  124.5  " 

(Mo)  =  +  129.5  " 

(oO)  =  +  227.7  " 

The  vertical  tB  is  the  only  web  member  which  must  be 
counterbraced. 

Reviewing  the  whole  work,  perhaps  the  most  striking  points 
are  the  large  negative  reactions  at  the  center  when  the  mov- 
ing load  covers  one  arm  only. 

It  has  been  seen  that  a  small  distance  between  the  points 
of  support  at  the  center,  for  any  system,  causes  very  large 
negative  reactions.  Hence,  to  make  those  reactions  as  small 
as  possible,  that  distance  should  be  as  great  as  possible. 

These  negative  reactions  may  be  so  great  as  to  require 
special  weights  to  be  used  at  the  center  to  Ao/d  down  the 
points  of  support.  At  O'  or  d7,  for  instance,  the  negative  re- 
action may  be  220.4  —  0.12  =  220.28  tons,  and  this  will  exist 
with  no  moving  load  on  one  arm,  consequently  it  must  be 
balanced  by  the  fixed  weight  of  the  system  AcCeEy  etc, 
and  a  portion  of  the  weight  at  the  turn-table. 


(bD) 

= 

+ 

16.4  tons. 

{bB) 

= 

+ 

24.6 

(( 

(bB) 

= 

— 

4.5 

« 

{cC) 

= 

— 

8.3 

i( 

(dD) 

= 

— 

17.4 

« 

{eE) 

= 

— 

234 

u 

i/n 

= 

— 

34-S 

u 

(^ 

= 

— 

41.9 

11 

(AH) 

= 

— 

52.6 

u 

{kK) 

= 

- 

62.3 

u 

m 

= 

— 

74.5 

« 

{mM) 

= 

— 

83.3 

It 

(nN) 

= 

— 

183.1 

u 

(oO) 

= 

— 

332.0 

it 

{nN') 

= 

4- 

78.69 

u 
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Deducting  that  portion  of  the  fixed  weight  which  passes 
down  Nn^  or  N'n\  the  downward  pressure  at  O  or  C,  due  to 
the  fixed  load,  is  : 

6x11.1+  4.CX)  —  9.04  =  61.56  tons. 

An  extra  weight,  therefore,  of  220.28  —  61.56  =  158.72  tons 
will  be  required  at  the  turn-table  at  each  of  the  points  O 
and  0\ 

This  shows  in  a  marked  manner  at  least  one  of  the  dis- 
advantages of  such  a  system  of  construction. 

The  other  defect  is  the  great  ambiguity  shown  to  exist  in 
the  chord  stresses  at  the  center. 

On  the  other  hand,  the  bridge  needs  no  latching  down  or 
lifting  up  at  the  ends,  for  they  can  never  rise. 

Precisely  the  same  principles  and  conditions  of  loading  hold 
true,  in  this  case,  with  only  one  system,  or  more  than  two 
systems  of  triangulation. 

Art  37. — ^Bnda  Simply  Bnpported— Four  Points  of  Support  at  Center — 
Partial  Oontinnity — ^Example. 

A  number  of  very  satisfactory  swing  bridges  have  been 
built  with  what  may  be  called  "  partial  continuity.'*  These 
trusses  have  two  points  of  support  at  the  center  for  each 
system  of  triangulation,  but  the  main  central  diagonals  nN\ 
N'Uy  oOy  and  Ocl  are  omitted.  Light  diagonals  are,  however, 
put  in  the  place  of  those  members,  for  the  sole  purpose  of 
steadying  the  bridge  while  open ;  they  are  not  supposed  to 
affect  the  continuity  or  non-continuity  of  the  truss. 

The  effect  of  this  arrangement  is  assumed  to  make  either 
arm  of  the  bridge  a  simple  truss  supported  at  each  end,  for 
all  moving  loads  on  that  arm,  so  long  as  the  other  arm  carries 
no  moving  load. 

As  before,  it  is  supposed  that  the  span  4  included  between 
the  central  points  of  support,  sustains  no  load. 

If  the  moving  load  partially  covers  both  arms,  or  the  whole 
of  one  arm  and  a  part  of  the  other,  it  is  to  be  divided  into 
three  parts.     Two  of  these  parts,  together  with  the  reactions 
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Rx  and  R^  due  to  them,  produce  equal  and  opposite  moments 
at  the  center.  For  these  two  parts,  consequently,  the  truss  is 
one  of  perfect  continuity,  with  the  main  diagonals  at  the 
center  omitted.  This  last  condition  is  admissible,  because  for 
these  two  parts  the  shear  at  the  center  will  be  zero. 

For  convenience  these  two  parts  will  be  called  " balanced** 
while  the  third  part  will  be  called  " unbalanced** 

For  the  unbalanced  part,  the  arm  or  span  in  which  it  is 
found  will  be  a  simple  truss  supported  at  each  end. 

If  the  panel  loads  are  uniform  in  amount,  balanced  loads 
will  be  symmetrically  placed  in  reference  to  the  center. 

If  the  panel  loads  are  not  uniform  in  amount,  the  balanced 
portions  would  be  determined  by  equating  M^  to  J/j,  with  the 
aid  of  Eqs.  (3)  and  (4)  of  Art.  35. 

Coupling  these  statements  with  the  principles  deduced  in 
the  preceding  articles,  it  will  at  once  be  seen  that  the  greatest 
reaction  Ri  dX  A^  Fig.  i,  PI.  X,  will  exist  with  the  moving 
load  over  the  whole  of  the  left  arm,  for  any  moving  load  on 
the  right  arm  will  balance  a  part  of  that  on  the  left,  and  re- 
lieve, to  some  extent,  the  reaction  3.t  A, 

Resuming,  for  the  counters,  the  general  formula  of  the 
previous  article : 

s=zRx-n{W+  W')^n'w, 

it  is  now  seen  that  any  counter  will  sustain  its  greatest  stress 
when  the  moving  load  extends  from  the  center  to  its  foot ;  for 
Ri  has  its  greatest  possible  value  with  the  load  over  the  whole 
of  the  arm,  but  n'  must  be  zero. 

The  panel  point  at  which  the  counters  are  to  begin  is  found, 
as  before,  by  the  equation  : 

R^-n{W+  W')  =  o. 

In  this  case  -^1  is  found  by  the  simple  principle  of  the  lever. 

It  results,  from  what  has  already  been  stated,  that  the 
greatest  possible  shear,  S,  immediately  adjacent  to,  and  out- 
side of,  the  middle  supports,  will  occur  when  both  arms  are 
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loaded  over  their  entire  lengths  with  balanced  moving  loads. 
Hence,  in  the  equation 

s^S-n{W^-  W')-'n'w, 

{S  —  n'w)  will  have  its  greatest  value  for  any  main  web  mem- 
ber when  «'  =  o,  i,  e.^  when  the  moving  load  extends  from  the 
extremity  of  the  arm  in  which  it  is  found  to  the  web  member  in 
question^  at  the  same  time  being  balanced  by  moving  load  on  the 
other  arm. 

It  is  to  be  remembered  that  verticals  in  compression  will 
sustain  their  greatest  stresses  at  the  same  time  with  the 
diagonal  tension  members  which  cut  their  upper  extremities, 
if  the  moving  load  traverses  the  lower  chord. 

As  one  arm  of  the  bridge  is  a  simple  truss  supported  at 
each  end,  for  the  unbalanced  loads  on  it,  it  is  evident  that  the 
greatest  compression  in  the  upper  chord  and  tension  in  the  lower 
will  exist y  near  the  endSy  for  the  moving  load  over  the  zvhole  of 
one  arm. 

Since  moving  loads  on  both  arms  at  the  same  time  balance 
each  other,  it  results  that  the  greatest  tension  in  the  upper  chord 
and  compression  in  the  lower y  at  the  centre y  will  exist  with  the 
moving  load  over  the  whole  of  both  arms. 

This  is  true  for  the  centre  only.  For  other  panels  adjacent 
to  the  centre,  it  will  be  necessary  to  take  single-balanced  panel 
moving  weights,  and  find  for  each,  all  panels  in  which  the  stress 
is  of  the  same  kind  as  that  caused  by  the  fixed  load  alonCy  and 
the  amount  of  that  stress  in  those  panels. 

This  operation  is  precisely  the  same  as  that  used  in  the 
preceding  Article,  and  the  results  there  obtained  will  be  used 
in  this,  since,  as  will  be  seen,  the  data  are  to  be  exactly  the 
same. 

Having  obtained  the  results  for  each  pair  of  balanced 
weights,  they  are  to  be  combined  in  the  manner  already 
shown. 

The  greatest  compression  in  the  lower  chord  and  tension 
in  the  upper,  near  the  endsy  however,  will  exist  with  the  bridge 
open  or  closed  and  subjected  to  its  own  weight  only. 
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From  these  results  the  greatest  chord  stresses  are  to  be 
found. 

The  example  may  now  be  proceeded  with. 

The  truss  and  its  loading  will  be  the  same  as  were  taken  in 
the  preceding  Article,  and  the  data  there  used  are  here  repro- 
duced. 

Panel  length  =  AB  =  BC=^,  etc.,  =/  =  12  feet, 

NO  =  Oa  =  O'N'  =  8  feet. 
AA'  =  22  X  12 +  3x8  =  288  feet. 
Bb    =  20  feet.  Hh  =  26  feet. 

Cc     =21     "  Kk   =27  " 

Dd   =22     "  LI    =28  " 

Ee     =  23     "  Mm  =  29  " 

77    =24    "  Nn    =30  " 

Gg    =25     "  Oo    =30  ** 

Total  fixed  weight  =  1850  pounds  per  panel. 

Upper  chord  panel  fixed  weight  =  W^  =  4.5  tons. 
Lower      "         "        "  "       =  H^'=  6.6    " 

Uniform  panel  moving  load  =  «/  =  18      " 

The  verticals  are  compression  members,  and  the  diagonals 
tension  members,  except  the  end  posts  Ab  and  A'b\  The 
moving  load  traverses  the  lower  chord. 


With  the  main  central  diagonals  omitted,  the  truss  will 
present  the  appearance  shown  in  the  figure  above. 
The  stresses  in  the  counter  braces  will  first  be  found. 
As  before,  a  fixed  panel  weight  of  4  tons  will  be  taken  at  A. 
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By  way  of  variety  all  the  inclined  web  stresses  will  be  found 
by  the  method  of  moments. 

Each  system  of  triangulation  may  be  so  divided  through 
any  inclined  web  member  that  it  and  one  panel  in  each  chord 
will  be  severed.  By  the  principles  of  Art.  17,  therefore,  the 
origin  of  moments  for  any  inclined  web  stress  will  be  at  the 
intersection  of  the  chords  prolonged. 

Let  this  point  of  intersection  be  called  i\  then  will 

^B  =  -XT rTL  X  B^  = =  240  feet. 

Nn  —  Bb  10  ^ 


The  following  values  may  at  once  be  written : 

iA  =  228  feet. 

iB  =  240  " 

iC  =  252  " 

W  =  264  " 

i£  =  276  " 

iF  =  288  " 

iG  =  300  ** 

iff  =  312  " 

1^.-324  " 

iL  =  336  " 

tM  =i4S  " 

tN  =  360  " 

It  will  presently  be  shown  that  the  same  three  counters, 
bCf  bDy  cEy  which  were  found  necessar}'  in  the  preceding 
Article,  are  the  only  ones  needed  in  this  truss,  or  rather  in 
the  left  arm  of  it. 

The  lever  arms  of  the  inclined  web  stresses  will  be  the 
normal  distances  from  /  to  the  web  members  prolonged. 
Let  /j  be  the  normal  distance  from  /  to  cE  prolonged, 
u    ^  "  »•  <<       bD         " 

a      i^  a  is  a  ^^  a 

"    /4  •*  "  "       Ac  " 
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Let  4  be  the  normal  distance  from  i  to  Bd  prolonged. 
"    /e  "  "  "       Ce 

Then  there  will  result  the  following  values  for  the  lever 
arms: 

/i  =  iE  X  sin  CEc     =  182    feet 

k^iD  X  sin  BDb    =  169.0  " 

l^  =z  iC  X  sin  BCb    =  216.0  " 

/4  =  iA  X  sincCA    ^  150.3  " 

k-iB  X  ««  df5Z>   =  162.2  " 

/«  =  iC  X  sineCE    =  174.4  " 

li  =iD  X  sinfDF  =  186.6  " 

4  =  /£'  X  singEG   =  199.0  " 

l^  -iF  X  sinhFH  =  21 1.7  " 

/lo  =  ?*G^  X  j/«  ytCA'  =  224.2  " 

/u  =  /^  X  sin  IHL    =  237.0  " 

/12  =  /AT  X  shi  mKM=z  249.5  " 

/i3  =  iL  X  ji>i  «Z,iV  =  262.4  " 

^4  =  iM  X  jr«  ^il/0  =  289.5  " 

The  stresses  in  the  counters  may  now  be  determined,  and 
for  that  purpose,  as  in  the  preceding  Article,  z  will  denote 
the  distance  from  A  to  any  panel  point. 

The  same  signification  will  be  attached  to  z  in  the  deter- 
mination of  all  the  web  stresses,  but  in  the  right  span  it  will 
be  measured  from  A', 

The  general  expression  for  the  reaction  at  the  end  of  either 
arm,  for  unbalanced  loads  in  that  arm,  is,  by  the  law  of  the 
fever : 

in  which  P  is  the  panel  moving  load. 

Let  the  counters  in  the  system  AcCeE^  etc.,  be  first  con- 
sidered. 
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With  the  head  of  the  train  at  Gy  z  will  have  the  values  72, 
96,  and  120  feet.     Hence, 

-^1  =  16.98  tons. 

Since  the  fixed  load  at  the  points  A^  C,  and  -£  is  4+ 1  i.i  + 
11.1=  26.2  tons,^  =  o  for  the  point  E, 

With  the  head  of  the  train  at  £,  z  will  have  the  values  48, 
72,  96,  and  120  feet.     Hence, 

-^1  =  28.81  tons. 

The  fixed  load  at  the  points /I  and  C  134+11.1  =  15. i  tons, 
consequently  $=-  Rx  —  n(W ->r  W)  =  o  at  -£,  and  cE  is  the 
first  counter  needed. 

Dividing  the  system  under  consideration  through  the  mem- 
bers ce^  cE,  CEy  and  taking  moments  about  1,  the  point  of 
intersection  of  the  chords : 

,  ^      (^1  —  4)  X  228  —  I  I.I  X  252 

{cE)  =  ^-^ — — 7 —  =  +  15.7  tons. 

*i 

Laying  off,  therefore,  from  c  on  cEy  by  any  convenient 
scale,  15.7  tons,  and  drawing  from  the  point  thus  found  a  line 
parallel  to  ce  until  it  cuts  cC,  it  will  be  found  that  the  distance 
from  the  point  of  intersection  to  c  represents  by  the  same 
scale  1 1.5  tons.     Hence, 

(cC)  =  —  (i  1.5  +  4.5)  =  —  16.0  tons. 

With  the  head  of  the  train  at  C,  z  has  the  values  24, 48,  72, 
96,  and  120  feet.     Hence, 

Rx  =  43.72  tons. 
Dividing  bcy  bCy  and  BCy  and  taking  moments  about  i : 

tt.n\       (^1  —  4)  X  228 

(bC)  =  ^^-^ ^ =  +41.9  tons. 
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Proceeding  in  precisely  the  same  manner  for  the  system 
AbBdDy  etc.,  it  is  found  that  bD  is  the  first  counter  required. 
With  the  head  of  the  train,  therefore,  at  />,  z  will  have  the 
values  36,  60,  84,  and  108  feet.     Hence  : 

^1  =  32.74  tons. 

Cutting  bdy  bD^  and  BD,  and  taking  moments  about  i,  there 
will  result : 

(kn\      ^i  ^  228  —  1 1. 1  X  240        .     o     -. 
(bD)  =  -^ J ^  z=z  +  28.4  tons. 

bB  is  the  only  vertical  which  will  be  subjected  to  tension, 
and  it  will  receive  its  greatest  stress  when  the  head  of  the 
train  is  at  B.     The  value  of  that  stress  is : 

{bB)  =  18.00  +  6.6=  IV'  +  w=  -h  24.6  tons. 

In  the  determination  of  the  main  web  stresses  the  moving 
panel  loads  on  one  arm  will  be  balanced  by  equal  loads  sym- 
metrically placed  on  the  other ;  the  reactions  required,  there- 
fore, may  be  taken  from  those  already  determined  in  the  pre- 
ceding Article  on  pages  135  and  136. 

In  the  system  AcCeEj  etc.,  the  member  Ac  will  only  be 
subjected  to  stress  when  the  bridge  is  open,  and  the  stress 
will  be  caused  by  the  fixed  load  only.  From  the  preceding 
Article  there  may  then  be  taken,  both  for  Ac  and  cC\ 

{Ac)  =  +  6.08  tons. 
(cC)  =  -  8.3       " 

It  is  seen  therefore  that  cC  will  sustain  its  greatest  stress  in 
connection  with  the  counter  cE. 


Main  web  member  Ce. 
It  has  been  shown  under  what  condition  of  loading  any 
main  web  member  receives  its  greatest  stress.    The  condition 


Digitized  by  VjOOQIC 


ENDS  SIMPLY  SUPPORTED.  175 

for  Ce  is  a  balanced  moving  load  at  C,  or,  in  other  words, 
equal  moving  loads  at  C  and  ^C\  The  preceding  Article, 
page  135,  then  gives: 

-^1  =  13-50  +  0.039  =  13-539  tons. 

Taking  moments  about  i\ 

.^.       —  (^1  —  4)  X  228  +  29.1  X  /C       .        ^  ^ 

(Ce)  =  — ^-^ — -^ J- ^ =  +  29.6  tons. 

*• 

The  method  of  finding  the  stresses  in  the  vertical  members 
will  be  shown  in  connection  with  the  other  system. 

Main  web  member  Eg. 

This  requires  balanced  moving  loads  at  C  and  £,  or  equal 
moving  loads  at  C,  £,  C\  and  E\  The  preceding  Article,  page 
135,  then  gives: 

-^1  =  13-50  +  9.25  +  0.039  +  0.07  =  22.859  tons. 

Taking  moments  about  i : 

/zr  \       —  (^1  —  4)  ><  228  +  2  X  20.1  y.  iD       .   ^^  ^  ^ 
[E^  =  — ^^-^^ — ^ ^ =  +  55.6  tons. 

Main  web  member  Km, 

This  member  requires  balanced  loads  at  C,  E^  G,  and  K. 
In  the  same  manner  as  before : 

^1  =  22.859  +  5-52  +  2.55  +  0.088  +  0.084  =  31.101  tons. 
Taking  moments  about  /: 


KKvi)  =  -W-4)  X  228  +  4  X  29..  X.-F  ^  ^  ^^  g 


tons. 


It  is  unnecessary  to  find  the  other  stresses  in  this  system,  as 
the  method  is  exactly  the  same  for  all. 
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In  the  system  AbBdD,  etc.,  the  member  bB  is  compressed 
by  the  fixed  weight  at  its  upper  extremity  only,  when  the 
bridge  is  open  or  simply  closed. 

Hence : 

ipB)  =  —  4.5  tons. 

Main  web  member  Ed. 

A  balanced  moving  load  at  B  is  required,  or  equal  moving 
loads  at  B  and  B'. 

Page  136  of  the  preceding  Article  gives: 

R^  =  15.67  +  0.053  =  15723  tons. 

Taking  moments  about  i : 

/  i>j\      —  ^1  X  228  -h  29.1  y.  iB       .  ,  ^ 

{Bd)  = i y-^ =  +  20.96  tons. 

*5 

Main  web  member  Df. 

Balanced  moving  loads  at  B  and  D  give,  by  page  136  of 
the  preceding  Article : 

^1  =  15.723  +  1 1. 153  +  0.148  =  27.024  tons. 

Taking  moments  about  ; : 

/  r,jr\       —  -^1  X  228  +  2  X  29.1  y,  iC       ,     ^  ^  ^ 
(Df)  = i J ^ =  +  45.6  tons. 

It  is  unnecessary  to  find  the  stresses  in  any  other  inclined 
web  member.  The  process  is  exactly  the  same  for  all.  The 
reaction  Ri  is  first  found,  and  then  moments  are  taken  about  i. 

The  stresses  in  the  verticals  are  readily  determined  when 
those  in  the  diagonals  are  known.  The  method  is  that  used 
in  the  preceding  Article,  and  also  for  the  stress  in  cC  in  con- 
nection with  that  in  c£. 
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The  figure  below  is  the  one  used  in  finding  the  vertical 
stresses  of  the  system  AbBdD^  etc. 


AO  \s  drawn  horizontally,  and  by  scale,  to  represent  24 
feet  or  two  panel  lengths. 

FQ  is  vertical,  and  passes  through  O.  OL  represents  in 
length  Dd\  OKy  Ff\  OH,  Hh\  OG,  LI,  and  OF,  Nn,  or  30 
feet.    The   lines  drawn  from  A  through  Z,  AT,  //",  G,  F  are 
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then  parallel  to  the  inclined  web  members,  the  greatest 
stresses  in  which  are  already  known.  These  known  stresses 
are  next  laid  off  on  the  radial  lines  through  A^  from  Z,  K^  H^ 
Gy  and  /%  and  through  their  extremities  are  drawn  lines 
parallel  to  the  upper  chord  until  they  cut  the  vertical  through 
O.     On  this  last  line  are  found  the  stresses  desired. 

As  examples : 

LC  —  (Bd)  =  20.96  tons.  .  CM  is  parallel  to  the  upper  chord. 
LMy  by  the  same  scale  (ten  tons  per  inch  in  this  case),  repre- 
sents 12.8  tons. 

Hence : 

{dD)  =  —  (12.8  +  4.5)  =  —  17.3  tons. 

KB  (twenty  tons  per  inch)  =  {Df)  =  45.6  tons.    BM  is 
parallel  to  the  upper  chord,  and  KM  represents  29.6  tons. 
Hence : 

{/F)  =  -  (29.6  +  4.5)  =  -  34.1  tons. 

HR  =  {Fh)  =  71.9  tons  (twenty  tons  per  inch).   RN  is  par- 
allel to  the  upper  chord,  and  HN  represents  48.6  tons. 
Hence : 

{hH)  =  —  (48.6  +  4.5)  =  —  53.1  tons. 

The  figure  gives  the  others  in  the  same  manner.  EQ  is 
perpendicular  to  QF,  because  FE  is  the  stress  in  Ln. 

A  portion  of  the  stress  in  nN  is  indirect,  and  due  to  the 
stress  in  mn^  as  has  been  noticed  before.  It  will  presently  be 
shown  that  the  stress  in  mn^  with  the  moving  load  over  both 
arms,  is : 

{mn)  =  +  223.54  tons. 

Denoting  the  inclination  of  mn  to  a  horizontal  line  by  a, 
the  indirect  stress  in  nN  is : 

{mn)  X  sin  a  —  18.58  tons. 

The  diagram  above  gives  the  vertical  component  of  (JLti) 
as  98.1  tons. 
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Hence : 

(nN)  =  —  (98.1  +  4.5  +  18.58)  =  —  121. 18  tons. 

The  greatest  stress  va  Ab  occurs  when  the  reaction  at  A  is 
the  greatest ;  and  that  reaction  will  always  be  the  greatest 
when  the  moving  load  covers  one  arm  only. 

With  this  condition  of  the  loading : 

R^  =  43.72  +  49.1  =  92.82  tons. 
Hence : 

{Ab)  =  —  (^1  —  4)  X  sec  AbB  =  —  103.62  tons. 

Finally,  collecting  and  arranging  : 

(cE)  =  + 
{PO  =  + 
{Ab)  =  - 
{Ac)  =  + 
{Bd)  =  + 
(C.)  =  + 
{Df)  =  + 
(Eg)  =  + 
(/%)  =  + 
{Gk)  =  + 
(HI)  =  + 
(Km)  =  + 
(Ln)  =  + 
(Mo)  =  + 

As  has  been  observed,  the  detailed  expressions  for  all  these 
stresses  are  not  given. 

Of  all  the  web  members  the  vertical  bB  alone  must  be 
counterbraced. 

The  greatest  stresses  in  Nn  and  Oo,  added  to  the  total  cor- 
responding reaction  at  A,  ought  to  equal  the  total  fixed  and 
moving  load  on  the  left  arm,  or  indeed  on  the  right. 
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Total  Ri  +  {Nn)  +  {do)  =  39.52  H-  31.8  H-  112.1  +  121. 18 

=  304.6  tons. 

The  fixed  and  moving  load  for  one  arm  is : 

10  X  29.1  +4  +  2  X  4.5  =  304.0  tons. 

The  agreement  is  close. 

The  chord  stresses  due  to  the  fixed  load  are  precisely  the 
same  as  those  found  in  the  preceding  Article,  and  the  values 
there  given  will  be  taken  without  recalculation. 

Denoting  the  inclination  of  the  upper  chord  to  a  horizontal 
line  by  a,  there  will  be  found : 

seccr=  X.OO35. 

The  compression  in  the  upper,  and  tension  in  the  lower 
chord,  near  the  end  of  the  arm  will  first  be  found.  It  will 
then  be  necessary  to  cover  the  whole  of  the  arm  with  the 
moving  load. 

System  AcCeEy  etc. 

R^  =  43.72  tons ;  ^,  —  4  =  39.72  tons. 

(R^  —  4)  X  12  =  476.64. 

{W  +  W  +  w)  X  12  X  2  =^  29.1  X  12  X  2  =  6984. 

The  counter  cE  comes  into  action. 
Taking  moments  about  d : 

{AC)  =  ^^'  "^^  ""  '^  =  +  23.83  tons. 
Taking  moments  about  c : 

2 1 

(^^r)  =  —  {CE)  X  seca—  --  45.55  tons. 
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Taking  moments  about  E : 

,    ,  (^1  —  4)  X  12  X  4  —  20.1  X  12  X  2 

(cr)  =  —  ^^ — ^ X  seca  — 

—  52.71  tons. 
Taking  moments  about  ^: 

_  (^1  -  4)  X  12  X  6  —  2  X  29.1  X  12  X  3  __ 

25 

+  30.59  tons. 

(g^k)  =  —  {£G)  X  seca=  —  30.7  tons. 

Taking  moments  about  k : 

//-it^x       (^1  -  4)  X  12  X  8  -  3  X  29.1  X  12  X  4 
(GK)  = . 

The  numerator  of  this  expression  is  negative,  showing  that 
GK  is  subjected  to  compression.  No  other  chord  stresses  in 
this  system  are  therefore  needed. 

System  AbBdDy  etc. 

Rx  =  49.1  tons ;        ^1x12  =  589.2. 

(W-\-  W  -hw)  X  12  X  2  =  29.1  X  12  X  2  =  698.4. 

The  counter  AD  comes  into  action. 
Taking  moments  about  6  : 

(AD)  =  ^iJUJl  =  +  2946  tons. 
^       ^  20  ^ 

Taking  moments  about  D : 

ii.x\            3  X  -^1  X  12  —  20.1  X  12  X  2  o  ^^s. 

(bf)  =  —  ^ ^- ^ xseca=  —  ^%.yy  tons. 

Taking  moments  about  /: 

(DF)  =  Axsx  12-2x29.1x12x3  ^  ^  ^  j_^^  ^^^^ 

(/A)  =  —  {DF)  X  seca=  —  35.57  tons. 
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Taking  moments  about  h : 

/  rrrv         i?i    X    7   X    12  —  3    X    2Q.I    X    12   X  4  ^      ^ 

(/^^)  =  — — '- ^ — ^ -^  =  —  2.54  tons. 

(hi)  =  —  (FH)  X  j^r  or  =  +  2.54  tons. 

This  shows  that  (FH)  is  compression,  consequently  no 
other  chord  stresses  in  this  system  are  needed. 

That  the  counters  come  into  action  in  this  case  is  shown  by 
the  reactions  at  A, 

There  remain  only  to  be  found  the  tension  in  the  upper 
chord  and  compression  in  the  lower,  at  and  near  the  center. 
In  this  c^se  the  moving  load  is  to  cover  the  whole  bridge,  for 
the  stresses  {po*\  {MN),  {NO)y  and  {00')  only,  and  these  will 
first  be  found. 

The  reaction  for  all  balanced  moving  loads  may  be  taken 
directly  from  the  preceding  Article,  remembering  that  in  this 
case  the  reaction  R^zt  Ay  will  be : 

R  =  R^  -h  Ri. 

System  AcCeEy  etc.,  with  moving  load  aver  the  wliole  of  both 
arms. 

R  =  ^^1  +  2^J?4  -  31.8  tons  (see  page  135). 
R-  At-  27.8  tons ;  (^  -  4)  x  12  =  333.6. 

{W -^  IV'+  w)  X  12  x  2  =  29.1  X  12  x  2  =  6984. 

On  account  of  the  indirect  stress  in  Nn  it  will  first  be  neces- 
sary to  find  {mn).    Taking  moments  about  M: 

,      ,  (^  —  4)  X  10  X  12  —4  X  2Q.I  X  12  X  5 

imn)  =  —  ^^ ^ ^ y^seca^ 

^      '  29 

+  126.24  tons. 
{mn)  y.  sin  a  zs.  indirect  stress  in  iV»/=  10.49  ^^ns. 
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Finally,  taking  moments  about  0  : 

(M0)  =  (00')=  -  (00')  = 

{R  —  4)  X  140  +  10.49  X  8  —  5  X  2Q.I  X  68 
^ ^ ^ =-197.27  tons. 

System  AbBdD,  etc.,  wi/A  moving  load  over  the  whole  of  both 
arms. 

R  =  'SRx  +  ^-^4  =  39.52  tons  (see  page  136). 

i?i  X  12  =  474.24, 
Taking  moments  about  n : 

(1^^)=  (AW) -(-««')  = 

-^  X  12  X  II  -  5  X  29.1  X  12  X  6 
-:^ — =  -  175.31  tons. 

Hence : 

Resultant  {00)  =  197.27  +  175.31  =  +  372.58  tons. 

The  value  +  175.31  tons  of  (««')  will  be  used  in  finding 
{no)y  since  it  is  the  centre  stress  for  the  system  AbBdD,  etc. 

As  was  to  be  expected,  the  results  of  the  preceding  Article 
show  that  a  balanced  weight  at  M  causes  compression  in  mn 
and  no ;  all  other  balanced  weights  in  the  same  system,  how- 
ever, cause  tension  in  those  parts.  With  moving  panel 
weights  at  C,  E,  G,  and  K\ 

2Ri  =  0.039  +0.07  +  0.088  +  0.084  =  0.281. 

Hence,  for  that  loading : 

281 

no'  =  —L X  1.4=  —  [.18  tons. 

334 

Finally,  the  resultant  stress: 

(no)  =  3.73  +  6.42  H-  6.98  +  4.34  -  1. 18  +  175.31  +  1084  = 

+  304.00  tons. 


Digitized  by  VjOOQIC 


1 84  SWING  BRIDGES. 

The  results  of  the  preceding  Article  show  that  only  the  bal- 
anced moving  loads  extending  from  R  to  K,  inclusive,  pro- 
duce  tension  in  mn.  With  the  balanced  moving  loads  at  B^ 
D,  F,  and  H\ 

2R^  =  0.053  +  0-148  +  0.212  +  0.222  =  0.635  tons. 

Hence,  for  that  loading : 

(/ V)=  -  -^  X  3.07  =  -  2.46  tons. 
794 

The  resultant  stress  is  then  : 

(mn)  =  3.73  +  6.44  +  6.98  +  4.34  +  1.28  +  3.29  +  3.68  +  1.36 
—  1. 18  —  2.46  +  108.8  +  95.5  =  +  231.76  tons. 

Balanced  moving  loads  at  B,  D,  F,  and  H,  are  the  only  ones 
causing  tension  in  Im.    Again,  for  that  loading : 

(/'«')  = 51  X  3.07  =  —  2.46  tons. 

794      ^    ^ 

Hence,  the  resultant  stress : 

{Im)  =  1.28  +  3.29  +  3.68  +  1.36  -  2.46  +  73.7  +  95.5  = 

+  176.35  tons. 

The  moving  loads  cause  no  farther  tension  in  the  upper 
chord,  and  the  remaining  upper  chord  tensions  are  taken  from 
those  caused  by  the  fixed  load  alone. 

The  lower  chord  stresses  are  found  by  precisely  the  same 
method,  with  the  same  conditions  of  loading ;  or  by  multi- 
plying the  corresponding  upper  chord  stresses  by  cos  a. 
Thus : 

(KL)    =  —  {mn)  y,  cos  a=  —  230.95  tons ; 
{HK)  =  —  {Im)  X  cos  a=i  —  175.73  tons; 

cos  a  having  the  value  0.9965. 
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By  collecting  and  arranging,  the  following  greatest  chord 
stresses  may  be  written : 


(be)    —  +     0.00  tons ; 

-   94.32  tons. 

[cd)  =  +    4.5;  "   ; 

-  10148    " 

[de)    =  +    16.6;    "     ; 

-  101.48    " 

W)  =  +    32.10    "     ; 

-  101.48    " 

Kfg)  =  +   5340  "    ; 

-    88.28    " 

(gA)  =  +    77.10    «     . 

-  66.27    " 

(Ak)  =  +  10540    "     ; 

-    28.16    « 

(k/)  =  +  135.40    " 

(/m)  =  +  176.35    " 

{mn)  =  +  231.76    " 

(no)    =  +  304.00    " 

(«,')   =+372.58    " 

(AB)  =  -     4.57  tons 

;             +  53.29  tons. 

(BC)  =-    16.67    " 

;          +53.29   " 

(CD)  =-    32.00    " 

:           +74.85    " 

(BE)  =-    53.20    " 

;              +  80.84    " 

(EF)  =-   76.80    " 

;             +66.04    " 

(FG)  =  -  105.00    " 

;             +  28.05     " 

{GH)  =  -  134.92    " 

{ffK)=-i7S.73    " 

{KL)  =-230.95     " 

{LM)  =  -  304.00    « 

(MN)  =  -  372.58    " 

{NO)   =-3^2.58    " 

(00')  =  -  372.58  " 

It  is  thus  seen  that  the  portions  6k  of  the  upper,  and  AGoi 
the  lower  chord  must  be  counterbraced  ;  also  corresponding 
portions  of  the  other  arm. 

Interesting  and  important  comparisons  may  now  be  made 
between  the  greatest  stresses  in  this  case  and  the  preceding 
one. 

Although  the  same  counters  are  needed  in  the  two  trusses, 
yet,  as  might  have  been  anticipated,  the  stresses  are  by  far 
greater  in  the  present  case. 
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The  main  web  stresses,*^  with  the  exception  of  those  at 
the  centre,  are  nearly  the  same  in  the  two  cases.  This  result, 
also,  was  to  be  expected,  since  the  values  of  -^4  in  the  preced- 
ing Article  were  so  small.  If  -^4  were  large,  the  difference  be- 
tween the  results  of  the  two  cases  would  be  large  also ;  for 
then  the  reactions  at  A,  with  the  same  amount  of  moving  load 
on  the  left  arm,  would  be  very  different,  and  the  moments 
by  which  the  web  stresses  are  determined  would  be  corre- 
spondingly different. 

The  end  post  Ab  sustains  the  greatest  stress  with  partial 
continuity.  The  most  marked  difference,  however,  is  to  be 
found  with  the  stresses  (pO)  and  («iV).  With  perfect  continu- 
ity, the  stress  (pO)  is  nearly  three  times  as  great  as  with  par- 
tial, while  (fiN)  is  about  once  and  a  half  as  great. 

The  chord  stresses  at  the  centre  are  alike  or  different  in 
the  two  cases,  according  to  the  method  by  which  they  are 
determined,  in  that  of  perfect  continuity.  This  results  from 
the  ambiguity  in  the  latter  case,  already  pointed  out. 

As  was  to  be  expected,  more  counterbracing  in  the  chords, 
and  to  a  greater  degree,  is  found  with  partial  continuity  than 
with  perfect.  Many  of  the  remaining  chord  stresses  are  the 
same  in  the  two  trusses,  while  none  of  them  present  great 
differences. 

With  partial  continuity,  therefore,  great  stresses  (chord  and 
web),  ambiguity  and  negative  reactions  are  avoided  at  the 
centre ;  while,  on  the  other  hand,  somewhat  greater  stresses 
are  found  near  the  ends. 

At  the  same  time  there  arises  the  question,  does  the  assump- 
tion made  at  the  beginning  of  the  Article,  in  reference  to  un- 
balanced loads,  hold  strictly  true  ?  In  other  words,  can  an 
arm  of  the  bridge  be  strictly  considered  a  simple  truss  sup- 
ported at  each  end,  for  unbalanced  moving  loads,  while  other, 
but  balanced  moving  loads,  rest  on  the  bridge  ? 

Such  an  assumption  is  probably  not  exactly  true,  for  any 


*  In  comparing  results,  in  the  two  trusses,  irregularities  in  some  of  the  main 
web  stresses,  to  the  extent  of  a  few  tenths  of  a  ton,  will  be  noticed ;  these  are 
due  to  small  errors  in  the  diagrams  used  in  the  preceding  Article. 
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unbalanced  load  will  change  the  inclination  of  the  truss  at  the 
centre,  and  cause,  consequently,  somewhat  of  a  disturbance 
in  the  "  balance  "  of  the  other  loads.  This  disturbance  can 
probably  never  be  great  with  the  ordinary  proportions  be- 
tween the  centre  and  end  spans  of  draw-bridges.  It  can 
only  be  said  with  certainty,  however,  thus  far,  that  a  number 
of  large  and  very  satisfactory  swing  bridges  have  been  built 
on  this  system. 

No  locomotive  excess  has  been  taken,  but  precisely  the 
same  conditions  of  loading  for  the  greatest  stresses  must  be 
assumed  if  the  train  is  headed  with  such  an  excess.  When 
the  train  covers  one  arm,  however,  the  excess  must  be  taken 
first  at  one  end  and  then  at  the  other ;  the  greatest  corre- 
sponding chord  stresses  are  then  to  be  selected  from  the  two 
sets  of  results. 

Formulae  for  the  web  and  chord  stresses,  in  either  this  or 
the  preceding  case,  may  easily  be  written,  but  the  number  of 
trigonometrical  functions  required  makes  their  use  more  tedi- 
ous than  the  methods  employed,  and  hence  undesirable. 

If  the  chords  are  parallel,  the  work  of  finding  the  greatest 
stresses  is  very  much  lessened  by  the  use  of  trigonometric 
functions. 

It  is  worthy  of  notice  that,  either  in  this  case  or  the  pre- 
ceding, if  the  moving  load  covers  first  one  arm,  then  both, 
and  finally  be  taken  from  both,  and  the  stresses  found  in  each 
condition,  the  results  will  not  be  far  from  the  greatest  stresses ; 
in  fact,  may  be  near  enough  for  a  preliminary  estimate. 

Precisely  the  same  principles  and  conditions  of  loading  hold 
true,  in  this  case,  with  only  one  system,  or  more  than  two 
systems  of  triangulation. 


Art.  38.^ — ^Bnds  Simply  Resting  on  Supports — One  Support  at  Centre — 

Bzample. 

The  general  principles  fundamentally  involved  in  this  case 
are  not  different  from  those  of  the  two  preceding  ones,  except 
in  the  number  of  points  of  support  at  the  first  pier.  All  the 
fixed  load  of  the  bridge  is  carried  to  the  central  point  of  sup- 
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port,  whether  the  bridge  is  open  or  closed ;  the  end  supports 
furnish  reactions  for  the  moving  load  only. 

The  truss  to  be  taken  as  an  example  is  the  one  shown  in 
the  accompanying  figure,  in  which  the  arms  are  of  equal 
length. 

The  general  formulae  tq  be  used  for  the  reactions  at  -^,  B, 
and  Cy  and  for  the  bending  moment  at  the  centre,  are  equa- 
tions (ii),  (12),  (13),  and  (10)  respectively  of  Art.  35.  These 
equations  may  be  written  as  follows,  remembering  that  ^  = 
/)  =  /,  and  M2  =  M: 


^  =  -  -i-J  .^7>(/«  -  ^)^  +2P{i^  -^)^\ 


(I). 


ie,  =  ij:k/>(/-^)+J/| (2). 

iea=iii/>^  +  l7>^-2J/l (3). 


(4). 


It  is  to  be  remembered  that  s  is  measured  from  A  or  C, 
according  as  the  left  or  right  arm  is  considered. 


The  following  are  the  data  to  be  used  : 

Total  length  =  ^C=2/=2^5  =  2BC  =  144  feet. 
Uniform  depth  =zdD=  dB=:  j6  feet. 
Panel  length  =z  AD  =  DE  =  etc.  =  13  feet. 
BH  =  BH'  =  7  feet. 
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Total  fixed  weight  per  foot  =  1,200  pounds  (nearly). 

Upper  chord  panel  fixed  weight  =  H^  =    2.73  tons. 
Lower      "         "        "  ''      =  W  =  5.00    " 

Uniform  panel  moving  load        =  zt;  =  19.50    " 

The  moving  load  traverses  the  lower  chord,  and  the  weight- 
of  the  floor  system  is  taken  at  nearly  350  pounds  per  foot. 

On  account  of  the  extra  weight  of  the  locking  apparatus, 
the  fixed  weight  at  yi,  or  C,  will  be  taken  at  3  tons,  and  will 
be  denoted  by  ze/j. 

As  is  clear  from  the  figure,  all  inclined  web  members,  ex- 
cept the  end  posts,  are  for  tension  only,  while  the  verticals 
are  compression  members. 

As  the  ends  A  and  C  are  neither  latched  down  nor  lifted 
up,  either  arm  is  a  single  truss  simply  supported  at  each  end, 
for  all  moving  loads  which  rest  upon  it,  so  long  as  there  are  no 
moving  loads  on  the  other  arm. 

For  exactly  the  same  reasons,  therefore,  as  those  given  in 
the  preceding  Article,  any  counter^  as  dE,  will  sustain  its 
greatest  stress  when  the  moving  load  extends  from  its  foot  to 
the  centre^  if  no  other  moving  load  rests  on  the  bridge. 

It  must  still  be  borne  in  mind  that  in  connection  with  any 
counter  stress,  the  stress  in  the  vertical  which  cuts  its  upper 
extremity  is  to  be  found,  for  such  a  one  may  be  the  greatest 
stress  in  the  vertical. 

Again,  resume  the  general  expression  for  the  shear  in  any 
web  member : 

s^S-n{W^  W^-^n'w; 

in  which  S  is  the  shear  at  one  extremity  of  the  arm,  and  n 
and  «'  the  numbers  of  fixed  and  moving  panel  weights  re- 
spectively between  the  same  end  of  the  arm  and  the  web 
member  in  question.  In  considering  the  main  web  members, 
5  will  be  taken  adjacent  to  the  centre,  and,  in  the  present 
example,  at  an  indefinitely  short  distance  from  B  in  the  arm 
AB. 

For  a  given  condition  of  loading  in  ABy  it  is  evident  that 
the  smaller  is  -^1  the  greater  will  be  S.     But  Eq.  (i)  shows 
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1 
that  Mv&  always  negative.     Hence  so  long  as  2P{1  —  z)  re- 
mains the  same,  Eq.  (2)  shows  that  ^1  decreases  as  M  in- 
creases (numerically). 

Again,  Eq.  (i)  shows  that  M  will  have  its  greatest  numerical 

3 
•value,  other  things  remaining  the  same,  when  2P{l^  —  ^)z 

has  the  greatest  value  possible ;  /.  a,  when  the  moving  load 

covers  the  whole  of  the  arm  BC.     With  a  given  value,  there- 

1 
fore,  for  ^P{l—z),  R^  will  be  the  least  possible  when  the 

moving  load  covers  the  whole  of  the  other  arm,  or  the  whole 
of  BC\  consequently  5  will  be  the  greatest  under  the  same 
conditions.  Now  having  found  under  what  circumstances  5 
is  the  greatest,  precisely  the  same  reasoning  used  in  the  pre- 
ceding Articles  shows  that  s  will  be  the  greatest,  under  the 
same  circumstances,  when  n  is  zero. 

Apy  inclined  main  web  member^  then^  will  sustain  its  greatest 
tensile  stress  when  the  moving  load  extends  from  its  foot  to  the 
free  extremity  of  the  arm  in  which  it  is  founds  and  covers  at  the 
same  time  the  whole  of  the  other  arm. 

A  few  main  web  stresses  in  all  trusses  of  this  case  are  a 
little  singular  in  character,  but  are  no  exceptions  to  this  rule. 
Those  for  the  example  taken  will  be  noticed  in  the  proper 
place. 

Any  vertical  web  member,  unless  acting  as  a  counter,  will 
sustain  its  greatest  compression  in  connection  with  the  great- 
est tension  in  the  inclined  main  web  member  which  cuts  its 
upper  extremity. 

In  seeking  the  greatest  main  web  stresses,  it  may  happen 
that  the  reaction  Ri  becomes  zero ;  this,  however,  changes 
nothing  in  the  method. 

Since  either  arm  is  a  simple  truss  for  all  moving  loads  rest- 
ing on  it  (supposing  none  on  the  other),  every  such  load  tends 
to  cause  the  same  kind  of  stress  throughout  the  same  chord. 
Consequently,  as  in  the  previous  Article,  the  greatest  tension  in 
the  lower  chords  and  compression  in  the  tipper^  will  exist  when  the 
moving  load  covers  one  arm  only.  These  stresses  will  be  found 
in  that  portion  of  the  arm  adjacent  to  its  free  extremity. 

The  greatest  chord  stresses   of  the   same  kind  as  those 
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caused  by  the  fixed  load,  can  be  found  with  the  least  labor 
by  first  determining  all  the  stresses  due  to  the  fixed  load  alone ^ 
and  tabulating  them. 

The  stresses  caused  by  the  moving  load  alone  are  then  to 
be  determined  by  the  aid  of  the  following  considerations. 

Let  that  moment  be  considered  negative  which  causes 
tension  in  the  upper  chord  and  compression  in  the  lower. 
All  moments,  then,  caused  by  the  fixed  or  moving  loads  are 
negative,  and  all  those  produced  by  the  upward  reactions  -^1 
are  positive.  Now  the  compression  in  any  lower  chord  panel 
may  be  found  by  taking  moments  (such  will  be  negative  if 
compression  exists)  about  the  panel  point  vertically  over  that 
extremity  nearest  the  centre.  The  general  expression  for 
such  compression  will  be : 

R^np  —  nwt^ 


in  which  n  is  the  number  of  the  panel  from  the  free  extremity 
of  the  arm,  «'  the  number  of  the  moving  panel  loads  on  the 
arm,  /  the  distance  of  the  centre  of  gravity  of  the  moving 
loads  n'w  from  the  origin  of  moments,  p  the  panel  length,  and 
d  the  depth  of  the  truss. 

The  numerator  of  this  expression  must  be  negative,  and  it 
is  desired  to  find  what  value  of  n  will  give  it  its  greatest 
negative  value. 

Now  since  every  panel  moving  load  on  the  arm  AB 
increases  ^1  (as  a  positive  quantity),  it  appears  from  the 
figure  that  «'  must  not  be  greater  than  («  —  i),  and,  farther,  it 
must  belong  to  loads  between, the  panel  considered  and  the 
free  extremity  of  the  arm.  Since,  however,  /  varies  with  «' 
the  above  expression  may  have  its  greatest  negative  value 
when  rl  is  less  than  («  —  i). 

These  considerations  are  independent  of  the  general  charac- 
ter of  -^1;  it  has  already  been  seen,  however,  that,  with  a 
given  loading  on  AB^  R^  will  be  the  least  when  the  moving 
load  covers  the  whole  of  BC  also.  Hence  in  order  to  find  the 
greatest  tension  in  the  upper  chord  and  compression  in  the 
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lower  due  to  the  moving  load,  the  method  of  procedure  is  as 
follows : 

Throughout  the  whole  operation  the  moving  load  is  to 
entirely  cover  one  arm,  as  BC.  The  moving  load  is  then  to 
cover  the  other  arm  from  the  free  extremity  to  any  panel 
point,  and  the  stresses  in  the  panels  situated  between 
the  end  of  the  train  and  the  centre  are  to  be  computed. 
This  operation  is  to  be  repeated  for  every  panel  in  that  arm 
not  wholly  covered  by  the  moving  load.  From  these  results 
the  greatest  stresses  may  be  selected  and  then  added  to  the 
fixed  load  stresses. 

The  character  of  these  operations  and  the  reasons  for  them 
will  be  much  more  evident  after  the  example  is  treated. 

The  following  values  will  be  heeded,  and  depend  only  on 
the  data  already  given. 


^=13 
*=39 

*=52 

.     .    /-ar=59    .     .     {n-^z=    65,195.00 
.     .    /-«  =  46    .     .     (/*  —  2*)ir=  117,208.00 
.     .     /  -  ar  =  33     .     .     {P-^z=  142,857.00 
.     .     l  —  e  —  20    .     .     (/*  — ^«  —  128,960.00 
.     .    /-*=    7     .    .    (/*-«*)*=    62,335.00 

Angle  AdD  =  a. 
"      HbB  =  fi. 

tan  a  =  0.8125.                    sec  a  =  1.29. 
tan  p  —  0.4375.                    sec  /?  =  1.09. 

4/«- 20736 -°-°°°°*«"3 

p 
P=  19.5  tons  =  w;                     -=■  0.271 . 

The  following  values  of  M  are  found  by  substituting  the 
proper  numerical  values  in  Eq.  (i).  The  moving  load  is  taken 
to  cover  the  whole  of  BC  and  so  much  of  -^  C  as  is  indicated 
by  the  values  of  z. 
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In  arm  AB\  z—      13 

3 
26 


ti         U  it 


Hi 


(13 

(39 


ti      a         u 


Z—   < 


a      it         ti 


Z=   < 


13 
26 

39 

152 

13 
26 

39 

52 
65 


M=  —  547.00 
Af  =  -  657.00 

M=  —  792.00 
M=  —913.00 

M=  —  972.00 


The  following  values  may  now  be  written.  Those .  of  -^i 
are  found  by  simply  substituting  the  proper  numerical  quanti- 
ties in  Eq.  (2) ;  the  moving  load,  as  the  values  of  M  show,  is 
taken  to  cover  the  whole  of  BC, 


P  1 
£"=      13  .  .  -y  ^(l—  z)  =  15.99  t^'^s 


(13 

=  •(  26  .  . 
(39 


^  = 


39 

13 
26 

39 

26 

39 
52 
L65 
13 


=  37-40    « 


=  42.82    " 


=  44.72 


•^1  =   8.39  tons. 
^1=19-33     " 

^1  =  2640    " 
^,  =  30.14    " 

-^1  =  31.22    " 
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The  stresses  in  the  counters  will  first  be  sought,  t.  e.^  those 
in  the  arm  AB. 

As  a  trial  let  the  moving  load  cover  the  points  /%  G^  and 
H^  and,  as  before,  let  -^i  be  the  general  expression  for  the  re- 
action at  yl.     Hence: 

^1  =  3  X  19.5  X    ^  ^  '  =  16.25  tons. 

Since  3  4-  2  x  7.73  >  R^^  2P  =  o  at  the  panel  point  E,  and 
no  counter  is  needed  between  c  and  F. 

Moving  load  over  EH. 

26  •> 
^1  =  4  X  19.5  X  — ^  =  28.71  tons, 
72 

As  3  +  2  X  7.73  +  19.5  >  R^y  2P:=o  at  E,  and  dE  is  the 
first  and  only  counter  needed. 
The  vertical  component  of  the  stress  in  dE  is 

J  =  A  -  3  +  773  =  17-98  tons. 
Hence,       (dE)  =  17.98  x  seca=:  +  23.19  tons. 

The  greatest  compression  in  the  end  post  Ad,  and  tensioo 
in  the  vertical  dD  will  exist  when  the  moving  load  covers  the 
whole  of  the  arm  AB,  the  other  carrying  none,  and  with  such 
loading : 

^1  =  5  X  19.5  X  ^  =  44.69  tons. 

Hence,        (Ad)  =  —  (A\  —  3)  x  j^f  a  =  —  53.78  tons. 
At  the  same  time : 

{d'D)  =  +  (19.5  +  5.00)  =  +  24.5  tons. 

The  stresses  in  the  main  web  members  arc  next  to  be  de^ 
termined. 

Those  in  Ad  and  dD  will  occur  under  circumstances  to  he 
indicated  hereafter. 
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The  following  operations  are  in  accordance  with  the  princi- 
ples already  shown. 

Moving  load  on  BC  and  at  D. 
R^  =  8.39  tons ;  hence,  for  the  shear  in  Dei 

5  =  -  ^1  4-  (3  +  7.73  +  19.5)  =  21.84  tons. 

Hence,  {De)  =  j  x  seca=^  ■\-  28.17  tons. 

Also,  {eE)  =  —  (^  +  2.73)  =  —  24.57  tons. 

Moving  load  on  BC  and  DE. 
^\  =  I9'33  tons  ;  hence,  for  the  shear  in  Ef: 

J:=:-^j  +  (3+2X  7.73  +  2   X   19.5)  =  38.13  tons. 

Hence,  {Ef)  =  j  x  j^^a  =  +  49.19  tons. 

Also,  {/F)  =  —  (^  +  2.73)  =  —  40.86  tons. 

Moving  load  on  BC  and  DP. 
Rx  =  26.40  tons ;  hence,  for  the  shear  in  Fg\ 

^=-^i  +  (3  +  3x  7.73  +  3  X  19-5)  =  58.29  tons. 

Hence,         (Fg)  ^s  y.  seca=^  +  75.19  tons. 

Also,  {gG)  =  —  ( J  +  2.73)  =  —  61.02  tons. 

Moving  load  on  BC  and  DG. 
Ri  =  30.14  tons;  hence,  for  the  shear  in  GA: 

j=-/?i  +  (3+4x  7.73  +  4  X  19.5)  =  81.78  tons. 

Hence,  (GA)  =:s  x  sec  a  =  +  105.5  tons. 

Also,         (AH)  =  —(s  +  2.73)  =  —  84.51  tons. 

Moving  load  over  BC  and  A  B. 
R^  =  31.22  tons  ;  hence,  for  the  shear  in  Hd : 

J  =  —  i?i  4-  (3  +  5  X  7-73  +  5  X  i9-5)  =  io7-93  tons. 
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Hence,        {Hb)  =  s  x  sec/3=  +  117.64  tons. 

The  same  panel  weights  have  been  taken  for  //"and  //'  as 
for  D,  E,  Fy  etc.,  though,  strictly  speaking,  they  would  be  a 
little  smaller.  At  *,  however,  the  fixed  weight  will  be  taken 
as  2.73  X  7  -J-  13  =  1.47  tons. 

Hence,      {bS)  =  —  (2  x  107.93  +  1.47)  =  —  217.33  tons. 

Thus  the  web  stresses,  with  the  exceptions  noticed,  are 
completed. 

It  has  been  shown  that  the  greatest  compression  in  the  up- 
per chord  and  tension  in  the  lower  will  exist  when  the  moving 
load  covers  the  whole  of  one  arm,  as  AB,  for  which  condition 
of  loading,  as  has  already  been  seen : 

Ri  =  44.69  tons. 

Now,  -^1  —  (3  +  7.73  +  19.5)  =  14.46  tons  is  that  part  of  the 
total  panel  load  (fixed  and  moving)  at  E,  which  may  be  con- 
sidered as  passing  directly  to  A  ;  while  (19.5  H-  7.73)  —  1446 
=  12.77  tons  is  the  remainder,  which  maybe  taken  as  passing 
directly  to  B. 

The  following  values  will  now  be  needed : 

14.46  X  tan  «  =  1 1.7s  tons. 
12.77  X  tana^  10.37     " 
(7.73  +  19.5)  X  tana  —  22.12     " 

The  chord  stresses  then  follow : 

{AD)  =  (DE)  =  (/?!  -  3)  X  /tf»  o'  =  +  33.87  tons. 

(de)  =  (e/)  =  —  (2  X  14.46  +  27.23)  X  tana^  "  45.62  tons. 

ifg)  =  iff)  +  ^^'77  xtana---  35.25  tons. 

(£F)=-(/^)=+ 35.25  tons. 

(^A)  =.  {fg)  +  27.23  x  tana  ■\-  12.77  x  tana^  --  2.76  tons, 

{FG)  =  -  {gh)  =  +  2.76  tons. 
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(Jib)  will  evidently  be  tension,  and  {GH)  compression ;  no 
other  stresses,  therefore,  are  needed. 
The  following  stresses,  by  moments,  serve  as  checks : 

ide)  =  (./)  =  -  (/?.  -  3)  X  26  -  27.23  X  13  ^  _  ^56,  j^^ 
igh)  =  -  (^.  -  3)  X  52  -4  X  27.23  X  19.5  ^  _  2.75  tons. 

The  chord  stresses  due  to  the  fixed  load  alone  are  the  fol- 
lowing: 

(AD)  =  —  {de)  =  —  3  X  tan  a  =  —    2.44  tons. 

(Z>£)  =  -  (</^)  =  (^Z>)  -  (3  +  7.73)  x/^z»a=  -  11.16  " 
{EF)  =  -  (fg)  =  (DE)  -  (3  +  2X7.73)xtana=z  ^  26.16  " 
(FG)  =  -(^//)  =  (EF)  -  (3  +  3x7.73)xtana=  -47-44  " 
(GN)  =  ~  (*>4)  =  (/^G)  -  (3  +4 X 7.73)  xtana^-  75.00  '' 
(BH)  =  (GH)  ~  (3  +  5  X  7-73)  x  /^«/?  =  -  93.22    " 

As  a  check : 

/nTT\  3  X  72  +  5  X  7.73  X  33 

(BH)  =  - ^ 6         ~  ■"  9^'^^    ^^^' 

The  tension  in  the  upper  chord  and  compression  in  the 
lower,  due  to  the  moving  load  only,  still  remain  to  be  found. 

Moving  load  over  AB  and  BC. 
Ri  =31.22  tons.     Moments  about  6  give: 

^BN)'  =  ^.  X  72  -  5^x  19.5  X  33  ^  _  60.6  tons. 


Moving  load  over  BC  and  A  G. 
R^  =30.14  tons.     Moments  about  h  give : 

{GH)'=  -  (7.^)'=^' ><  65 -4^  '9-5x32.5  ^  _  35.^  ,^^^ 
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Moving  load  over  BC  and  AF. 
Rx  =  26^  tons.     Moments  about  g  give : 

/i?/-\'           /   z.\f      /?!  X  52  —  3  X  10.5  X  26  ^  ^ 

(FG)  =  —  {gK)  =  -^^ — ^ ^ — ^-^ =  —  9.26  tons- 

Moving  load  over  BC  and  AE. 
Ri  =  19-33  tons.     Moments  about /give: 

/  j?r7\'  /  ^  \#     /?i  X  30  —  2  X  10.5  X  10.5 

(£F)  =  -  (y^)'=  -^^ Y6^ =  - 0.4 tons 


Moving  load  over  BC  and  at  D. 
R\  =  8.39  tons.     Moments  about  e  give : 


(/>£)'  =  -  (./)'  =  ^.x  ^6 -^19.5x13  ^  _  ^^, 


tons. 


{^Epy  =  —(/gy=  —2.21 -(19.5-8.39)  x/aif  a  =  -1 1.24  tons. 
{FCy  =  -  (^A)'  =  —  1 1.24  —  9.03  =  —  20.27  tons. 
{G//y  =  —  (Ai)'  =  —  20.27  —  9.03  =  —  29.30  tons. 

Other  chord  stresses,  with  the  different  conditions  of  load- 
ing taken,  are  not  indicated,  as  they  were  found  to  be  less,  for 
the  same  panels,  than  those  that  are  given.  They  might  be 
needed,  however,  in  some  cases. 

A  very  important  result  occurs,  which  has  not  before  been 
noticed,  when  the  moving  load  covers -ffC and  one  panel  load 
rests  at  A, 

In  such  a  case  Eq.  (i)  gives : 

M=  -^i(/«-^)^=  -486.00. 


And  Eq.  (2) : 


M 
-^t  =  -7-  =  —  6.75  tons. 


Under  the  circumstances  just  named,  therefore,  the  condi- 
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tion  of  things  at  A  is  equivalent  to  hanging  a  weight  of  6.75 
tons  at  that  point,  as  the  end  of  the  overhanging  arm  AB. 
With  such  a  weight,  the  following  stresses  result : 

6.75  X  tana  =  5.48  tons, 
(Any  =  -  ((ley  =  -  5.48  tons, 
{DEy  =  -  (</)"  =  -  10.97  " 
(^^r  =  -  (/^r  =  -  1645  " 
(FG)"  =-(^Ar=~  21.94  " 
{GHy  =  -  (6Ay  =  -  27.42  " 
(BH)"  =  —  (27.42  +  6.7s  tan/S)  =  —  30.37  tons. 

From  these  results  are  to  be  selected  the  greatest  chord 
stresses. 
For  examples : 

Resultant  (GH)  =  —  (35.99  +  75.00)  =  —  1 10.99  tons. 
(FG)  =  - (21.94 +47-44)=-    69-38    " 

,    In  short,  precisely  as  the  operation  has  been  done  before. 

The  resultant  web  stresses  caused  by  this  negative  reaction, 
are: 

(Ad)  =  (3  +  6.75)  xseca=i  -i-  12.58  tons. 

(dD)  =  —  (3  +  2.73  +  6.75)  =  —  12.48  tons. 

These  are  the  "  singular  "  stresses  already  mentioned. 
Collecting  and  arranging  the  results,  the  following  resultant 
stresses  are  obtained : 


(d£)  =  +    23.19  tons. 

(Ad)=+    12.58    " 

(Ad)  =  —    53.78  tons. 

(dD)  =  +    24.50    " 

(dD)  =  -    1248    " 

(De)  =  +    28.17     " 

(eE)  =  -    24.57    " 

(£/)  =  +    49-19    " 

(/F)  =  -   40.86    « 

i^^)  =  +    75.19    " 

(gG)  =  -    61.02    " 

{Gh)  =  +  105.50    " 

(Aff)  =  -    84.51     " 

{m)  =  +  117.64    " 

(dB)  =-217.33     " 

(AD)  =  —      7.92  tons ;   +  33.87  tons. 

(D£)  =  ^  22.13    "  ;    +33-87   " 
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{EF)  —  —  42.61  tons ;  +  35.25  tons. 

{FG)   =~  69.38  **  ;  +  2.76  " 

((?//)=-- 110.99  " 

(^/^)  =  ~  153.82  " 

{de)     =  -I-   7.92  "  ;  —  45.62  tons. 

{ef)    =  +  22.13  "  ;  -45.62  " 

(fg)  =  +  42.61  "  ;  ~  35.25  " 
{gh)  =  +  69.38  "  ;  -  2.76  " 
(Ad)     =  +  1 10.99  " 

The  same  stresses  exist,  of  course,  for  corresponding  mem- 
bers in  the  arm  BC. 

It  is  thus  seen  that  the  portions  dA,  d'A\  A  G,  and  CG\  of 
the  chords  must  be  counterbraced.  Ad,  C^,  dD,  and  dT^^ 
only,  of  the  web  members  need  the  same  treatment. 

It  may  happen  that,  with  a  moving  panel  load  at  A  the 
reaction  at  A  will  be  negative,  in  the  search  for  main  web 
stresses.  In  such  a  case  the  method  of  operation  is  simply 
an  extension  of  that  used  in  the  example.  If  the  numerical 
value  of  this  negative  reaction  is  equal  to,  or  less  than,  a 
moving  panel  load  (which  may  rest  at  ^),  a  weight  equal  to 
this  reaction  is  to  be  taken  as  hung  from  A,  and  the  panel 
load  (moving)  at  D  is  to  be  taken  as  hung  from  that  point, 
while  the  arm  ^^ff  is  to  be  considered  as  an  overhanging  one. 
If  the  reaction,  however,  is  greater  than  a  moving  panel  load, 
then  two  such  loads  are  to  be  taken  as  hanging  from  A  and 
D  with  the  overhanging  condition  of  the  arm. 

A  whole  panel  moving  load  is  taken  at  A  for  prudential 
reasons.  If  the  load  were  of  uniform  density,  then  a  half 
panel  moving  load  would  be  taken  at  A. 

Negative  reactions  by  the  formula  for  any  number  of  mov- 
ing panel  loads  near  the  end  are  to  be  treated  in  exactly  the 
same  way ;  for  it  is  to  be  remembered  that  negative  reactions 
in  an  actual  truss,  in  this  case,  cannot  exist. 

It  may  be  urged  that  the  case  of  partial  continuity,  taken 
in  the  preceding  Article,  should  be  treated  according  to  the 
principles  developed  in  this,  by  taking  the  middle  span  equal 
to  zero. 
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Making  such  an  assumption,  however,  would  be  a  depart- 
ure from  the  real  state  of  the  truss.  The  safe  way  would  be 
to  determine  the  greatest  stresses  by  both  methods,  and  select 
the  greatest  of  the  two  sets  of  results. 

Differences  would  be  found  only  in  the  upper  chord  ten- 
sion, lower  chord  compression,  and  main  web  stresses. 

In  the  present  case,  if  there  are  two  or  more  systems  of 
triangulation,  each  is  to  be  treated  precisely  as  the  example 
has  been. 

This  case  really  includes  that  of  a  centre-bearing  turn-table 
with  two  points  of  support  at  the  centre,  as  shown  in  the 


K    7l' 


^JV 


figure.  HH'  is  free  to  "  rock  "  on  the  central  point  B,  and  as 
the  motion  is  always  very  small,  BH  (horizontal  distance)  is 
essentially  equal  to  BH '  (also  horizontal)  at  all  times.  From 
this  it  results  that  the  reaction  at  H  will  always  be  equal  to 
that  at  H\  consequently  the  diagonals  Hk!  and  H'h  must  be 
introduced. 

Now  as  HH'  is  really  a  part  of  the  truss,  attached  to  and 
moving  with  it,  the  whole  bridge,  ACy  is  simply  a  continuous 
truss  of  two  spans  supported  on  the  fixed  point  B.  All  the 
conclusions  and  formulae,  therefore,  of  this  Article,  apply  to 
it  directly.  R^  will  be  the  reaction  at  B,  and  M  will  be  the 
moment  over  the  same  point. 

According  to  the  principles  established,  Hh'  will  receive  its 
greatest  stress  when  AB,  only,  carries  moving  load.  Since 
the  pressure  on  H  is  always  equal  to  that  on  H'  also  to  a 
half  of  the  reaction  at  B^  there  results : 


{Hk)  = 


R\  X  sec  AHA' 


in  which  R'^  is  the  reaction  at  B  due  to  the  moving  load  on 
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AB  only,  considered  as  a  simple  truss.  The  greatest  stress 
in  H'h  is,  of  course,  equal  to  {Hh), 

The  greatest  stress  in  Hh  (equal  to  {H'h))  is  found,  as 
before,  by  putting  the  moving  load  on  BC  and  AG. 

No  locomotive  excess  has  been  taken,  but  precisely  the 
same  conditions  of  loading  hold  whether  such  excess  is  taken 
or  not. 

It  will  only  be  necessary  to  remember  that  the  locomotive 
may  be  at  either  end  of  the  train,  and  that  the  greatest  results 
arising  from  the  two  positions  are  to  be  selected. 
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CHAPTER    V. 

SWING  BRIDGES.     ENDS  LATCHED  TO  SUPPORTS. 
Art  39. — General  Oomideratioiui. 

It  has  already  been  stated  that  the  object  of  fitting  the 
ends  of  a  swing  bridge  with  a  latching  apparatus  is  to  enable 
those  ends  to  resist  a  negative  reaction,  or  in  other  words,  to 
prevent  their  rising  from  the  points  of  support.  All  "  ham- 
mering  "  of  the  ends  will  thus  be  prevented. 

It  has  further  been  shown  in  the  preceding  Chapter  that  if 
there  are  always  two  points  of  support  at  the  center,  for  each 
system  of  triangulation,  the  ends  will  never  tend  to  rise.  It 
was  also  observed  in  the  preceding  Article  that  with  a  pivot, 
or  centre-bearing  turn-table,  the  bridge  always  presents  the 
case  of  continuity  with  two  spans  only,  whatever  may  be  the 
number  of  apparent  points  of  support  at  the  centre. 

In  this  chapter,  then,  it  will  only  be  necessary  to  consider 
the  one  case  of  continuity  with  a  single  point  of  support 
between  the  extremities  of  the  bridge. 

Art.  40l— Bnda  Zaatched  Down— One  Point  of  Snpport  Between  Bztremlp 
ties  of  Bridge— Bxample. 

The  general  formulae  required  in  this  case  are  Eqs.  (i),  (2), 
(3),  and  (4),  of  Article  38,  and  they  are  here  reproduced. 

M^-'l^\kp{l?^^)Z'>thp{l^-s?)z\     ....     (i). 

ie,=  i|i/>(/-^)4-^| (2). 

203 
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i?,  =  i|i/'^  +  i/'*-2^| .     (3). 

/?,=  i|i-i'(/-^)  +  J/} (4). 

These  involve  the  condition  liz:z  1^:=:  l^  which  will  appear  in 
the  example. 

If  this  condition  does  not  exist  in  any  case,  the  formulae  to 
be  used  are  Eqs.  (lo),  (ii),  (12),  and  (13)  of  Article  35,  but 
they  are  to  be  used  in  precisely  the  same  manner  as  will  be 
Eqs.  (i),  (2),  (3),  and  (4). 

This  case  was  essentially  treated  in  the  preceding  Article, 
insomuch  that  with  ordinary  moving  loads  precisely  the  same 
conditions  of  loading,  for  the  greatest  stresses,  are  required  in 
the  two  cases.  The  results  themselves,  however,  will  be  dif- 
ferent for  the  upper  chord  compression,  lower  chord  tension, 
and  counter  stresses. 

It  will  probably  be  as  expeditious  and  labor  saving,  never- 
theless to  iind  the  reactions  and  chord  stresses  due  to  each 
moving  panel  load,  and  then  combine  the  results  thus  found 
with  those  due  to  the  fixed  load  alone,  in  the  usual  manner. 
Such  is  the  method  to  be  used  in  the  example. 

Since  Eq.  (i)  .shows   that  M  is  always  negative,   Eq.  (2) 

shows  that  with  a  given  value  of  2P{/  —  s),  Ri  will  have  its 
greatest  positive  value  when  no  moving  load  is  upon  the  span 
4.     The  expression  for  the  shear  in  any  counter: 

(in  which  «'  is  the  number  of  moving  loads  between  ^1  and 
the  counter,  and  n  the  number  of  fixed  loads  similarly  lo- 
cated), will  have  its  greatest  value  for  n'  =  o.  Hence,  /or  the 
greatest  stress  in  any  inclined  counter y  the  moving  load  must  ex- 
tend from  the  centre  to  the  foot  of  the  counter  in  question.  This 
is  precisely  the  condition  used  previously. 
As  usual,  the  stress  in  the  vertical  which  cuts  the  upper 
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extremity  of  the  counter  must  be  found,  for  it  may  be  the 
greatest  in  that  member. 

Precisely  the  same  reasoning  used  previously  shows  that 
the  greatest  stress  in  any  main  web  member  (inclined^  exists 
when  the  moving  load  covers  the  whole  of  one  span,  and  that 
portion  of  the  other  incltided  between  the  free  end  and  tliefoot  of 
the  member  considered. 

The  stress  in  the  vertical  which  cuts  the  upper  extremity 
of  the  inclined  web  member  is  to  be  found  with  the  same 
condition  of  loading ;  it  will  usually  be  the  greatest  possible. 

The  truss  to  be  taken  for  an  example,  and  all  the  data,  are 
exactly  the  same  as  those  used  in  Article  38.  The  figure  and 
the  data  are  reproduced  below : 


Total  length  =  ^C=  2/=  2AB—  2BC-  144  feet. 
Uniform  depth  —  dD  —  bB  —  16  feet. 
Panel  length  =AD=  DE=  etc.  =  13  feet. 

BH=BH'  =  7iGtt. 
Total  fixed  weight  per  foot  =  1200  pounds  (nearly). 
Upper  chord  panel  fixed  weight  =  PK  =  2.73  tons. 
Lower  chord  panel  fixed  weight  =  W^'  =  5.00  tons. 
Uniform  panel  moving  load  —  w—  19.50  tons. 

The  inclined  web  members,  except  the  end  posts,  are  for 
tension,  and  the  verticals  for  compression. 

The  moving  load  traverses  the  lower  chord.  The  weight 
of  the  floor  system  is  taken  at  about  350  pounds  per  foot  of 
track.  The  fixed  weight  at  A  will  be  taken  at  three  (3)  tons, 
and  that  at  b  at  1.47  tons.  Full  panel  loads  of  both  kinds 
will  be  taken  at  //"  and  //'. 

For  a  single  moving  panel  load  on  the  arm  AB\ 


w 


M=-^(/»-z^^ 


(5). 
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J?,=iiw(/-*)+J/l     .      .      .      .      (6). 

*i  =  f w- 

The  distance  z  is  to  be  measured  from  A  ox  C  according  as 
the  arm  AB  or  CB  is  considered. 

The  trigonometrical  quantities  used  in  this  example  are 
the  same  as  those  employed  in  the  preceding  Article.  They 
are  the  following: 

tan  AdD  ^tan  a^  0.8125  • 
sec     "      —sec  ar=  1.29 
tan  HbB  —  tan  ft  ^  0.4375 
sec     "      =  j^^  )5  =  1.09 

The  following  quantities  are  also  taken  from  the  example 
in  the  preceding  article : 


^=13 

.       .       /—  ^=59       .       .       (/*  — £?)^=      65195.00 

^  =  26 

.     .     /--?  =  46     .     .     (/^-^)-8r=  117208.00 

^=39 

•     •    /  -  -8^  =  33     •     •     (/*  -  -8*)^  =  142857.00 

z=  52 

.       .      /  — ^— 20      .      .       (/*  — -8*)^—  128960.00 

^  =  65 

.    .    /-5=   7    .    •    (/»-^)^=  62335.00 

—                — ormnrnR"! 

4/»      20736      o-«^^^»23. 

0.00004823  X  19.5  =  0.00094. 

w      IQ.5 

-7- =--^-^  =  0.271. 
/      72         '^ 

By  using 

these  quantities  in  Eqs.  (5),  (6),  and  (7) : 

tt/at  Z>    . 

.    ^1  =  +  15.14  tons    .     .    -^3  =  -  0.851  tons. 

WE. 

.     i?i=  +  10.94     "      .     •    iea=-i.53        " 

w  ''  F    . 

.    i?i  =  H-    7.07     *'      .     .    ^8  =-1.87 

w  ''  G    . 

.    ^1=  t    374     "      •    -    /?s=~i.68        " 

W  H  . 

.     i?i=H-     1.09     "       .     .     7?8=-0.8l 

i'i?i  =  +  37-98                     ^^9  =  -  6.741      " 
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The  greatest  negative  reaction  at  the  extremity  of  one  arm 
will  exist  when  the  whole  of  the  other  is  covered  by  the  mov- 
ing load,  and  its  value  is  seen  to  be  —  6.741  tons.  The  resist- 
ance of  the  latching  apparatus  must  be  sufficient  to  oppose 
this  with  a  proper  safety  factor. 

Under  the  same  circumstances,  with  ends  not  latched  down, 
it  was  found  that  the  reaction  at  A  was  44.69  tons  (see  Article 
38) ;  but  37.98  H-  67.41  =  44.721  tons,  which  is  essentially 
equal  to  44.69  tons,  as  it  should  be. 

Counter  Stresses. 
dE  is  the  only  counter  needed,  since  with  moving  loads  at 
£,  Fy  Gf  H,  the  reaction  at  -4  is : 

i?i  =  10.94  +  7.07  +  3.74  + 1.09  =  +  22.84  tons  ; 

consequently  ^P-=  o  at  E. 

The  shear,  or  vertical  component  of  the  stress,  in  dE  is: 

j=  22.84  —  (3  4-  2.73  +  5.00)  =  1 2. 1 1  tons. 

Hence,        {dE^  =  j  x  j^^ a  =  +  15.62  tons. 

With  the  moving  load  covering  DH^  dD  acting  as  a  counter 
will  sustain  a  tensile  stress  equal  to 

{dD)  =  +  (19.S  +  5.00)  =  +  24.5  tons. 

With  the  same  condition  of  loading,  Ad  receives  its  great- 
est compressive  stress : 

,    {Ad)  =  — i?i  X  sec a^  —  37«98 sec a^  —  48.99  tons. 

Main  Web  Stresses. 

The  main  web  stresses  are  found  precisely  as  in  Article  38, 
and  there  is  no  need  of  repeating  the  operation  here. 

The  values  of  the  stresses  will  be  reproduced  in  the  proper 
place. 

Chord  Stresses. 
The  chord  stresses  due  to  the  fixed  load  alone  are  the  same 
as  those  determined  on  page  195  of  Article  38.    They  will 
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not  be  reproduced,  but  references  will  be  made  to  them  as 
they  are. 

Those  caused  by  the  moving  load  alone  will  be  determmed 
by  placing  a  panel  load  at  each  panel  point  successively, 
and  finding  all  the  chord  stress  in  both  arms  due  to  it,  then 
tabulating  the  results,  and,  finally,  combining  them  in  the 
manner  already  shown  in  several  instances. 

The  counter  dE  will  be  supposed  to  come  into  action  for 
the  weights  £,  F^  G,  and  H, 

The  panel  loads  at  F,  G^  and  H  will  cause  apparent  com- 
pression in  some,  or  all,  of  the  inclined  members  Ef,  Fg^  and 
Gh.  The  resultant  action  of  fixed  and  moving  loads  in  those 
members,  however,  will  in  all  cases  be  tension. 

The  detailed  expressions  for  the  chord  stresses  due  to  one 
moving  panel  load  only  will  be  given,  as  all  the  others  are 
like  it.     For  this  purpose  take  w  at  F. 

Ri=  +  7.07  tons  ;  1?^=  —  1.S7  tons. 

w  —  Ri  =  19.5  —  7.07  =  12.43  tons. 
{AD)  =      (DE)  =  +  Ji^tana  =  -h  574  tons. 
(de)     =      {ef)    =  —  2  X  R^  X  tana=  —  11.49  tons. 
(EF)  =-{/g)   =  +  11.49  +  574=  +  17-23  tons. 
(FG)  =  -  (gA)   =  17.23  -  12.43  X  /^jr«a  =  4-  7-13  tons. 
{GH)=  —  {hb)    =    7.13  —  12.43  X  tan  a  =  —  2.97  tons. 
{/f£)  =  —  2.97  —  12.43  X  tan  /3=  —  8.41  tons. 

{CD')  =  -  {d'e')  =         J?^x  tana=  -  1.52  tons. 
{D'E)  =  -  {e'f)  =  2  X  "  "      =  -  3.04 

{EF)  =  -  {/'g-')  =  3  X  "  "      =  -  4.56 

{F'G')  =  -  {g'/i)  =  4  X  **  "      =  -  6.08 

{G'ff)  =  -  {A'6)  =  5  X  "         "      =  -  7.60 
{/FB)  =  -  7.60 -  R^xtanp  =  -  8.42 

The  following  checks  by  moments  should  be  observed. 
Moments  about  d  give  : 

(ffB)  =  ^1  X  72  -^.9.5  X  33  ^  _  8.40  tons ; 
(ff'B)  =  ^*  ^^  72  =  -  8415  tons. 
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Moments  about  /  give : 

{EF)  =  ^^^^  ^9  ^  +  17  23  tons. 

The   following  tables  are  found   by  following  the  same 
operation  for  all  the  weights. 


(de) 

{^/) 

(/i) 

(^^) 

W 

w  zX  D 

—  12.3 

—   8.76 

-    5.22 

-    1.68 

+  1.86 

11   «  jg 

-17.78 

-17.78 

-  10.82 

-    3-87 

+  3.09 

II   II  p 

-11.49 

-11.49 

-  17.23 

-    7.13 

+  2.97 

II       II       Q 

-    6.08 

-    6.08 

-    9.12 

—  12.16 

+  0.65 

II   II  ff 

-    1-77 

-    1.77 

-    2.66 

-    3-55 

-4.42 

{AD) 

{DE) 

{EF) 

{FG) 

{GH) 

{HB) 

WtLtD 

+  ia.3 

+  8.76 

+    5.22 

+    1.68 

-1.86 

-3.77 

1.  I<  ^ 

+    8.89 

+  8.89 

+  10.82 

+    3.87 

-3.09 

-6.94 

**   **   /p 

+    5.74 

+  5.74 

+  17-23 

+    7.13 

-2.97 

• 

-8.41 

a    .1    Q 

+    3.04 

+  304 

+    9.12 

+  12.16 

—  0.65 

-7.54 

..    II   ^ 

+    0.89 

+  0.89 

+    2.66 

+    3.55 

+  4-42 

-3.63 

{de) 

k^n 

(/>') 

{Z'h') 

{h'B) 

w 

at  D 

+  0.69 

+ 1.38 

+  2.07 

+  2.76 

+  3.45 

II 

"  E 

+  1.24 

+  2.49 

+  3.73 

+  4-97 

+  6.22 

II 

"   F 

+  1.52 

+  3.04 

+  4.56 

+  6.08 

+  7.60 

«• 

"    G 

+  1.37 

+  2.70 

+  4- 10 

+  5.46 

+  6.83 

II 

"  H 

+  0.66 

+ 1.32 

+  1.97 

+  2.63 

+  3.29 

14 
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(CD') 

(!>£') 

(js/n 

(I^'G) 

{G'lf) 

(.HB\ 

wvXD 

—  0.69 

-1.38 

—  2.07 

—  2.76 

-3.45 

-3-8a 

14      l(     ^ 

-1.24 

-2  49 

-3.73 

-4.97 

—  6.22 

-6.88 

tl      tl     Jf 

-1.52 

-3.04 

-4.56 

-6.08 

-7.60 

-8.4a 

<C      It      Q 

-1.37 

-2.73 

-4.10 

-5.46 

-6.83 

-7.56 

t.      It     Jf 

-0,66 

-1.32 

-1.97 

—  2.63 

-3.29 

-364 

Using  the  main  web  stresses  and  the  iixed  weight  chord 
stresses  found  in  Article  38,  the  following  greatest  stresses  at 
once  result : 


{dE) 

=  +    15.62  tons. 

{Ad) 

=  +    12.58    « 

{Ad)  =  —   48.99  tons 

{dD) 

=  +    24.50    " 

{dD)  =  -    1248     " 

{De) 

=  +    28.17    " 

{eE)  =  -    24.57     " 

{£/) 

=  +    49-19    " 

{/F)  =  -   40.86     " 

{Fg) 

=  +    75-19    " 

(^  =  -    61.02     « 

{Gh) 

=  +  105.50    " 

{AB)--    84.51      " 

{Hb) 

=  -f  117.64    " 

{dB)  =  -  217.33     " 

{AD)^-     7.92^ 

tons ;         +  2842  tons. 

{DE)  =  -    22.12 

« 

;         +  16.16    " 

{EF)  ^  -   42.59 

« 

;        +  18.89    " 

{FG)  =-   69.34 

« 

{GH)  =  -  1 10.96 

« 

(^/f)=- 153.83 

« 

{df)     =  +      7.92 

« 

;         —  46.98  tons. 

{e/)     =  +    22.12 

;        -34-72    " 

iM  =  +  42.59 

i< 

;         -  18.89    " 

{^A)    =  +    69.34 

u 

{Ad)    =  +  110.96 

The  web  members  dD,  d'D\  Ad,  Cd\  and  the  portions  AF, 
CF\  dg,  d'g'  of  the  chords  need  counterbracing. 
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The  chord  stress  {GH)  =  —  1 10.96  tons  requires  the  mov- 
ing load  to  cover  BC  and  AG. 

With  the  moving  load  on  AB  only,  there  is  some  ambi- 
guity in  the  stresses  (d€\  compression^  and  (DE)  tension. 

In  such  a  case  the  reaction  ^1  is  37.98  tons,  and  the  web 
member  De  may  be  neglected.  Under  such  an  assumption, 
by  taking  moments  about  d  and  E  successively,  there  will 
result : 

{AD)  =  (DE)  =  ^^'"^,5  "^  '^  =  +  2842  tons ; 

/  ^  V  /    ^v  (^1  —  3)    X   26  —  27.23    X    13 

{de)  =  {ef)  =  -  ^—^—^ ^6      ^    ^ '  =  -  34.72  tons. 

This  ambiguity  cannot  be  avoided  if  both  the  web  mem* 
bers  dE  and  De  exist.  It  might  also  have  been  noticed  in 
the  case  last  treated. 

It  has  already  been  noticed  that  the  downward  reaction  of 
6.74  tons  must  be  resisted  by  the  latching  apparatus. 

If  there  are  two  or  more  systems  of  triangulation,  the  pre- 
ceding principles  hold  true  for  each.  Also,  if  there  is  loco- 
motive excess,  precisely  the  same  methods  are  to  be  em- 
ployed. 

The  observations  which  were  made  at  the  end  of  Article  38 
on  a  pivot  or  centre-bearing  turn-table,  over  which  there  are 
two  points  of  support  for  the  truss,  apply,  exactly  as  they 
stand,  to  this  case.  The  value  of  R'2  must,  however,  be  found 
by  Eq.  (3)  of  this  Article. 
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CHAPTER    VI. 

SWING  BRIDGES  ENDS  LIFTED. 
Art  41.— Qeneral  Consideratioiuk 

In  the  preceding  chapter  there  was  noticed,  in  detail,  the 
method  of  prevention  of  "  hammering,"  by  latching  down  the 
ends  of  a  swing  bridge  of  two  spans.  It  was  also  there 
noticed  that  the  necessity  of  such  an  arrangement  could  only 
exist  in  the  case  of  continuity  with  two  spans.  For  precisely 
the  same  reasons  given  in  connection  with  that  case,  the  neces- 
sity of  lifted  ends  can  exist  in  the  event  of  continuity  with  two 
spans  only. 

It  is  plain  that  if  the  ends  of  a  swing  bridge  are  pressed 
upward  by  forces  exceeding  the  greatest  negative  reactions 
determined  for  latched  ends  by  the  formulae  of  the  last  chap- 
ter, there  can  be  no  hammering,  for  the  ends  can  never  leave 
their  seats  or  supports. 

By  a  proper  device,  then,  the  ends  should  be  pressed  up- 
ward by  forces  at  least  equal  to  the  negative  reactions  deter- 
mined for  latched  ends. 

In  order  to  provide  for  any  contingency,  however,  which 
may  arise,  the  upward  force  should  somewhat  exceed  such  a 
value. 

Art.  42. — ^EndB  lifted — One  Point  of  Support  Between  Sztremitiei — 

Bxample. 

The  figure  represents  the  truss  to  be  taken  as  an  example. 

The  span,  depth  of  truss,  and  panel  lengths,  excepting  hh\ 
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are  the  same  as  those  taken  in  the  two  preceding  cases ;  the 
loading  is  also  the  same. 
The  following  are  the  data  to  be  used  : 

AC^  ziAh^  ^\=  144  feet. 

Uniform  depth  of  truss  =    16  " 

Panel  length  =13  " 

AA'=    14  " 

« 

Uniform  fixed  upper  chord  panel  load  =  JV  =    5.00  tons. 
"  "      lower       "        "        "     =  W'=    2.73     " 

*'  moving  "        "     =  w   =  19.50    " 

Moving  load  for  unit  of  length  =    1.50    " 

The  truss  is  a  deck  one,  as  the  moving  load  passes  along 
AC;  and  as  the  figure  shows,  there  are  two  systems  of  tri- 
angulation.  It  will  be  assumed,  though  not  strictly  true,  that 
the  same  panel  loads  are  found  at  A  and  A'  as  at  the  other 
panel  points. 

Let  the  inclination  of  GA  to  a  vertical  line  be  denoted  by  a. 
u  a  sA  "  "  "  /?. 

u  it  gg  a  it  a  g^ 

Then  tan  a  =  0.8125  ;  sec  a  =  1.29 ; 

"       *'   /?  =  0.4375;  "  /?=i.09; 

"   tf  =  1.25  ;  "  <y  =  1.6. 


Each  system  of  triangulation  is  to  be  treated  as  an  inde- 
pendent truss.  The  fixed  weights  at  D  and  A  will  be  taken 
as  belonging  to  the  system  ADeF^  etc.,  while  that  at  d  will  be 
assumed  to  belong  to  the  other  system.  Similar  observations 
apply  to  the  other  arm.  As  in  the  preceding  case,  a  fixed 
load  of  three  (3)  tons  will  be  taken  at  A  or  C. 

The  stresses  in  a  swing  bridge  with  ends  lifted  may  be 
considered  as  composed  of  the  stresses  in  two  other  trusses. 


Digitized  by  VjOOQIC 


214  SWING  BRIDGES. 

one  with  ends  latched  down  and  subjected  to  the  same  loads 
(both  fixed  and  moving),  and  the  other  subjected  to  the 
action  of  the  upward  pressures  only,  at  the  ends;  the  dif- 
ferent trusses  being  supposed  of  the  same  form  and  dimen- 
sions in  all  their  parts. 

From  this,  it  at  once  follows  that  the  positions  of  the  mov- 
ing load  for  the  greatest  stresses  (when  the  ends  are  lifted) 
are  exactly  the  same  as  those  determined  in  the  preceding 
chapter. 

For  the  stresses  in  the  counters,  then,  or  for  those  in  the  mem- 
bers which  slope  downward  from  the  upper  chard  and  toward 
the  ends  J  the  moving  load  must  extend  from  the  centre  to  the 
upper  extremities  of  such  members. 

These  stresses  will  be  compressive,  and  the  member  in 
which  such  stress  is  first  found  is  to  be  determined  in  the 
manner  already  shown. 

In  order  to  find  the  greatest  compressive  stress  in  any  web 
member,  in  one  arm,  sloping  downward  from  the  upper  cltord, 
and  toward  the  centre,  the  moving  load  must  extend  from  the 
end  of  that  arm  to  its  upper  extremity,  and  at  the  same  time 
cover  the  whole  of  the  other  arm. 

These  conditions  of  loading  are  to  be  taken  while  the  ends 
are  lifted,  but  it  will  also  be  necessary  to  find  the  web  stresses 
for  the  open  draw  in  the  vicinity  of  the  end,  as  some  of  these 
will  be  the  greatest  stresses  in  the  web  members  there  located. 

It  is  to  be  borne  in  mind  that  any  two  web  members  which 
intersect  in  that  chord  which  does  not  carry  the  moving  load, 
take  their  greatest  stresses  together. 

Although  positions  of  moving  load  for  the  greatest  chord 
stresses  may  be  assigned,  it  will  probably  be  the  shortest  and 
most  labor-saving  method  to  find  the  chord  stresses  due  to 
the  fixed  load  and  upward  pressure  together,  then  find  those 
due  to  each  moving  panel  load  alone,  and  combine  the  results. 
This  method  will  be  used. 

The  example  will  now  be  treated. 

The  following  quantities  are  determined  on  the  supposition 
that  the  ends  are  latched  down,  by  Eqs.  (i),  (2),  and  (4)  of 
Article  40. 
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215 


«=  13  feet  .  .  M=^  —   61.28  .  .  ^1  =  +  15.14  .  .  -^3  =  —0.851  tons. 
«  =  39   "    .  .  iW=  —  134.29  .  .  -^1  =  +    7.07  .  .  -^s  =  —  1.87      *• 
«  =  65    *'    .  .  Jf  =  —    58.59  .  .  ^1  =  +    1.09  .  .  ^3  =  —  p.8i       " 


-3.531 


System  ADeFgy  etc. 


«  =  26  fe2t  .  .  J/=  —  110.18  .  .  ^1  =  +  10.94  .  .  ^3  =  —  1.53  tons. 
«  =  52   •*    .  .  M^  —121.22  .  .  ^1  =  +    3.74  .  .  ^3  =  —  1.68     " 

-3.21     " 

-  Each  of  these  results,  it  is  to  be  observed,  is  for  a  single 
panel  moving  load  placed  at  the  panel  point  denoted  by  the 
value  of  z.  They  have  been  used  in  the  two  preceding  cases. 
The  chord  stresses  due  to  each  panel  moving  load  alone 
will  first  be  found.  As  these  are  all  found  by  exactly  the 
same  method,  the  detailed  expressions  for  two  only  (one  in 
each  system)  will  be  given. 


System  ADdEf^  etc. 

Panel  moving  load  at/: 

-J  =:  39  feet ;        ifi  =  4-  7.07  tons ;         R^ 

,  =  — 

1.87  tons, 

(Ad)    =  -  Ri  tan  a 

=  — 

S.74    " 

(df)     =  -2  R^tana 

=  — 

11.49    " 

\fk)     =  -  1 1.49  +  {12.43  —  7-07)  tan  a 

=  — 

7.20    " 

(kh)     =  —    7.20  +  12.43  (tan  a+  tan/3)=  + 

8.30    " 

(DE)    =-(Ad) 

=  + 

574    " 

(EG)    =    5.74  +  2  ^1  tan  a 

=  + 

17.23    " 

(GB)    =  17.23  -  2  X  12.43  X  tan  a 

=  — 

2.96    « 

(Cd")    =  -     R^  tan  a 

=  + 

1.52    " 

(d'f)    =  -  2  **      " 

=  + 

3.04    " 

(fh')  =-4"      " 

=  + 

6.08    " 

(hh')     =  6.08  -  R^  (tan  a  +  tan  /3) 

=  4- 

8.42    " 

(DE)  =  ~  (Cd') 

=r  — 

1.52    " 

(E'G)  =  +  zR^tana 

=   — 

4.56    « 

(GB)  =  +  5  "      " 

=   — 

7.60    " 
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As  numerical  checks,  the  moment  method  gives  the  fol- 
lowing results : 

/•-Dv       /?i  X  65  —  10.5  X  26  _^  ^ 

{GB)  =  — i ^ — -^^^ =  —  2.g6  tons. 


^kk)  =  -  ^^^^'^  =  +  841  tons. 


(GB)  =  ^^^T^  =  -  7.60  tons. 


System  ADeFgy  etc 
Panel  moving  load  at  e\ 

jgr  =  26  feet ;        ^1  =  +  10.94  tons ;  ^t  =  —    1.53  tons. 

[Ae)      :=^-'R^tana  =  -    8.89    " 

\cg^       =  {^Ae)  —  2.38  X  tana  =  —  10.82 

(^)      =  («^)  +  (19-5 -^i)('^««  +  /^  *)=-!-    6.84    " 

(DF)    =  2^1  tana  =  +  17.78    " 

(FjP)     =  {DF)  -  2  (19.5  - ^1)  tana  =  +    387    " 

(O')      ^-^    R^tana  =  +    1.24 

(^'^')     =  -  3  "      "  =  +    3.73 

(^'^)     =  {^g')  -  ^s  (^^«  a-k-  tand)  =  +    6.88     " 

(i7F')  =  2  ie,/a»  a  =  -    249 

{FB)    =4"     "  =-   4.97 

Moments  give : 

^  jg,  X  52  -  19.5    X   26  ^  ^       gg  ^^^^ 

10 


(/r'^)  =  :^iLii=_  4.97  tons. 
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All  the  results  for  the  two  systems  give  the  four  tables 
below : 


(Ad) 

{df) 

(/*) 

(hh) 

{DE) 

{EG) 

{GB) 

wtXd 

—12.30 

-  8.76 

-  1.68 

+  3.77 

+  12.30 

+  5.22 

-1.86 

«at/ 

-  5.74 

-11.49 

-  7.20 

+  8.30 

+  5.74 

+  17.23 

-a.96 

WKth 

—  0.89 

-  1.77 

-  3.54 

+  3.63 

+  0.89 

+  2.66 

+  4.43 

(Cd) 

i'f/') 

(/>*•) 

{M^ 

(D'E) 

(EG) 

(GB) 

wKid 

+  0.69 

+  1.38 

+  2.77 

+  3.83 

—  0.69 

-2.07 

-3.46 

WBt/ 

+  1.52 

+  3.04 

+  6.08 

+  8.42 

-1.52 

-4.56 

-7.60 

W9Xk 

+  0.66 

+  1.32 

+  2.63 

+  3.64 

-0.66 

+  1.97 

"3.29 

(Ae) 

(<f) 

Ur') 

(/>/•) 

(EB) 

wnte 
II  1.  ^ 

-8.89 
-3.04 

—  10.82 

—  9.12 

+  6.84 
+  7.54 

+  17.78 
+    6.08 

+    3.87 
+  12.16 

(Ce) 

C^^') 

(/^) 

(/>■/•■) 

{FB) 

wtLte 

+  1,24 
+  1.37 

+  3.73 

+  4.10 

+  6.88 
+  7.56 

-2.49 
-a.73 

-4-97 
-5.46 

The  open  draw  stresses  due  to  the  fixed  weight  alone  are 
the  following : 


3     X  tan  a  =  2.44  tons. 
W  X     ''     =4.06    " 
Wx     "     =2.22    " 


3     X  tand=^  3.75  tons. 
W  X      '*    =6.25     " 
W  X      "    =  3.41     " 
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W  X  /a«y5=  2.19  tons. 
W  X     "     =  1. 19    '* 

{Ad)  =  +  i  X  tana  =  +   2.44  tons. 

(de)    =  {Ad)  ■¥  W  tan  a  =+    6.50    " 

(</•)    =  {de)  +  {2  (3  +  W)  •\-W\tana  =  +  19.88    " 

(fg)    =  {ef)  -^\2{lV+W')+lV\tana         =  +  36.50    " 
(^A)   =  {/£)  +  (3  +  W-¥2W')  {tan  a  +  tanS)  +  jr/^«  rf 

=  +70.51  tons. 
{kk)  =  (^A)  +  2{W-\-W')  {tan  a  +  /^z»/?)      +  W  tan  p 

=  4-  92.02  tons. 
{DE)  =  -{2x3+  W'^')  /^?«  a  =  —    7.10    *' 

{EF)  =  {DE)  '-2Wtana-W'  tana  =  -  17.44    ** 

{FG)  =  (£/^)  -  2(3  -k-W-^-W)  tan  a-  W^'  tana--  37. 10    " 
{GB)  =  {FG)-^{4lV+3lV')tana  =-60.00    " 

As  a  numerical  check : 

{GB)-{3W'{-2lV')tan/5--{i  -h  2IV  +  2W')  tand  = 

—  92.02  tons  =  —  (AA). 
Again,  by  moments : 

iM')  =  5x7-73x33  +  3^x72-7x2.73  ^  ^ ^, ^,  ^^„3 

The  chord  stresses  resulting  from  the  upward  pressure 
alone  still  remain  to  be  found. 

The  total  negative  reaction,  supposing  the  ends  to  be 
latched  down,  has  been  shown  to  be  —  (3.53  4-  3.21)  =  —  6.74 
tons.  A  margin  of  safety,  however,  of  two  tons  will  be  taken ; 
/.  e.,  it  will  be  assumed  that  the  total  upward  pressure  at  each 
end  of  the  bridge  has  a  value  of  8.74  tons. 

In  the  example,  and  in  all  cases  where  two  or  more  systems 
of  triangulation  have  a  common  point  of  support  at  the  ends, 
some  ambiguity  necessarily  arises  in  regard  to  the  upward 
pressure.  The  proportion  of  the  excess  carried  by  either  sys- 
tem is  indeterminate ;  and  if  there  is  no  excess,  the  propor- 
tion of  the  upward  pressure  carried  by  either  system,  during 
partial  loading  of  one  or  both  arms,  is  also  indeterminate. 
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In  the  absence  of  anything  better,  it  will  be  assumed  that 
the  excess,  in  the  example,  of  two  tons  is  equally  divided  be- 
tween the  two  systems.  It  will  farther  be  assumed  that  the 
upward  pressure,  under  all  circumstances  of  loading,  is  4.53 
tons  for  the  system  ADdEf,  etc.,  and  4.21  tons  for  the  system 
ADeFg,  etc.  The  chord  stresses  due  to  the  upward  pressures 
will  then  be  the  following : 

{Ad)  =  —  8.74  X  tana  =  —    7. ID  tons. 

(de)     =  (Ad)  -  4.53  X  fana  =  -  10.78  ** 

(ef)    =  (de)    —  2  X  4.21  X  tana  =  —  17.62  " 

(/^)    =  (</■)   -  2  X  4.53        -  =  -  24.98  " 

(^^0    =  (/^)   -  4.21  {tana  +  tand)  =  -  33,66  " 

(AA')  =  {gA)   -  4.53  {tana  +  tan /3)  =  -  39.32  - 

{D£)  =  2  X  4.21  X  tana  +  4.53  tana  =  +  10.52  " 

{EF)  =  {DE)  4-  2  X  4.53  X  tana  =  +  17.88  " 

{FG)  =  {EF)  +  2  X  4.21          "  =  +  24.72  •* 

{GB)  =  {FG)  +  2  X  4.53         "  =  +  32.08  " 

As  numerical  checks : 

{kh')  =  -  874_x^  ^  _  3^  33  tons. 

{GB)  4-  4.53  X  tan/3  +  4.21  x  tanS=i  39.32  tons  =  -  (AA'). 

The  stresses  in  the  web  members,  existing  with  a  passing 
load,  will  next  be  found,  and  those  which  may  be  termed 
counter  stresses  will  first  receive  attention. 

System  ADdE,  etc. 

Moving  loads  at  /  and  h : 

/?i  =  7.07  4-  1.09  +  4.53  =  +  12.69  tons.  .-.  2P  =  Q  at  /, 
and  {/E)  will  be  the  first  counter  stress. 

The  shear,  s,  in  fE,  is : 

s  =  12.69  —  7.73  =  4.96  tons. 

.'.  {/E)  =  —  s  X  seca  =  —  6.40  tons. 

.*.  {dE)  =  (j  +  2.73)  seca  =  4-  9.92  tons. 
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Moving  loads  at  d,fy  and  h  : 

Rt=  12.69  -f  15.14=  +  27.83  tons. 
s  (for  AD)  =  27.83  tons. 
.-.  (AD)  =z  +s  X  seca=  +  35.9  tons. 
.'.  (dD)  =  -  J  =  -  27.83  tons. 

System  ADeF,  etc. 
Moving  loads  at  e  and  g\ 

R^  =  10.94  +  374  +  4-21  =  18.89  tons.     .-.  JS^T^  =  o  at  e,  and 
(De)  is  the  first  counter  stress. 

s  (for  De)  =  18.89  -  (3  +  2.73)  =13.16  tons. 
.'.  (De)  =  —  s  x  seca:=  -^  16.98  tons. 
.-.  (AD)  =  (^1  -i)  seca=  -^  20,86  tons. 

The  main  web  stresses  existing  with  the  moving  load  are 
found  as  follows : 

System  ADdE,  etc. 
Moving  load  on  Ck'  and  at  d : 

-^1     =15.14  +  4.53-3-53  =       16.14  tons. 

(dE)  =  -  (19.5  +  5  —  16.14)  seca—-^  10.78     " 
(Ef)  =  —  (dE)  +  W  seca  =  4-  14.30 


<< 


Moving  load  on  Ck!  and  Afi 

Ri     =  16.14  +  7-07  =      23.21  tons. 

(/G)  =  -  (2W  +  2w  -{■  W  -R^^seca^^  36.79     " 
(Gk)  =  -  (fG)  ^^  W  seca  =  +  40.31     " 

Moving  load  on  Ck'  and  Ak. 

Ri  =  23.21  +  1.09  =  24.30  tons. 
(hB)  :=  -^  (iW  +  iw  -{-  2W'  -- R^sec p  :=z  ^  59.58  tons. 
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System  ADeF^  etc. 
Moving  load  on  Ch!  and  at  e\ 

Ri  =  10.94  +  4.21  —  3.21  =  11.94  tons. 

(eF)  =  —{W+w  +  W  ■{■  i^  R^seca=^  23.59  tons. 
(Fg)  =  —  (eF)  ■{-  W  seca  =4-  27.11     " 

Moving  load  on  Ch'  and  eg\ 

^1  =  1 1.94  4-  3.74  =  15.68  tons. 

{gB)  =  -^\2{W-¥  W  +w)  -{■  3-Fi\secd  =  —66.Ss  tons. 

A  few  of  the  open  draw  web  stresses  are  the  following : 

(AD)  =  --  iseca  =  —    3.87  tons. 

(dD)  =0  =        0.00    " 

(ii£)   =  -  Wseca  =  -    6.45     " 

(De)    =  +  (3  +  W)  sec  a  =4-    7.39     " 

(eF)    =  -  (3  +  fF4-  PF>^r  a  =  -  13.84    " 
(£/)   =  +  (IV+  W')seca         =  +    9.97     " 

It  is  unnecessary  to  give  others,  as  they  are  not  needed  ; 
only  two  of  these,  it  will  be  seen,  are  used. 

All  of  the  greatest  stresses  in  the  truss  may  now  be  written 
by  the  usual  method  of  combining  the  results  for  the  different 
cases  of  loading. 

They  are  the  following: 

(AD)  =  —      3.87  tons;  4-  56.75  tons. 
(dD)   =  -    27.83     " 


(dE)  =- 

10.78 

« 

+  9-92 

(De)  =  - 

16.98 

ii 

+    7-39 

{eF)   =  - 

23.59 

U 

{£/)  =  - 

6.40 

ii 

+  14.30 

(JG)=- 

3679 

a 

{.Fg)  = 

+  27.11 

UE)^- 

66.85 

ti 

{Gk)  = 

+  40.31 

{kB)  =  - 

59.58 

a 
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{Ad)  =  4-  2.44  tons ;  —  35.52  tons. 

{de)     =  +  6.50  "  -  38.23  " 

(</•)    =  +  19.88  "  -  3970  " 

{fg)  =  +  36.50  "  -  20.84  " 

UA)   =  +  77.15  " 

{AA)  =  +  1 12.51  " 

(/?£)=-  7.10  "  +46.21  " 

{£F)=^  17.44  "  +4941  " 

(FG)  =  -  37.10  "  +3876  " 

(GB)=^^  57.52  " 

The  web  members  AD,  d£,  De,  Ef,  and  the  portions  Ag 
and  DG  of  the  chords  must  be  counterbraced.  The  same 
treatment  must  of  course  be  given  to  corresponding  members 
and  portions  in  the  other  arm. 

The  particular  form  of  truss  in  the  figure  has  been  so  chosen 
as  to  illustrate  faults  of  designs,  in  general,  in  consequence  of 
possible  ambiguity  in  the  stresses. 

If  possible,  ambiguity  should  always  be  avoided.  In  the 
present  case  it  would  have  been  far  better  to  have  had  one 
system  of  triangulation,  and  supported  the  chords  by  light 
verticals,  designed  to  resist  compression,  extending  from  the 
apices. 

Precisely  the  same  methods  of  loading  and  treatment  would 
be  used  if  there  were  two  apparent  points  of  support  above  B, 
that  point  still  existing  as  the  real  point  of  support  of  the 
truss.  In  fact,  the  same  general  observations  as  those  which 
were  made  in  the  last  portions  of  Articles  38  and  40  apply  in 
this  case  also. 

The  same  methods  of  loading  and  treatment  would  also  be 
used  if  there  were  locomotive  excess,  or  if  there  were  one  or 
more  than  two  systems  of  triangulation. 

Alt.  43^— Final  Obeerrationfl  on  the  Preceding  Methods. 

Although  particular  forms  of  triangulation  have  been  chosen 
for  the  various  examples  in  the  different  cases  of  swing 
bridges,  yet  the  conclusions  reached  and  the  principles  estab- 
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lished  are  perfectly  general.  They  are  applicable  to  any  form 
of  triangulation,  and  to  either  the  deck  or  through  form  of 
bridge;  they  also  apply  whether  the  two  arms  are  of  the 
same  length  or  of  unequal  length,  the  panels  being  either  uni- 
form or  irregular.  It  is  only  necessary  to  bear  in  mind  what 
may  be  called  the  "  local "  circumstances  of  any  given  case ; 
these  do  not,  however,  affect  the  general  principles.  As  a 
single  illustration — if  the  bridge  is  of  the  "  deck  "  form,  those 
web  members  which  intersect  in  the  lower  chord  take  their 
greatest  stresses  together ;  if  of  the  "  through  "  form,  those 
which  intersect  in  the  upper  chord  take  their  greatest  stresses 
together. 
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CONTINUOUS  TRUSSES  OTHER  THAN  SWING  BRIDGES. 

Art.  44. — FormiilM  for  Ordinary  OasM  —  Raacttoiu — Methods  of  Pro- 
cedure. 

On  account  of  the  doubtful  utility  of  fixed  continuous 
trusses,  and  the  extreme  rarity  of  their  occurrence  in  Amer- 
ican practice,  general  directions  and  formulae  only  will  be 
given.  It  will  be  assumed  that  the  moment  of  inertia  (/)  and 
coefficient  of  elasticity  {£)  are  constant ;  it  will  also  be  as- 
sumed that  the  points  of  support  are  all  in  the  same  level, 
as  it  has  been  shown  in  Appendix  I  to  what  cases  the  result- 
ing formulse  apply. 


1 — ^ — r^ — 5    ^^ 


Fig.  I. 

Eq.  (17)  of  that  Appendix,  after  introducing  these  condi- 
tions, gives,  in  connection  with  the  notation  of  Fig.  i,  the 
following  equations : 

2i»/i(/i  +  /,)  +  Ara/,  +  ^  =  o (I) 

il/i/,-h2J/a(/,  + 4)  4-^/34  +  ^  =  0 (2), 

J/a4  + 2^/8(4  + 4) +^1/4/4  +  ^=0 (3) 

J/34  + 2^1/4(4 +  4) +  ^54  +  ^=0 (4) 

J/44  +  2^B(4  +  4)  +  ^64  +  i5  =  o (5> 

etc.  +         etc.        +  etc.  +      =0 

The  various  values  of  M  are  the  bending  moments  existing 
at  the  supports  indicated  by  the  subscripts ;  the  moment  at  0 
is  evidently  nothing,  since  the  truss  is  there  simply  supported. 

224 
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The  quantities  A^  B^  C,  etc.,  have  the  following  values,  as 
Eq.  (17),  of  Appendix  I,  shows : 

A^y^P{l^-^)z^\^P{li-^)z    .    .    (6). 

B^\hp{i}-^)z^y:2P{ii-^z  ,  ,  (7).    ' 

C  ^\^Pi,l^^^z-v\^P{i:-^z    .    .    (8). 

/?  =  ii; />(/,» -^)^  +  i. -2 y^(/5»-ij»)5    .    .    (9). 

£=li?PW-i:^)^  +  lA\P(/e'-^ir    .    .  (lo). 
Etc.  =  etc.  +  etc.  .    . 

The  Eqs.  (i)  to  (5)  show,  since  the  end  moments  are  zero, 
that  whatever  the  number  of  spans,  there  will  always  be  as 
many  of  those  equations  as  there  are  unknown  bending  mo- 
ments over  the  points  of  support.  Those  moments,  there- 
fore, may  always  be  found,  and,  consequently,  the  reactions 
which  depend  upon  them.  These  reactions  are  the  main 
objects  of  search.  It  will  be  necessary,  then,  to  determine 
the  bending  moments  at  the  points  of  support. 

From  Eq.  (i): 

M,=-\-M^Ll,^. . . .  (.1). 

By  inserting  this  value  of  M^  in  Eq.  (2),  there  at  once 
results : 

15 
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These  values  of  M^  and  M^  inserted  in  Eq.  (3),  give : 
M,-  -^^ 

I  j^^  J  -8(/,+4)(A+4)(4+/4H2//(4+/4)+24«  (/.+/,)  \  ^^^^ 
(  44^4  ) 

Again,  £q.  (4)  gives,  after  inserting  in  it  these  values  of 
M^  and  Mi : 

[-  2A»(/4  +  A)  -  2A»(i;  +  It)  +  8(/i  -f  /«)(/,  -f-  A)(A  4-  U)'\A  -  [  -  AA'-h 
'^•= A/JiA 

c  -  i6(/,+4)(4+/,)(/,+/.)(A4-/0+4A'(/«+A)(A+/5)-h  ) 

- -^,  ^ 4/iV,-H/«)(A-t-/»)+4/.»(/.+A)(A4/i)~/«V/  >  .   (14). 

(  '       S7,/4A  ) 

Any  bending  moment  may  thus  be  found. 

It  is  seen  that  all  moments  are  given  in  terms  of  J/j,  which 
is  still  unknown.  However,  the  bending  moment  at  the  other 
free  end  of  the  truss,  from  ^,  Fig.  i,  will  be  zero;  conse- 
quently its  general  expression,  put  equal  to  zero,  will  give  Mi 
in  terms  ot  A^B,  C,  etc.,  and  the  lengths  of  the  diflferent  spans, 
i,  e.y  in  terms  of  known  quantities.  When  Mi  is  known,  all 
the  other  bending  moments  are  at  once  given  by  Eqs.  (11), 
(12),  (13),  (14),  etc. 

As  an  illustration,  if  there  are  five  spans,  M^  =  o  and  Eq. 
(14)  will  at  once  give  J/j.  Eqs.  (ii),  (12)  and  (13)  then  give 
the  other  moments  desired. 

Another  method  may  be  followed  by  which  a  less  number 
of  equations  will  suffice  for  a  greater  number  of  spans.  For 
example,  the  Eqs.  (11),  (12),  (13)  and  (14),  with  a  similar 
value  for  Af^  are  sufficient  for  the  solution  of  a  case  of  ten 
spans. 

Let  A'  be  the  quantity  corresponding  to  A,  which  would 
appear  in  the  equation  involving  M^  and  J/g,  in  a  continuous 
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truss  of  ten  spans,  and  corresponding  to  Eq.  (i).  Let  B\  C\ 
D'  represent  similar  quantities  in  equations  corresponding  to 
Eqs.  (2),  (3)  and  (4).  The  following  five  equations  may  then 
be  written  by  the  aid  of  Eqs.  (i)  to  (5) : 

2M9  (/lo  +  4)  +  Ms/9  +  ^'  =  o  .  .  (15). 

J/94+ 2J/8(/»  +  4)  + -^74  +  ^'  =  0  .  .  (16). 

MsiB-^2MT{ls  +  /T) +  M^lt-h  C  =  0  .  .  (17). 

^1/7/7+  2J/e(A  +  4)  +^5/6  +  ^'=0  .  .  (18). 

Jlfe4+ 2^/5(4  +  4)  +  ^44  +  ^   =0  .  .  (19). 

A  value  for  M^  may  be  written  by  changing,  in  Eq.  (14), 
Ml  to  M^  4  to  4o,  4  to  4,  4  to  4,  4  to  4,  4  to  4,  A  to  A\  B  to 
^',  C  to  C\  and  D  to  D*,  A  value  of  M^  in  terms  of  M^ 
would  be  equal  to  the  value  of  J/4,  given  by  Eq.  (13),  with 
exactly  the  same  changes  made,  in  so  far  as  the  same  quan- 
tities appear.  These  pairs  of  values  of  the  two  quantities  M^ 
and  M^y  equated,  would  give  two  equations  from  which  M^ 
and  M^  could  be  immediately  deduced.  All  the  other  mo- 
ments would  then  follow. 

The  Eqs.  (11),  (12),  (13)  and  (14),  are  sufficient  in  them- 
selves for  the  solution  of  a  case  of  nine  spans,  in  the  manner 
just  indicated. 

The  preceding  operations  represent  the  most  direct  method 
of  finding  the  bending  moments  over  the  points  of  support. 
All  things  considered,  it  is  probably  as  short  as  anything  that 
can  be  derived. 

Prof.  Merriman  has,  however,  given  a  more  elegant  method 
by  the  use  of  so-called  "  Clapyronian  numbers."  Any  method 
involves  sufficient  tedium. 

The  preceding  formulae  will  be  very  much  simplified  if  a 
single  weight,  only,  rests  upon  some  one  span,  since  all  the 
quantities.  Ay  B^  C,  etc.,  except  two,  will  then  disappear. 

The  various  reactions  may  be  immediately  determined  by 
Eqs.  (2i)-(27)  of  Appendix  I.,  after  the  bending  moments  are 
found.  And  when  the  reactions  are  known,  the  stresses  in 
the  individual  members,  for  a  given  condition  of  loading,  are 
found  precisely  as  for  a  simple  truss  supported  at  each  end. 
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If  the  ends  of  the  truss  are  not  simply  supported,  the  end 
moments  must  be  known,  else  the  problem  will  be  indeter- 
minate. In  such  a  case  the  preceding  methods  are  in  no  wise 
changed,  but  the  end  moments,  instead  of  being  zero,  will 
appear  as  known  quantities. 
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ARCHED   RIBS. 
Art  46. — ^Bqailibrimn  Polygons. 

Preliminary  to  the  specific  treatment  of  arched  ribs  it 
will  be  necessary,  first  to  consider  some  general  principles  re- 
garding equilibrium  polygons  for  any  given  system  of  vertical 
forces,  and  then  those  involved  in  the  theory  of  flexure. 

In  the  figure  below,  let  ^^ AT  be  any  straight, 

simple  beam,  subjected  to  the  action  of  the  vertical  forces  By 
C,  Dy  etc.  Let  x  be  measured  from  any  section  positive  and 
horizontal  toward  Ay  and  let  P  signify  any  external  force  such 
as  the  reaction  at  A  or  any  of  the  forces  applied  to  the  beam ; 


Pig.  I. 

then  will  '2Px  represent  the  bending  moment  to  which  the 
beam  is  subjected  at  the  section  denoted  by  x.  Now  let  there 
be  imagined  any  force  T  acting  parallel  to  AEKy  and  let  the 
moments  2/5r  be  taken  at  each  of  the  points  By  C,  Z?,  £,  Fy 
Gy  H.  Then  if  the  quotients  of  those  moments  divided  by 
the  horizontal  component  of  T  be  supposed  represented  by 
the  vertical  lines  bBy  cCy  dDy  etc.,  respectively,  will  the  poly- 
gon AbcdefghK  be  one  equilibrium  polygon  for  the  given  sys- 
tem of  loads ;  so  that  if  the  beam  AK  were  displaced  by  a  tie 
in  which  exists  the  stress  Ty  and  the  given  loads  hung  from 
the  joints  by  Cy  dy  etc.,  the  whole  system  would  be  in  equilib- 
rium. 

229 
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In  order  to  establish  this,  it  is  only  necessary  to  show  that 
no  piece  of  the  polygon  is  subjected  to  bending ;  for  if  that 
is  the  case,  the  line  of  action  of  the  resultant  stress  must  co- 
incide with  its  centre  line. 

Consider  any  portion  of  the  system,  as  that  lying  on  the  left 
of  the  vertical  line  dD,  Those  forces  which  have  moments 
about  the  point  d  are  the  external  forces  to  the  left  oidD  and 
the  stress  T  in  the  tie  AK;  the  latter  has  a  lever-arm  n,  equal 
to  the  normal  distance  from  ^to  AK,  and  its  moment  is  op- 
posite in  sign  to  2Px.  Consequently  the  resultant  moment 
about  d  will  be  J/  =  2Px  —  Tn.  But  by  Construction  2Px  = 
7>/,  hence  M  —o\  and  the  same  is,  of  course,  true  of  every 
other  joint.  If  T^  is  the  horizontal  component  of  3",  then 
evidently  Tn  =  Tj,  {dD)  =  2Px. 

If  V  be  the  general  representative  of  the  vertical  ordinates 
bBy  cCy  etc.,  then,  in  general, 

2Px 

but  7]^  is  a  constant  quantity.  From  these  considerations 
follows  this  important  principle : 

T/ie  vertical  ordinates  of  tlie  equilibrium  polygon  of  any  sys- 
tem of  vertical  loads  are  proportional  to^  and  may  represent ^  the 
bending  moments  found  at  the  various  sections  of  a  beam  sub- 
jected to  tlie  action  of,  the  same  system  of  loads^  and  having  the 
same  sp^n. 

Since  the  stress  T  was  taken  arbitrarily,  it  is  evident  that 
there  may  be  an  indefinite  number  of  equilibrium  polygons 
for  any  given  system  of  loads;  the  principle  stated  above, 
however,  is  perfectly  general,  and  is  true  for  all. 

Since  z^7i  =  2Px  =  constant  for  any  given  section,  it  fol- 
lows that  any  variation  of  T,  and  therefore  7"*,  produces  an 
opposite  kind  of  variation  in  v.  Hence  the  height  of  an  equp- 
librium  polygon  is  proportioned  to  the  reciprocal  of  T  or  7^. 

The  method  of  constructing  the  equilibrium  polygon  given 
above  is  not  the  most  convenient,  nor  the  one  commonly 
used.     The  method  ordinarily  used  is  the  usual  one  for  con- 
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stnicting  the  equivalent  polygonal  frame,  and  is  the  follow- 
ing : 

Let  AK^  Fig.  2,  represent  any  span,  inclined  in  this  case 
but  ordinarily  horizontal,  and  i,  2,  3,  4,  etc.,  the  vertical  loads 
acting  along  their  respective  lines  of  action.  In  Fig.  3  let  the 
portions  i,  2,  3,  4,  5,  6,  7,  8,  and  9  of  the  vertical  line  1-9  rep- 
resent those  loads  taken  by  any  assumed  scale.     Since  BC 


Fig.  2. 

represents  the  sum  of  all  the  applied  loads,  it  is  also  equal  to 
the  sum  of  the  two  reactions  or  shearing  stresses  at  A  and  AT. 
In  the  case  of  the  simple  beam  taken,  those  quantities  will  of 
course  be  determined  by  the  law  of  the  lever  only. 

Suppose  A^C  and  AB  to  represent  the  shearing  stresses  or 
reactions  at  A  and  K  respectively.  Then  draw  -4'P  parallel 
to  AK^  and  on  it  take  ^ 
any  point  P.  From  P 
draw  the   radial    lines 

a,  by  Cj  d, /,  as 

shown,  and  starting 
from  A  ox  Kin  Fig.  2, 
draw  the  lines  a,  b,  c, 

dy /,  parallel 

to  the  lines  denoted 
by  the  same  letters  in 
Fig.  3.  Then  will  Fig. 
2  represent  the  equi- 
librium polygon  for  the 
given  span  and  system 
of  loading. 

The  line  AK  or  PA 
is  called  the  closing  line  of  the  polygon. 


Fig.  3. 

The  reaction  at  A  is 
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evidently  composed  of  the  numerical  sum  of  the  vertical  com- 
ponents  in  /  and  AK^  while  that  at  K  is  equal  to  the  numer* 
ical  difference  of  the  vertical  components  in  a  and  AK. 

The  point  Py  from  which  the  radial  lines  are  drawn,  is  called 
the/^/fy  and  the  normal  distance  from  the  pole  to  the  load 
Wn^  BC,  the  pole  distance.  The  pole  distance  evidently  rep- 
resents the  horizontal  component  of  stress  common  to  all  the 
members  of  the  polygon. 

In  order  that  the  equilibrium  polygon,  constructed  accord- 
ing to  the  principles  given  above,  shall  exactly  fit  the  span,  it 
is  only  necessary  that  a  proper  observance  be  paid  to  the 
scales  used. 

2Px 
From  the  equation  v  =     ^    it  is  seen  that  the  scale  for  the 

forces  does  not  affect  the  height  of  any  joint  of  the  polygon ; 
it  depends  only  on  the  scale  according  to  which  x  or  the  hor- 
izontal span  is  drawn. 

Let  the  line  PP'  be  drawn  parallel  to  BC,  and  let  /^'  be 
the  pole  of  a  new  equilibrium  polygon  ;  the  pole  distance 
will,  of  course,  remain  the  same  as  before.  But  the  pole  dis- 
tance represents  the  horizontal  component  of  the  stress  in  the 
closing  line,  and  it  has  already  been  shown  that  if  T^  remains 


the  same,  v  cannot  vary.     Hence,  any  movement  of  the  pole 
parallel  to  the  load  line  does  not  change  the  vertical  dimensions 
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of  the  equilibrium  polygon.    But  if  the  pole  distance  is  changed^ 
the  vertical  dimensions  are  changed  in  t/ie  inverse  ratio. 

The  determination  of  the  deflection  polygon  of  an  arched 
rib  with  ends  fixed,  involves  the  use  of  ah  equilibrium  poly- 
gon, similar  to  that  required  for  a 
system  of  forces  whose  resultant  is 
a  couple.  Its  method  of  construc- 
tion is  not  at  all  different  from 
that  just  given. 

In  Fig.  4,  let  the  forces  i,  2,  3, 
4t  5»  6,  7,  8,  and  9,  act  vertically, 
BC  being  horizontal,  and  let  the 
sum  of  1,2,  3,  8,  and  9  be  numeri- 
cally equal  to  the  sum  of  4,  5,  6, 
and  7.  The  double  line,  DEy  in 
Fig-  S»  represents  the  forces  shown 
in  Fig.  4. 

In  Fig.  5,  draw  the  line  ^i  in  a 
horizontal  direction    through  the 
upper  extremity  of  force  i,  and 
take  any  point  on  it  for  the  pole  P. 
lines  in  the  usual  manner  as  shown. 

From  C,  in  Fig.  4,  draw  b'  parallel  to  b  in  Fig.  5,  until  it  in- 
tersects the  line  of  action  of  force  2.  Then  draw  the  other 
lines,  c\  d\  etc.,  parallel  to  ^,  dy  etc.,  until  the  lines  of  action 
of  the  other  forces  are  intersected.  b\  c\  .  .  . .  h\  k\  will  then 
be  the  equilibrium  polygon  for  the  system  of  forces  assumed. 

It  is  seen  that  the  polygon  does  not  close.  This  simply 
shows  that  the  resultant  of  the  system  is  a  couple,  whose  mo- 
ment is  the  force  /»,  in  Fig.  5,  multiplied  by  AB  (vertical)  in 
Fig.  4. 

The  following  general  principle  then  results :  The  equilib- 
rium polygon  for  any  system  of  parallel  forces  whose  resultant 
is  a  couple,  is  not  a  closed  one. 

This  principle  is  indeed  true  for  any  system  of  forces. 

P  might  have  been  taken  at  any  other  point,  as  P'  in 
OP.  In  that  case,  however,  the  equal  forces  a,  acting  at  A 
and  C,  Fig.  4,  would  be  parallel  to  a  line  drawn  from  the 


Fig.  5. 
From  P  draw  the  radial 
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upper  extremity  of  force  i  to  P\  The  vertical  dimensions  of 
the  polygon,  measured  from  either  of  the  forces  a!  (in  gen- 
eral inclined),  will  always  be  the  same  if  the  pole  remains  in 
the  line /V^'. 

Art  46. — ^Bending  Moments. 

An  arched  rib  is  any  truss  curved  in  a  vertical  plane,  both 
of  whose  chords  are  convex  or  concave  in  the  same  direction, 
neither  being  horizontal ;  the  ends  may  be  fixed  or  free. 

In  Fig.  2  of  Art.  45,  let  ADEK  represent  an  arched*  rib 
sustaining  the  loads  I,  2,  3,  4,  ....  9.  Now  it  has  already 
been  seen  that,  so  far  as  equilibrium  is  concemed,*any  given 
system  of  loading  may  be  sustained  by  any  one  of  a  set  of 
equilibrium  polygons  consisting  of  an  indefinite  number.  On 
the  other  hand,  it  is  evident  that  no  polygon  or  arched  rib 
can  be  drawn,  which  is  not  an  equilibrium  polygon  for  some 
system  of  vertical  loading;  but  if  that  arched  rib  sustains 
some  other  system  of  loads  than  that  which,  it  may  be  said, 
properly  belongs  to  it,  and  if  its  joints  be  prevented  from 
turning,  it  will  be  subjected  to  bending,  which  will  vary  from 
one  section  to  another. 

The  arched  rib  ADEK  sustains  a  system  of  loading  for 
which  AfK  is  the  equilibrium  polygon,  hence  the  former  will 
be  subjected  to  varying  degrees  of  bending  at  various  sec- 
tions. When  the  rib  ADK  is  subjected  to  the  action  of  its 
load,  stresses  are  developed  in  its  different  parts,  whose  hori- 
zontal components  are  all  the  same  because  the  load  is  wholly 
vertical.  Now  if  an  equilibrium  polygon  can  be  found  in 
which  the  horizontal  component  of  stress  7^*  is  the  same  as 
that  developed  in  ADEK,  then  all  the  circumstances  of  stress 
and  bending  in  the  latter  can  be  determined,  as  will  be  seen 
hereafter. 

Suppose  AfK  to  be  that  polygon,  then  let  v*  denote  the 
portion  of  a  vertical  line  intercepted  between  it  and  the  arched 
rib,  as  DD\     The  moment  about  any  point  D  will  then  be 

M=:SPx^  7;  (2/ +  2;'). 

But  since  AfK  is  the  equilibrium  polygon,  2  Px  —  Tj^v-O* 
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.\  M  =1  —  7i  v\  When  the  polygon  lies  above  the  rib,  v'  is 
negative,  and,  hence,  M  positive. 

Let  the  polygon  which  has  the  same  value  of  7\  as  the 
arched  rib  be  called  the  true  equilibrium  polygon  ;  then,  since 
Tj^,  is  a  constant  quantity  for  the  same  rib,  there  is  established 
the  following  important  principle : 

The  bending  moments  to  which  the  different  parts  of  an  arched 
rib  are  subjected  are  proportional  to,  and  may  be  represented  by^ 
the  vertical  intercepts  included  between  the  rib  and  the  true 
equilibrium  polygon. 

This  principle  has  been  demonstrated  for  a  beam  with  free 
ends  only,  but  it  is  true  also  for  a  beam  with  fixed  ends,  as 
will  now  be  shown. 

In  order  to  fix  the  end  of  the  rib  it  is  only  necessary  to  im- 
press upon  the  rib  at  Ay  the  point  of  fixedness,  the  proper 
couple  whose  moment  is  #« ;  in  the  fixed  rib,  as  in  the  free, 
let  7]|  represent  the  horizontal  thrust.  The  true  equilibrium 
polygon  for  the  fixed  rib  will  be  that  found  by  increasing  the 
vertical  dimensions  of  a  polygon  for  a  free-end  rib,  formed  by 
Msing  7\  and  reactions  for  fixed  ends,  by  a  constant  amount 

equal  to  -^  .     Again,  taking  moments  about  any  point  of 

the  centre  line  of  the  rib,  there  will  result 

M=  :2Px  +  /«  -  7;  (z;  +  -^  +  v)  =  -  T^v\ 

as  before.  This  shows  that  the  principle  stated  above  is  true 
for  both  fixed  and  free-end  ribs.  In  truth  this  equation  might 
have  been  written  first,  and  the  special  case  of  the  free-end 
rib  deduced  by  making  f«  =  o. 

An  arched  rib,  then,  when  subjected  to  the  action  of  a  load, 
suffers  bending  in  the  same  manner  as  a  straight  beam,  but  to 
a  different  degree. 

In  so  far  as  it  plays  the  part  of  a  beam,  it  must  be  governed 
by  the  general  laws  of  bending  or  flexure.  The  formulae  to 
be  given  in  this  connection  are  those  approximate  ones  based 
on  the  common  theory  of  flexure,  and  found  in  the  ordinary 
works  on  that  subject. 
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Art  47. — General  FormnlflBb 

Let  5  denote  the  total  shearing  stress  at  any  section,  P  any 
applied  load  or  external  force,  M  the  bending  moment  at  any 
section,  and  D  the  deflection  found  above ;  then  the  six  gen- 
eral equations  of  flexure  demonstrated  in  the  Appendix  on 
the  Theorem  of  Three  Moments,  some  of  which  are  made  use 
of  in  the  graphical  treatment  of  arched  ribs,  are  the  following: 

M        =  2Px, 
^        "  EI  ' 

D         =2nP'x  =  2^. 

EI 

Dj,        =  :2nP'y. 

If  the  beam  is  originally  straight  and  parallel  to  the  axis  of 
;r,  n  becomes  dx  and  j/  =  o. 

As  usual,  E  and  /  represent  the  coefficient  of  elasticity  and 
moment  of  inertia  of  the  cross-section,  respectively. 

The  limits  of  the  summations  are  the  section  considered 
and  any  section  of  reference.  The  quantities  5,  AT,  P'  and 
D  then  refer  simply  to  that  portion  of  the  beam  over  which 
the  summation  extends. 

One  very  important  deduction  is  to  be  drawn  from  the  above 

equations,  or  rather  from  the  second  and  fifth  of  them.    It  is 

nM 
seen  from  these  two  equations  that  -pj  stands  in  the  same 

nM 
relation  to  D  that  P  does  to  M,    Consequently  if  -^j  be  put 
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in  the  place  of  P  in  any  graphical  construction,  D  will  be 

represented  in  the  place  of  M.    Ify  therefore,  an  "  equilibrium 

nM 
polygon  "  be  constructed  for  any  span  by  taking  -pj  as  loads 

instead  of  P,  the  vertical  ordinates  of  the  polygon  will  repre- 
sent the  deflections  at  the  sections  denoted  by  the  corresponding 
values  X. 

This  polygon  may  be  called  the  **  deflection  polygon,"  and 
its  construction  plays  a  very  important  part  in  the  determina- 
tion of  the  true  equilibrium  polygon  for  an  arched  rib,  in  the 
majority  of  cases« 


Art  48^-Azolied  Rib  wifJi  Snds  Fixed. 

The  ends  of  an  arched  rib  or  any  girder  are  considered 
fixed  when  the  angles  formed  by  their  centre  lines  with  any 
assumed  line,  at  the  fixed  sections,  do  not  vary  under  any 
applied  load. 

Let  BAD,  PI.  v.,  be  the  centre  line  of  any  arched  rib ;  it 
will,  of  course,  be  considered  fixed  at  the  points  B  and  D. 
This  line  may  be  any  curve,  though  for  convenience  the  arc 
of  a  circle  has  been  drawn.  In  the  demonstration  no  atten- 
tion whatever  has  been  given  to  the  character  of  the  curve, 
so  that  it  is  equally  applicable  to  any  other  curve. 

In  the  present  case  the  centre  line  of  the  rib  will  be  divided 
into  equal  parts  for  the  application  of  the  load,  and  each  of 
those  parts  will  be  n ;  consequently  that  quantity  will  have  a 
finite  value,  and  the  results  will  not  be  strictly  accurate, 
though  near  enough  for  all  technical  purposes. 

The  piers  or  points  of  fixedness  are  supposed  to  be  immov- 
able, whatever  may  be  the  character  of  the  load ;  but  if  that 
is  the  case,  the  summation  of  the  strains  at  any  given  dis- 
tance from  the  neutral  axis  of  the  rib,  considered  as  a  truss, 
taken  throughout  the  whole  length  of  the  rib  BAD,  must  be 
equal  to  zero.  Take  that  distance  as  unity,  then  there  re- 
sults, for  one  condition,  since  n  is  constant,  the  equation : 
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2:nP'  =  :£'^m.  =  4.<M  =  o, 


:£',M  =  o. 


The  quantity  -=r^  is  brought  outside  of  the  sign  2,  because 

tAf  moment  of  inertia  of  the  cross-section  of  the  rib  is  supposed 
to  be  the  same  throughout  its  entire  length.  More  will  be  said 
on  this  point  hereafter. 

It  has  already  been  shown  that  the  area  included  between 
the  equilibrium  polygon  and  the  curve  BAD  is  made  up  of 
vertical  strips,  whose  lengths  (the  vertical  intercepts)  repre- 
sent the  actual  bending  moments  at  the  different  sections  of 
the  rib.  Hence  '^.M  represents  the  sum  of  those  vertical 
lengths  or  intercepts  drawn  at  the  points  to  which  the  moments 
M  belongs  and  the  equation  ^\M  =  o  shows  that  the  sum  on 
one  side  of  BAD  must  be  equal  to  that  on  the  other. 

But,  as  will  be  seen,  there  may  be  an  indefinite  number  of 
equilibrium  polygons  which  will  fulfill  this  condition ;  conse- 
quently at  least  one  other  condition  must  be  obtained. 

Since  the  points  B  and  D  are  fixed,  the  sum  of  all  the  de- 
flections, both  horizontal  and  vertical,  taken  between  those 
two  points,  must  be  equal  to  zero.  It  has  been  shown  that 
the  vertical  deflection  at  any  point,  when  n  and  /  are  con- 
sidered constant,  is  Z>  =  -=^  ^Mx ;   also,  from  the  reasoning 

III 

applied  to  the  curved  girder,  that  the  horizontal  deflection  is 
/>A  =  -jrj  2My.     Now,  when  these  summations  extend  from 

^  to  Dy  since  those  points  are  fixed,  both  D  and  Dt^  must  equal 
zero.  The  three  equations  of  condition,  then,  which  must  be 
fulfilled  for  the  rib,  are : 

2;j/=0;  2lMx=0', 

It  has  already  been  stated,  and  it  is  evident  without  much 


■  Digitized  by  VjOOQIC 


ARCHED  RIB    WITH  ENDS  FIXED. 


239 


thought,  that  any  polygon  whatever  is  an  equilibrium  polygon 
for  some  load. 

Hence  consider  ^^4/?,  PL  V.,  an  equilibrium  polygon  for  its 
proper  load,  and  consider  it  subjected  to  that  load  ;  denote  its 
moments  by  Mf,. 

Again,  suppose  the  polygon  «,  d^  d\  etc.,  to  be  the  true 
equilibrium  polygon  for  the  given  load,  and  denote  its  mo- 
ments, represented  by  the  vertical  ordinates  drawn  from  its 
closing  line,  by  M^, 

Then,  from  the  principle  which  precedes  the  equation  i)/  = 
—  T^'  in  the  general  discussion  of  equilibrium  polygons, 
there  follow  the  equations : 

Mx  =  M^x  —  M^x. 
.-.  :&\Mx  =  :^\MaX  -  ^\M^x  =  o. 

Or,  :^^M,x^:2\M^x. 

In  the  same  manner,  ^^M^y  =  '^^M^^y.  This  last  equation 
will  be  used  in  fixing  the  pole  distance  of  the  true  equilibrium 
polygon. 

It  must  be  remembered  that  M  represents  the  actual  mo- 
ment to  which  the  rib  is  subjected  at  any  point. 

The  application  of  these  two  conditions  will  be  shown  in 
the  course  of  the  construction  of  the  true  equilibrium  poly- 
gon, as  they  are  needed. 

In  the  figure  of  PI.  V.,  let  the  scale  for  linear  measurements 
be  10  feet  to  the  inch,  and  the  force  scale  15  tons  per  inch. 
The  curved  centre  line  of  the  rib  is  divided  into  ten  equal 
parts  of  10.95  feet  each,  and  that  is  the  constant  value  of  n. 
The  load  is  not  therefore  uniformly  distributed.  The  panel 
length,  or  horizontal  distance  between  the  points  of  appli- 
cation  of  the  loads,  is  thus  a  variable  quantity.  If  the  versed 
sine  of  the  centre  line  of  the  rib  is  small,  n  may  be  taken 
equal  to  the  span  divided  by  the  number  of  panels.  But  if 
the  versed  sine  is  not  larger,  even,  than  in  the  present  case,  n 
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cannot  be  so  taken  without  sensible  error,  as  will  be  seen. 
The  other  data  are  as  follows : 

Span  =  ICG  feet. 

Radius  =   75  feet. 

Angular  length  of  curve  =  83**  37'. 
Panel  fixed  load  =    4  tons. 

Panel  moving  load  =  10  tons. 

Centre  rise  of  rib  =19.1  feet. 

In  the  figure  BD  is  the  span,  and  C  the  centre ;  b\  V\  V'\ 
etc.,  are  the  panel  points  equidistant  in  the  curve,  and  through 
which  the  loads  are  supposed  to  be  applied. 

Now  the  actual  moment  area  for  the  arched  rib  is  supposed, 
really,  to  be  the  difference  between  the  moment  area  of  the 
true  equilibrium  polygon  for  the  applied  loads  and  that  of  the 
rib  itself  considered  as  an  equilibrium  polygon  for  the  proper 
load ;  both  systems  of  loading  being  supposed  applied  to  a 
straight  beam  fixed  at  each  end. 

The  first  portion  of  the  problem  which  presents  itself,  then, 
is  to  determine  the  true  equilibrium  polygon  for  the  given 
load.  The  construction  will  first  be  made,  and  it  will  then  be 
shown  that  the  two  conditions  given  above  are  satisfied. 

Let  the  moving  load  cover  the  left  half,  BC,  of  the  span, 
and  suppose  the  half  panel  loads  at  B  and  D  to  rest  directly 
on  the  abutments.  According  to  the  scale  taken,  lay  off  Bd 
equal  to  7  tons,  half  the  total  load  on  the  panel  AV'^y  and 
-55  equal  to  half  the  fixed  panel  load  on  Ab^\  then  layoff 
6—  10,  divided  into  four  equal  parts,  equal  to  the  four  equal 
panel  loads  on  b\  d'\  b*'\  and  b'^.  In  the  same  manner  lay 
off  5  —  I,  equal  to  the  four  fixed  panel  loads  on  the  right  half 
of  the  span.     Assume  C  as  a  convenient  pole,  and  draw  the 

radial  lines  from  it  to  i,  2,  3, 4, 10.     Starting  from  C, 

draw  C  —  6  until  it  intersects  a  vertical  through  ^^  at  ai ;  from 
the  latter  point,  a^  a^  parallel  to  Cj  until  it  intersects  the  ver- 
tical through  b'" ;  proceed  in  the  same  manner  until  the  poly- 
gon ECF  is  drawn.  If  the  ends  were  free  £/^ would  be  the 
closing  line,  but  one  must  now  be  found  that  will  satisfy  the 
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condition  2  M^  =  o,  or,  in  other  words,  the  sum  of  the  verti- 
cal intercepts  drawn  from  the  closing  line  downwards  must 
be  just  equal  to  the  sum  of  those  drawn  from  the  same  line 
upwards. 

The   proper   closing  line   is  easily  located   by  trial.      If 
CV^  =  0.5  inch  and  z/z/'  =  0.96  inch,  there  results : 

:g^ Ma  =  iw'  +  «/ -  a^'-aac" -  a^c^""  -  Cc^  -  a^"^  -  ^^^ 
+  a^^^  +  a/"**  +  i  v"v"  =  1.88  -  1.89  =  -  0.0 1  inch. 

This  sum  is  sufficiently  near  zero. 

The  lines  w'  and  v"v'"  are  drawn  vertically  through  points 

b  and  ^*,  distant  —  from  B  and  D  on  the  curve  BAD.  and 

their  halves  are  taken  because  in  the  summation  '2^nMa  there 

would  appear  terms  —  %  vt/  and  —  x  v'*  v"\  or  n  x  —  and 


n  X . 

2 

Similar  terms  will  hereafter  appear  in  similar  summa- 
tions. 

The  closing  line  jF/K  then  satisfies  the  condition  ^^M^  =  o 
for  the  equilibrium  polygon  £CF. 

There  still  remains  the  condition  2^MaX  =  2^Mt,x.  This 
equation  will  be  satisfied  by  making  each  of  its  members 
equal  to  zero.  The  closing  line  JF/K  must,  then,  also  make 
2^MaX  =  o.  This  simply  means  that  the  vertical  ordinates 
of  the  polygon  a,  measured  from  JFIKy  multiplied  by  their 
horizontal  distance,  from  />,  will  form  a  sum  equal  to  zero 
when  their  products  are  added.  If  the  ordinates  below  HK 
are  taken  positive,  as  v"v"'j  a^,  a^d'y  etc.,  and  those  above, 
as  (z^^^  negative,  and  if  the  ordinates  and  distances  be  taken 
by  scale  from  the  drawing,  there  will  result,  nearly, 

v'V"  Y,  De  -\-  a^  X  De*  +  a^d  x  Di^  -f  etc.  =  +    99.7 

«7^^  X  De'''  +  tftc^  xDe''-^-  etc.  =  —  102.0 

16 
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The  numerical  values  are  nearly  enough  equal,  and  the  line 
HK  will  be  taken  as  the  proper  closing  line. 

The  next  step  is  to  find  the  closing  line  for  the  curve  BAD 
of  the  rib,  considered  as  an  equilibrium  polygon,  which  will 
satisfy  the  same  general  conditions. 

Using  precisely  the  same  method  of  procedure  as  for  the 
polygon  ECFj  the  line  H"K"  is  found  to  be  the  one  desired, 
for  that  line  makes  the  sum  of  the  intercepts  above  it  just 
equal  to  the  sum  of  those  below  it. 

Ac^  is  about  0.62  of  an  inch. 

For  this  curve  the  summation  may  be  written  : 

2^iJ/5  =  bH'  +  2b'c^  +  2*V3  -  2cJ?"'  -  2cJ)'^  -  Ac^  =  o. 

Since  the  curve  is  symmetrical  in  reference  to  Ay  the  static 
moments  of  the  ordinates  on  one  side  of  H"K'\  about  DK'\ 
will  evidently  be  equal  to  the  same  moment  of  those  on  the 
other  side. 

The  second  condition  may  now  be  applied.  That  condition 
is  2^May  =  2^Mi^y.  It  has  already  been  shown  that  if  M^ 
and  M^  be  considered  loads  applied  at  distances  y  from  the 
assumed  origin,  the  ordinates  of  the  equilibrium  polygon  so 
constructed   will   represent   the   quantities   2May  =  Daf  or 

Through  A,  therefore,  draw  the  horizontal  line  RAS.  As- 
sume any  line,  as  AC,  as  the  closing  line  of  the  deflection 
polygon,  and  lay  off  At  equal  to  a  half  of  7w\  Also  make  // 
equal  ca^;  ff  equal  c*a^\  t'T  equal  a^c'%  etc.  /"/'"  is 
measured  in  a  direction  opposite  to  that  of  the  preceding, 
because  it  represents  a  moment  of  an  opposite  sign.  In  the 
same  way  At  measured  to  the  right  of  A  is  equal  to  a  half  of 
v"v"'\  tti  equal  to  c^a^;  t,i,f  equal  to  a^c^,  etc.*  Draw 
bb^  and  note  its  intersection  C"  with  AC.  From  C"  draw 
C"dx  parallel  to  Ct  until  it  intersects  a  horizontal  drawn 
through  *' in  rf/ ;  draw  rf^'rf/' parallel  to  C/' until  it  intersects 
a  horizontal  through  b"   in  d^' ;  draw  d;'d;"  parallel  to  Ct" 

•  If  the  drawing  had  been  made  accurately,  /''7it  would  have  been  exactly 
equal  to  Ct*, 
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until  it  intersects  a  horizontal  through  b"\  etc.  The  polygon 
C"d/dl\  etc.,  will  intersect  the  horizontal  RAS  at  a  point 
distant  from  A^  on  the  left  of  it,  from  which  /^  is  drawn  to  a 
point  on  the  right  of  A  at  the  intersection  of  the  deflection 
polygon  formed  by  using  /,  /,,  /,^,  /^^^,  as  before,  and  which  is 
shown  in  the  figure.  The  sides  of  the  deflection  polygon  on 
the  right  of  CA  are  parallel  to  radial  lines  drawn  from  C  to 
the  points  /,  /,,  /,,,  /,^^.  The  distance  (I,  —  /,,)  represents,  in  an 
exaggerated  manner,  the  horizontal  deflection  of  the  end  of  a 
vertical  beam  fixed  at  C,  whose  length  is  CA^  and  which  is 
subjected  to  the  bending  moments  w\  c'a,y  c'^a^y  etc.,  at  verti- 
cal distances  from  C  equal  to  the  heights  of  b,  b\  b'\  etc.,  above 
BD.  In  the  same  manner,  /^^  represents  the  same  quantity 
for  the  same  beam  when  subjected  to  the  corresponding  mo- 
ments on  the  right-hand  side  of  AC. 

The  line  /,  can  be  determined  with  less  work  and  more  sim- 
ply when  the  meaning  of  the  construction  is  once  clearly 
seen,  by  laying  off,  on  the  left  of  -^,  as  before,  loads  repre- 
sented by  the  algebraic  sums  {At  +  At),  (ti  +  //,),  {t'f -\-tf,), 
etc.,  and  then  drawing  the  equilibrium  polygon  as  usual.  The 
distance  from  A  to  the  intersection  of  the  polygon  with  AR 
will  then  be  equal  to  /^. 

The  deflection  polygon  d'd"d"'d^  is  constructed  in  pre- 
cisely the  same  manner  as  the  preceding.  Make  As  equal  to 
a  half  of  bH' ;  ss'  equal  to  cfi' ;  s's"  equal  to  c^b"  ;  s"s"*  equal 
to  c^b"\  etc.;*  then  draw  radial  lines  from  those  points  of 
division  to  C.  The  point  d'  is  at  the  intersection  of  C"d\ 
drawn  parallel  to  Cs,  with  a  horizontal  line  drawn  through  b' ; 
d'd"  is  drawn  parallel  to  Cs  until  it  intersects  a  horizontal 
line  drawn  through  b'\  and  the  other  sides  of  the  polygon  are 
constructed  in  the  same  way. 

The  polygon  cuts  the  horizontal  line  RAS  in  a  point  distant 
4/  from  A.  There  will,  of  course,  be  another  deflection  poly- 
gon, precisely  the  same  as  the  last,  on  the  right-hand  side  of 
ACy  found  by  taking  iK"D,  c^b^y  etc.,  and  laying  them  off 
from  A  towards  5. 

*  With  a  sufficient  accuracy  of  construction,  As^"^  would  equal  a  half  of  Ac^, 
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If  the  intercepts  used  in  the  deflection  polygons  for  M^  and 
M^^  represent  those  moments  by  the  proper  scale,  then  by  the 
same  scale  CA  will  not,  in  general,  represent  the  true  pole 
distance.  But  this  fact  has  the  same  proportional  effect  on  both 
/  and  /,.  Consequently  any  result  depending  on  the  equality 
of  /  and  l^  will  not  be  affected. 

Instead  of  using  Ac^  and  Cd'  in  the  manner  shown,  greater 
accuracy  might  have  been  attained  by  taking  half  intercepts 

at  the  distance  —  on  both  sides  of  A  and  C,  Such  an  oper- 
ation, however,  is  unnecessary  in  all  ordinary  cases,  since 
moments  in  the  vicinity  of  A  and  C  have  very  little  effect  on 
the  horizontal  dimensions  of  the  deflection  polygon.  Mo- 
ments, on  the  contrary,  in  the  vicinity  of  HH'\  have  great 
effect. 

Now  /^  represents  2  ^  M^y ;  and  /,  2  ^  Mi,y ;  and  in  order 
that  the  second  condition  may  be  satisfied  they  should  be 
equal.  Since  I,  is  less  than  /,  it  shows  that  the  quantities  Ma 
are  too  small,  or,  in  other  words,  the  pole  distance  BC  is  too 
large.  This  last  statement  is  evidently  true,  if  it  be  remem- 
bered that  the  pole  distance  is  inversely  proportional  to  the 
vertical  ordinates  which  represent  the  moments. 

Lay  off , therefore,  on  reproduced,  the  distance  O/ equal 
to  /i,  and  draw  through  M  the  horizontal  line  MN.  With  a 
radius  CN  equal  to  /,  draw  the  arc  of  a  circle  cutting  MN  in 
Ny  then  produce  the  line  CP.  All  moments  represented  in 
the  lower  equilibrium  polygon  a  will  have  to  be  increased  in 
the  ratio  of  CN  to  CM.  To  make  this  reduction,  draw  a 
horizontal  line,  for  instance,  through  c^  until  it  cuts  CN  in/, 
then  make  c^a^  equal  to  Cp\  cC  will  be  one  point  in  the  true 
equilibrium  polygon.  All  other  points  might  be  found  in  the 
same  way,  but  having  found  one  point,  as  tf\  a  much  shorter 
method  may  be  used. 

It  has  already  been  shown  that  the  vertical  dimensions  of 
two  equilibrium  polygons  for  the  same  loading  and  span  are 
inversely  proportional  to  the  pole  distances,  the  vertical 
dimensions  being  measured  from  the  closing  lines.     In  the 
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figure  the  vertical  dimensions  of  the  polygon  ECF  must  be 
increased  in  the  ratio  of  /j  to  /,  or  in  the  ratio  of  Cc^  to  Cp. 
Hence,  on  CW  produced  make  CP  equal  to  BC^  and  draw  the 
horizontal  line  OP  cutting  CM  produced  in  (9,  then  will  CO 
be  the  pole  distance  for  the  true  equilibrium  polygon. 

In  order  to  find  the  true  pole,  make  CL  parallelto  HK^ 
then  draw  LC  parallel  to  BC*  and  equal  to  C0\  the  point 
C  will  be  the  true  pole. 

According  to  previous  principles,  the  reactions  or  vertical 
shearing  stresses  at  B  and  D  will  be  i  —  10  and  L  —  i  respect- 
ively,  and,  since  the  closing  line  must  be  parallel  to  BD  in  the 
true  equilibrium  polygon,  LC  must  be  parallel  to  BC    From 

C  draw  the  radial  lines  shown  to  i,  2,  3, and  10; 

these  lines  will  be  parallel  to  the  sides  of  the  true  polygon ; 
/.  e.y  draw  (fd^  parallel  to  C  6  until  it  cuts  a  vertical  through 
b^^  \  a^a'"  parallel  to  C  7  until  it  cuts  a  vertical  line  drawn 
thrbugh  b'"  \  d'd^  parallel  to  C  5,  etc.     The  polygon  ad  a" 

d^d^  so   formed   will    be    the   true   equilibrium 

polygon. 

As  a  check  some  of  the  points,  as  d  ox  d*  should  also  be 
found  by  the  previous  method.  Thus  make  Cg  equal  to  c^a^^ 
and  draw  gp'  parallel  to  CD  ;  Cp*  should  then  be  equal  to  cfi\ 
Other  points  may  be  treated  in  the  same  manner. 

It  may  now  be  seen  that  the  polygon  add' c^ 

satisfies  the  three  conditions  -2^3/=  o,  2^Mx  =  o,  and 
2^Afyz=o,  The  first  conditions  are  evidently  satisfied  by 
the  method  of  locating  the  closing  lines  in  the  lower  polygon 
aia2 a^y  and  the  curve  BAD,  for  any  intercept  be- 
tween the  curve  and  the  upper  polygon  a  is  the  difference 
between  two  intercepts  each  of  which  belongs  to  a  sum  equal 
to  zero,  hence  the  sum  of  those  intercepts  is  zero.  The  second 
condition  is  satisfied  by  the  location  of  the  point  C. 

Another  check  on  the  degree  of  accuracy  attained  in  the 
construction  is  found  in  what  has  just  been  said,  i.  e,,  the 


*  The  reason  for  the  true  closing  line  being  horizontal  is  given,  though  for 
another  purpose,  on  page  273. 
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moment  area  lying  above  the  curve  BAD  must  be  just  equal 
to  that  lying  below  it. 

By  actual  measurement  LC  is  equal  to  3.65  inches,  hence 
the  constant  horizontal  component  of  stress  in  any  portion  of 
the  rib  is  54.8  tons.  The  resultant  stress  at  any  point  of  the 
arched  rib  is  equal  to  54.8  tons  multiplied  by  the  secant  of 
the  inclinations  at  that  point.  The  bending  moment  at  any 
point  to  which  the  rib  is  subjected  is  found  by  multiplying 
the  vertical  intercept  between  the  equilibrium  polygon  and 
the  curve  by  (54.8  tons  =  Tj).  For  example,  the  actual  mo- 
ment to  which  the  rib  is  subjected  at  b'  is  {b'a'  x  54.8). 

The  line  of  action  of  Z*  (54.8  tons  in  this  case)  is,  of  course, 
along  the  true  closing  line  H"K".  This  is  an  important 
matter,  as  will  hereafter  be  seen. 

A  line  drawn  through  C  parallel  to  EF  would  cut  off  on 
the  load  line  the  reactions  which  would  exist  were  the  ends 
free. 

The  reaction  at  B,  in  the  present  case,  is  thus  seen  to  be 
much  greater  than  would  be  found  in  the  case  of  free  ends. 

A  point  in  the  vertical  line  passing  through  the  centre  of 
gravity  of  the  load  is  found  at  the  intersection  of  the  sides  a 
a'  and  a^  a^  in  ,G.  G\  at  the  intersection  of  Eai^  and  Fa^ 
prolonged,  is  in  the  same  vertical  line. 

The  pole  of  the  deflection  polygons  might  have  been  aj  A^ 
and  the  moments  laid  off  from  Cy  in  which  case  the  half  of 
Ac^y  and  the  same  of  Cc^y  would  have  been  the  moment  dis- 
tances adjacent  to  C.  Precisely  the  same  value  lorLC  would 
probably  not  be  found,  because  the  sum  2  My  is  not  con- 
tinuous, and  consequently  not  exact.  For  this  reason  it  would 
be  better  in  an  actual  case  to  divide  the  real  panel  lengths 
into  two  or  more  equal  parts  in  order  to  find  the  true  pole 
distance,  LC,  and  consequently  the  true  equilibrium  polygon. 
7i  can  then  be  used  to  find  the  stresses  in  the  members  of 
the  actual  rib  in  a  manner  that  will  hereafter  be  shown. 

The  diagram  should  of  course  be  drawn  to  as  large  a  scale 
as  possible,  and  it  may  often  be  advisable  to  exaggerate  the 
vertical  scale  so  as  to  make  the  intersections  of  the  true  poly- 
gon and  curve  well  defined. 
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The  effect  of  such  an  exaggeration  may  easily  be  shown 
since  the  various  steps  of  the  construction  remain  precisely 
the  same.  Suppose  AC  to  h^tn  times  as  large  as  it  would  be 
made  by  the  scale  according  to  which  the  span  BD  is  laid  off; 
m  denotes  the  degree  of  exaggeration.  The  distance  /  will  be 
m  times  as  great  as  it  ought  to  be,  and  consequently  the 
height  of  the  equilibrium  polygon  will  be  increased  beyond 
its  true  value  in  the  same  ratio.     But  if  the  true  height  is 

only  —  of  that  found,  the  true  pole  distance  will  htm  x  CO, 

fK 

and  LC  must  be  made  equal  to  that. 

The  span  has  been  supposed  half  covered  by  the  moving 
load,  but  any  other  portion  might  have  been  taken  as  well. 
It  is  to  be  noticed  that  the  method  is  perfectly  general,  and 
entirely  independent  of  the  character  of  the  curve  BAD,  or 
of  the  loading. 

Art  49.— Arched  Rib  with  Free  Ends. 

The  treatment  of  the  arched  rib  with  free  ends  is  not  dif- 
ferent in  any  respect,  except  one,  from  that  given  in  the  pre- 
vious case.  The  exception  is  this,  that  the  condition  2 M=o 
must  be  omitted,  since  the  bending  moments  at  the  free  ends 
must  disappear. 

In  this  case,  again,  the  centre  line  is  divided  into  equal 
parts.  Observations  made  under  this  head  in  the  preceding 
Article  apply  here  also. 

The  expression  2nP '  =  2  — — ,  sometimes  called  the  bend- 
ing, is  of  course  based  on  the  common  theory  of  flexure,  and 
denotes  simply  the  difference  of  inclination  of  the  neutral 
surface  of  a  straight  beam  at  the  two  sections  indicated  by 
the  limits  of  the  summation;    with   a  constant   moment  of 

inertia  it  is  usually  written  -^fiWdx.  The  condition  of  fix- 
edness of  the  two  ends  of  the  ribs  requires  the  position  of  the 
neutral  surface  to  remain  unchanged  at  those  two  sections, 
consequently  2nP'  must  be    equal  to  zero  between  those 
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limits.  In  the  case  of  free  ends,  the  position  of  the  neutral 
surface  may  be  any  whatever  consistent  with  the  elastic  prop- 
erties of  the  material  at  those  sections.  The  middle  points 
of  the  free-end  sections  must,  however,  retain  their  primitive 
positions,  or  the  summation  of  the  deflections,  either  horizon- 
tal or  vertical,  between  those  points  must  be  equal  to  zero. 
The  only  remaining  conditions,  therefore,  are  ^^j^nMy  =  o  = 

But  the  ends  of  the  rib  may  have  any  relative  vertical 
movements,  whatever,  without  changing  the  circumstances  of 
bending.     Consequently  the  only  condition  to  be  fulfilled  is. 

The  same  amount  and  proportion  of  loading  will  be  taken 
as  in  the  previous  case ;  the  same  radius,  span,  notation,  and 
scale  will  also  be  taken.  The  figure  of  PL  VI.  represents  the 
construction.  The  moving  load  is  assumed  to  cover  the  half 
span  BC. 

As  before,  take  C  as  the  pole  for  the  trial  polygon,  then 
make  B  5  equal  to  a  half  panel  fixed  load,  supposed  applied 
at  Ay  and  B6  di  half  panel  (fixed  +  moving)  load,  supposed 
applied  at  the  same  point ;  also  make  5—4  equal  to  load  at 
b^,  and  6  —  7  the  load  at  d*\  etc. 

Draw  radial  lines  from  Cto  the  points  of  division,  i,  2,  3, 
4,  5  ....  10,  and  construct  the  polygon  £,  ^,  ^j,  ^ ,  .  .  .  . 
Fy  precisely  as  before ;  in  truth  it  is  exactly  the  same  polygon 
that  was  used  in  the  preceding  case.  Since  there  can  be  no 
bending  moments  at  B  and  /?,  the  equilibrium  polygon  must 
pass  through  those  points,  hence  EF  is  the  closing  line  of  the 
trial  polygon,  ECF. 

As  has  been  seen,  the  only  condition  to  which  the  equilib- 
rium polygon  is  subject  is  2^  nMy  =  o ;  or,  as  before,  as  n  is 
constant. 

2lMy  =  2lM,y  -S^M^y  =  o. 

Or,  2lM^=2^^M,y. 

The  method  of  constructing  the  deflection  polygon  is  pre- 
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cisely  the  same  as  that  followed  in  the  previous  case,  only  in 

the  present  one  a  half  of  the  ordinates  representing  Ma  and 

M^  will  be  laid  off  from  A  in  order  to  keep  all  the  points  s 

and  /  within  the  limits  of  the  diagram. 

ti 
As  the  haK  intercepts  at  the  distance  —  from  B  and  E  are 

very  small,  and  as  their  omission  will  lead  to  simplicity  in  the 
diagram,  and  not  cause  much  of  an  error,  they  will  be  neg- 
lected. In  an  actual  case,  however,  the  omission  should  be 
made  with  caution. 

Since  the  moments  at  B  and  D  are  zero,  make  As  equal  to 
\cxb\  ss  equal  to  \cj)'\  s's"  equal  to  J^8*"',  s"s"  equal  to  ^c^d^^ ; 
then  draw  horizontal  lines  through  6'l/\  b"b"\  etc.,  cutting 
AC 3LS  before.  As  the  end  moments  are  zero,  d'  will  be  on 
AC,  then  d'd''  will  be  parallel  to  Cs,  d"d"'  will  be  parallel  to 
CV,  and  so  on  until  the  point  d^  on  the  line  RS  is  reached. 

The  two  portions  of  the  deflection  polygons  for  the  mo- 
ments Ma  will  not  be  similar,  yet  it  is  only  necessary  to  con- 
struct a  single  deflection  polygon,  as  was  shown  in  the  pre- 
ceding Article.  The  sums  2^Maj^  and  2^Mi,y  may  each  be 
divided  into  pairs  of  terms,  each  member  of  the  pair  having 
the  same  value  of  ^  ;  this  may  be  done  for  any  case  in  which 
the  moments  may  be  taken  in  pairs.  The  moments  in  each 
pair  of  terms  will  of  course  be  located  equidistant  from  AC. 
Make,  therefore.  At  equal  to  ^  (aic^  +  a^^),  tt,  =  to  J  {a^^  + 
^8^^"')»  V//  equal  to  ^a^"  +  a^c^^  and  /„/,„  equal  to  J  (a^c^^  4- 
a^c^^).  Draw  radial  lines  as  shown,  and  make  d/  d/'  parallel 
to  C/,  d'Jd,'"  parallel  to  Ct, ,  etc.,  until  the  point  ^/  is  reached. 

Lay  off  on  -^C  produced,  O/ equal  to  Ad^,  draw  i^TA^  par- 
allel to  BD,  and  with  a  radius  CN  equal  to  2{Ad'^)  find  the 
point  Ny  and  produce  CN  through  that  point.  In  order  to 
find  the  true  equilibrium  polygon  it  is  only  necessary  to  in- 
crease the  ordinates  of  the  trial  polygon  in  the  ratio  of  CM 
to  CN. 

Hence  draw  c^p  parallel  to  CD,  then  make  Cd'  equal  to  Cp ; 
d'  will  be  one  point  in  the  true  equilibrium  polygon.  In  the 
same  manner  make  Cg  equal  a^",  and  determine/'  as  before, 
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then  make  c^"'  equal  to  Cp' ;  «'"  will  be  another  point  in  the 
true  polygon.  A  shorter  way  to  proceed,  however,  is  the  one 
indicated  in  the  previous  case.  Draw  CL  parallel  to  EF^  then 
a  line  parallel  to  BC  through  Z.  Make  CP  equal  to  BC^  and 
draw  OP  parallel  to  BD ;  OC  is  the  true  pole  distance.  Make, 
therefore,  LC  equal  to  OCy  and  Cwill  be  the  true  pole  from 
which  radial  lines  are  to  be  drawn  to  i,  2,  3,  4,  5,  .  .  .  .  10. 

Starting  from  any  given  point,  as  -5,  make  Ba!  parallel  to 
C  10,  a!al'  parallel  to  f  9,  etc.,  etc. ;  the  side  parallel  to  C  1 
should  pass  through  the  point  D, 

The  two  methods  should  be  used  to  check  each  other,  as 
was  indicated  in  the  previous  case. 

Since  LC^  is  3 J  inches,  7i  =  3J  x  15  =  52.5  tons,  and  its 
line  of  action  is  evidently  BD, 

All  those  directions  of  a  getter al  character  which  accompany 
and  follow  the  construction  in  the  preceding  case  apply  with 
equal  force  to  the  present  one  and  those  which  follow.  It  is 
particularly  important  in  the  graphical  treatment  of  all  arched 
ribs  to  make  the  polygons  approach  as  nearly  their  ultimate 
limits,  /.  ^.,  curves,  as  possible ;  for  that  reason  it  will  be 
advisable  in  most  cases  to  divide  the  actual  panels  into  two 
or  more  equal  parts  in  the  search  for  the  true  equilibrium 
polygon. 

Art  60.— Thermal  Stresses  in  the  Arched  Rib  with  Ends  Fixed.* 

Thermal  stresses  are  those  stresses  which  are  co-existent 
with  any  variation  of  temperature,  in  the  structure  consid- 

*  In  reality  the  deflection  which  produces  stress,  in  the  case  of  variation  of 
temperature,  is  not  the  whole  deflection.  If  the  points  B  and  Z>,  in  PI.  VII., 
were  free  to  move,  there  would  be  no  thermal  stresses,  but  there  would  be  deflec- 
tion. This  deflection,  in  the  present  case,  would  be  (if  100  units  become  100.12204 
for  an  increase  of  180''  F.) 

( 100  +  —-0.12204)  -*-  100  X  19. 1  —  19. 1  =  .021  ft. 

Strictly  speaking,  the  deflection  to  be  used,  then,  for  a  change  of  165**  F.  is 
0.25  —  0.021  =  0.23  ft.  The  diflference  is  so  small,  however,  that  it  may  be 
neglected,  especially  since  the  error  is  a  small  one  on  the  side  of  safety.  These 
observations  are  general  and  apply  to  all  cases. 
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ered,  and  whose  values  depend  upon  that  variation.  Any 
variation  of  temperature  in  the  material  of  which  an  arched 
rib  is  composed  will  cause  a  variation  in  its  length,  and  con- 
sequently a  deflection  at  any  given  point.  Although  the 
temperature  is  supposed  to  change,  yet  the  ends  of  the  rib 
are  supposed  to  remain  in  their  normal  positions,  so  that  the 
general  conditions  ^nM  =  o  and  ^nMy  =  o  =  ^nMxy  hold 
for  thermal  stresses  as  well  as  for  any  other,  remembering 
that  n  is  constant. 

Any  change  of  form,  such  as  that  arising  from  the  applicar 
tion  of  loading,  will  cause  extra  stresses,  which  are  to  be  de- 
termined in  precisely  the  same  manner  as  that  used  for  ther- 
mal stresses ;  in  fact,  they  belong  to  the  same  class  of  stresses. 

Every  kind  of  material  has  its  own  coefficient  of  linear  ex- 
pansion; wrought  iron,  for  instance,  expanding  .12204  units 
in  every  100  for  a  change  of  temperature  from  32°  to  212°  F., 
while  tempered  steel  gives  the  empirical  quantity  .12396  for  the 
same  conditions.      (D.  K.  Clark,  "  Rules,  Tables,  and  Data.'*) 

The  arched  rib  shown  in  PI.  V.,  and  already  treated  for 
ordinary  stresses,  will  be  supposed  to  be  of  such  a  material 
and  to  be  subjected  to  such  a  change  of  temperature  that  the 
point  A  will  suffer  a  vertical  deflection  of  3  inches.  It  is  a 
matter  of  indifference  in  which  direction  the  deflection  takes 
place ;  it  will  be  supposed  upward  in  the  present  case. 

The  effect  of  the  thermal  variation  is  to  cause  bending 
moments  at  the  various  sections  of  the  rib  from  which  the 
deflection  results.  Also,  to  keep  the  ends  in  their  original 
positions  requires  the  existence  of  a  horizontal  force,  such  as 
the  stress  which  may  be  supposed  to  exist  in  a  horizontal  tie. 
The  stresses  and  bending,  then,  caused  by  thermal  variations 
are  the  same  as  those  which  would  be  caused  by  a  horizontal 
force  having  the  proper  line  of  action ;  the  problem  then 
resolves  itself  into  finding  the  proper  value  and  line  of  action 
of  this  horizontal  force. 

The  figure  to  be  used,  and  which  will  be  referred  to,  is  that 
of  PL  VII.,  and  represents  the  same  rib  precisely  as  PL  V. 
For  the  sake  of  greater  accuracy,  n  will  be  taken  half  as  great 
as  in  Pis.  V.  and  VI. ;  its  value  will  then  be  5.47  feet. 
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It  will  first  be  assumed  that  the  points  by  ^j,  b^  etc.,  are  at 
a  uniform  horizontal  distance  apart  of  5  feet,  and  at  the  same 
time  equidistant  on  the  curve ;  that  which  might  be  allowable 
in  a  very  flat  curve. 

The  conditions  ^^  nM—  o  and  ^^nMx  =  o  show  H'' K" 
I  to  be  the  line  of  action  of  the  horizontal  force,  which  will  be 

called  7;.  The  line  H"  K"  is  the  same  line  as  H  "  AT"  in  PL 
v.,  since  it  is  located  by  exactly  the  same  condition,  the 
vertical  intercepts  between  it  and  the  curve  BAD  represent- 
ing the  moments  M,  Since  the  only  force  acting  on  the  rib 
is  2^A,  the  bending  moment  M  will  be  equal  to  Tj^^  multiplied 
by  the  proper  vertical  intercept.  Thus  the  moment  at  d,  will 
be  7i  X  a^b, ;  and  that  at  ^g,  7^  x  aj?^. 

The  value  of  7^  is  determined  by  either  of  the  conditions 
2^nMy=Df,ET,  or  ^^jiMx=DEI\  by  way  of  variety  the  lat- 
ter will  be  taken.  Assume  any  point  as  C  for  the  pole,  and 
make  BC  the  pole  distance.  Make  Bi  equal  to \Aa^\  i  —2  equal 
to  a^% ;  2— 3  equal  to  ^77^7 ;  .  .  . .  and  9—10  equal  to  aby  and 
construct  the  polygon  Caa".  .  .  .  d^'m  the  usual  way.  B—io 
is  one  half  H'b',  and  o^H'  is  a  vertical  line  through  ^,  while 
BV  is  one  quarter  of  Bb.  Draw  the  horizontal  line  a^E,  then 
the  vertical  intercepts  included  between  c^E  and  the  deflec- 
tion polygon  a^cTCy  of  the  kind  (ali)y  represents  in  an  exag- 
gerated manner  the  deflections  (vertical)  of  the  points  in  the 
rib  vertically  above  them. 

Now  since  the  actual  moment  in  an  equilibrium  polygon  is 
equal  to  the  vertical  ordinate  multiplied  by  the  pole  distance, 
the  actual  vertical  deflection  at  A  is  CE  multiplied  by  its  pole 
distance ;  however,  since  the  real  deflections  are  proportional 
to  the  vertical  ordinates  of  the  kind  {alt)y  those  deflections 
may  be  at  once  found  by  multiplying  those  ordinates  by  a 
proper  ratio.  That  ratio  is  a  known  quantity,  because  the 
real  deflection  at  A  is  known  to  be  three  inches.  The  ordi- 
nate CE  measures  1.61  inches  on  the  drawing,  and  represents 
16. 1  feet  on  the  actual  rib;  the  ratio  desired  is  therefore 
3  3 I 


12  X    16.I         193.2        64.4' 


To  illustrate,  the  deflection  at  the 
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section  /  is  13.9  -r-  644  =  0.216  feet.  Similarly,  the  deflection 
at  b^  is  6.2  -T-  64.4  =  0.096  feet.  These  "quantities  will  be  used 
farther  on. 

It  will  now  be  necessary  to  give  a  little  consideration  to  the 
general  equation  2nMx  =  DEI, 

If  the  ordinates  of  the  kind  {ad)^  measured  from  H'*K*\  are 
denoted  by  y\  M,  from  what  has  already  been  said,  can  be 
written  as  Tj^\     Hence  the  general  equation  may  be  written, 

2nMx  =  TjiSnyx  =  DEI. 

Or,  since  n  is  constant, 

T    _      ^^^ 


n'^y'x* 


This  last  is  the  equation  from  which  7\  is  to  be  found. 

Now  since  y  is  positive  or  negative  according  as  it  is  meas- 
ured on  one  side  or  other  of  the  line  H"K'\  and  since  n  is 
assumed  to  be  uniform  and  horizontal,  the  quantity  n'Sy'x  is 
the  difference  between  the  statical  moments  of  the  moment 
areas  on  the  different  sides  of  that  line  in  reference  to  the  sec- 
tion considered.  '  Written  as  an  integral  expression,  it  would 
be  fy'xdx. 

The  area  of  the  surface  Ab^ma^  is  1.12  sq.  in.,  or  112  sq.  ft. 
full  size.  The  distance  of  the  centre  of  gravity  of  the  same 
area  from  AC  \^  very  simply  found  by  construction.  Take 
any  point  a^  for  a  pole,  and  a^m  for  the  pole  distance.  Make 
mnix  ^mm^  =  \a^biy  m^nH  equal  to  a^b^,  and  so  on,  making, 
however,  tn^vvi  equal  to  a  half  of  Aa^.  Then  construct  the 
equilibrium  polygon  ^,  e^,  ^2.  •  •  •  •  ^7-  The  sides  eex  and  e^e^ 
produced  will  cut  each  other  in  the  vertical  line  GH  passing 
through  the  centre  of  gravity  of  the  area  Ama^. 

The  area  BH"m  is  to  be  treated  in  precisely  the  same  man- 
ner, taking  a^  as  pole,  and  axH"  as  pole  distance,  and  making 
Bn  equal  to  a  half  of  BH*\  The  vertical  line  KL  passing 
through  the  centre  of  gravity  of  the  area  is  found  as  before  at 
the  intersection  of  the  sides  ^1  and^^e  prolonged. 

The  area  BH"m  is,  of  course,  equal  to  the  area  Ama^  con- 
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sequently  the  value  of  n^y'x  for  the  section  A  will  be  the 
product  of  the  commbn  area  by  the  horizontal  distance  be- 
tween their  centres  of  gravity,  u  e.y  3.26  inches  in  the  figure, 
but  32.6  ft.  full  size. 

The  cross-section  of  the  rib  will  be  assumed  to  be  of  such 
form  that  -£/has  the  value  of  2,000,000  foot-tons.  Hence  for 
the  pointy4,/?=3  inches  or  0.25  ft.,  n2yx=  112x32.6  = 
3651.2; 

^       2000000  X  0.25 

.*.  y  A  = > =  137  tons. 

3651.2  ^^ 

For  any  other  section,  as  /,  the  deflection  is  13.9  —  64.4  = 
0.216  ft.  The  vertical  line  passing  through  the  centre  of 
gravity  of  the  area  included  between  m  and  a  vertical  line 
through  /  passes  through  the  intersection  of  the  sides  e^ai  and 
eei,  prolonged,  and  the  distance  between  KL  and  it  is,  as 
shown,  3.04  inches  in  the  drawing.     For  this  section 

n^yx  =  1 12  X  30.4  —  49.82  X  5.8  =  3116; 

^        2000000  X  0.216 

.*.   Til  = -p =  139  tons. 

*  3116  ^^ 

In  precisely  the  same  manner,  for  the  point  b^, 

'^       2000000  X  0.096 

7^  = ^-  =  135  tons. 

1421  ^^ 

The  values  should  have  been  the  same,  except  for  the 
errors  incident  to  a  small  scale  and  the  fact  that  polygons 
were  used  where  curves  really  belonged ;  yet  the  difference 
between  the  extreme  values  is  only  2^  per  cent,  of  the  larger, 
which  is  not  very  much  of  an  error. 

If,  however,  the  true  value  of  n  (5.47  feet,  nearly)  be  taken 
along  the  centre  line  of  the  rib,  a  decidedly  different  result  will 
be  found,  since  n'Syx  will  have  a  different  value. 

The  quantity  ;r,  as  before,  will  be  measured  from  a^  to  the 
intersections  of  the  dotted  lines  drawn  through  the  points  {b\ 
while  7'  will  represent  any  vertical  ordinate  (belonging  to  any 
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point  (*))  from  the  line  H" K'\   taken  positive  downward. 
The  point  tn  will  be  assumed  midway  between  a^  and  a^ . 

The  following  values  are  measured  from  the  original  draw- 
ing: 


x=    1.36 

y  =  -  6.2 

i(*y)=- 

■    4.22 

^=    S-45 

y  =  -  6.1 

;ry  =  - 

■  33.25 

X  =  10.9 

y=-5.s 

xy=  - 

•  60.00 

x=  16.2 

y  =  -  4.6 

xy=- 

■    74-52 

x=  21.7 

y  =  -  3-2 

xy'=- 

■   69^(4 

X  =  26.8 

y=-i.35 

• 

xy'  =  - 

36.18 

-  277.61 

X  =  32.0 

y=  0.7 

xy  = 

224 

;r  =  36.8 

y=  3.2 

xy'  = 

117.76 

*  =  41.6 

y=  6.0 

xy  = 

249.6 

X  =  46.0 

y=  9-2 

xy  = 

423.2 

.r  =  49.o 

y=  11.98 

hi^y')  = 

293.5 

1084.06 

The  first  values  of  x  and  y  belong  to  that  portion  of  the 
moment  area  adjacent  to  Aa^. 

The  last  values  of  x  and  y  belong  to  that  portion  of  the 
moment  area  adjacent  to  BH"  \  and  half  of  each  product  is 
taken,  so  that  it  may  be  multiplied  by  the  full  value  of  »  = 
547  feet. 

The  formula  then  gives : 

^        DEI        0.25  X  2000000        ,    ^  ^        /        1  N » 

7i  =  — v-7-  = =  113-3  tons  (nearly).* 

n^yx  4411.30 


*  The  method  by  deflection  polygon  given  in  the  next  Article,  produces  a  re- 
talt  essentially  the  same  as  the  one  above. 

BC  is  the  pole  distance  laid  down  to  a  scale  of  400,000  foot-tons  to  the  inch, 

.    «,  I  0.62  X  400000  .  ^ 

.'.   7a  = T X =  113.6  tons. 

4  X  16. 1  X  5.47  6.2  ^ 

The  agreement  is  much  closer  than  can  ordinarily  be  expected  with  the  scales 
used. 
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The  difference  between  the  results  of  the  two  methods  is 
137.00  -  1 13.3  =  23.7  tons. 

•  This  difference  is  by  no  means  small,  and  shows  how  care- 
fully the  approximate  method  ought  to  be  used. 

With  a  wrought-iron  rib,  the  deflection  taken,  3  inches  at 
the  middle  of  the  span,  belongs  to  a  change  of  temperature 
of  about  165*"  F.,  a  very  extreme  case,  which  accounts  for  the 
large  values  of  7\. 

This  shows,  however,  in  a  very  marked  manner,  the  impor- 
tance of  putting  together  an  arched  rib  at  about  the  mean 
temperature,  for  then  the  variation  of  temperature  to  be  taken 
in  the  calculation  of  thermal  stresses  will  only  be  about  half 
the  variation  between  the  extreme  limits. 

The  effect  of  7i  is  the  same  as  if  that  force  were  applied  at 
m  and  acting  toward  H"  for  the  portion  Bm  fixed  at  B,  but 
applied  at  m  and  acting  toward  m'  for  the  free-end  portion 
(so  considered)  mA. 

The  change  of  temperature,  165°,  changes  the  radius  from 
75  feet  to  74.536  feet,  and  increases  the  length  of  the  curve 
0.122  feet. 

Art.  61. — ^Thermal  Stresies  in  the  Arched  Rib  with  BndB  Free. 

The  method  to  be  used  in  the  present  case  is  somewhat 
shorter  and  simpler  than  the  one  used  in  the  preceding,  but 
will  probably  not  give  as  nearly  correct  results  when  the  scale 
used  is  small. 

The  figure  to  be  used  is  that  shown  in  PI.  VIII.,  and  the 
curve  BAD  is  precisely  the  same  as  that  shown  in  Pis.  V., 
VI.,  and  VII. 

For  the  sake  of  greater  accuracy,  the  curve  BA  will  be  di- 
vided into  ten  equal  parts.  There  will  then  result,  «  =  Wi  = 
bib^  =  etc.,  =  5.47  (nearly)  feet. 

Since  BD  is  the  true  position  of  the  closing  line  for  free 
ends,  the  effect  of  the  variation  in  the  temperature  will  be 
the  same  as  that  of  a  horizontal  stress,  Tj^ ,  whose  line  of 
action  is  BD,  and  which  will  produce  a  deflection  equal  to 
the  thermal  deflection.     What  may  be  called  the  "  thermal 
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moment/*  therefore,  at  any  point  will  be  equal  to  7^  multi- 
plied by  the  vertical  ordinate  of  the  curve  at  that  point,  or 
-Af  =  7i/.     The  moment  at  ^5,  for  instance,  is  J/=  7\  x^j^j. 

Supposing  the  rib  to  be  of  wrought  iron,  a  change  of  tem- 
perature of  137°  F.  will  cause  the  length  to  change  from 
109.454  feet  to  109.556  feet,  and  the  radius  from  75  feet  to 
74.67  feet ;  the  corresponding  upward  vertical  deflection  at 
crown  A  will  be  i  J  inches,  or  |  of  a  foot. 

Let  the  two  general  equations  be  compared : 

:2Px     =  T^y. 
SftMx  =  2M'x  =  £I.D. 

From  these  two  equations  it  is  seen  that  if  M'  be  taken  as 
vertical  loading,  and  £1  as  pole  distance,  then  the  ordinates 
of  the  resulting  equilibrium  polygon  will  represent  the  deflec- 
tions according  to  the  same  scale  by  which  x  is  measured.  It  is 
important  also  to  notice  that  M'  and  EI  are  of  the  same  de- 
nomination (foot-pounds  or  foot-tons,  as  the  case  may  be), 
consequently  M'  is  to  be  measured  in  the  same  scale  as  that  ac- 
cording  to  which  EI  is  laid  down. 

Since  nM  ^  ^T^y  {n  being  constant),  the  vertical  ordinates 
of  the  kind  (d«)  are  proportional  to  the  moments  J/ or  iW', 
and  they  may  be  taken  to  represent  those  moments ;  since, 
however,  that  would  carry  the  lower  extremity  of  the  load 
line  B  —  10  off  the  .diagram,  one  third  only  of  those  ordinates 
will  be  taken  in  the  plate. 

As  before,  EI  will  be  assumed  to  be  2,000,000  foot-tons, 
and  the  scale  according  to  which  it  is  to  be  laid  down  for  the 
pole  distance  at  200,000  foot-tons  to  the  inch.  Hence  make 
£//F  parallel  and  equal  to  BCD,  Since  BD  is  ten  inches  in 
the  diagram,  £F  is  the  pole  distance,  and  E  will  be  taken  as 
the  pole. 

As  in  the  case  of  the  same  rib  with  external  loading,  the 

half  intercept  at  the  distance  -  from  B  will  be  neglected. 

4 
Make  E  i  equal  to  J  {^A  C),  1-2  equal  to  J  b^n^ ,  etc.,  and 

construct  the  polygon  aaia^ II  in  the  usual  man- 

^7 
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ner.  BA  is  divided  into  ten  equal  parts  for  the  sake  of  greater 
accuracy. 

The  polygon  thus  constructed  will  represent  the  actual  de- 
flections to  a  scale  of  lo  feet  to  the  inch. 

Now  Ea  is  equal  to  1.12  (3.32  inches  on  the  original  draw- 
ing) inches,  or  11.2  feet  full  size,  whereas  it  ought  to  be  but 
0.125  foot ;  and  since  the  pole  distance  is  to  remain  the  same, 
the  moments  must  be  reduced  in  the  ratio  of  \  to  13.2 ;  or  the 

moments  as  actually  taken  must  be  multiplied  by = 

o  X  1 1.2 

-K—p  .     The  reduction  for  the  bending  moment  at  A^  there- 

% 

r  •       1      yfX-  o      iT  0.636666x200000  .^ 

fore,  IS  J  -^c  X  200000  -7-  89.6  =  — ^—p — ■_ ,  smce  AC 

is  equal  to  1.91  inches.     Hence, 

^,       M'      0.636666  X  200000  , 

Th  =  — r-  =  — ^s—z =  7446  tons. 

But  since  M'  =  nM\ 

Tj,  —  —  ^  — r  =  — ^=  13.6  tons. 
y        ny  n 

This  operation  may  be  considerably  shortened  by  remem- 
bering that  0.636666 -r  19.1  =  I  -^  30,  and  that  this  ratio  is 
constant  for  all  points.  If,  therefore,  the  moment  at  any 
other  point,  as  ^,  be  taken,  precisely  the  same  result  will  be 
obtained. 

The  method  used  in  the  preceding  Article  gives,  at  least 
approximately,  the  same  result.  Taking  Bn^  Bn^y  etc.,  for 
the  different  values  of  ;r,  and  bn^  b^n^^  etc.,  for^,  there  will 
result : 

X  =    4.0  feet,  y  =    3.7  feet,  .-.  xy*  =    14.8 

X  =    8.4    "  y  =    6.8    "  .-.  xy  =    49-6 

;r' =  13.2     **  y  =  9.5     **  .-.  xy  =  IOI.6 

x^  18.0    "  y  =  12.0    "  .-.  xy'  =  183.6 
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;r  =  23.1  feet,  y'  =  14.2  feet,  .-.  xy'  =  307.2 

X  =  28.2     "  y  =  16.0    "  .-.  xy  =  425.8 

jr  =  33.6    "  y=i74    "  •'.  •*-/  =  554-4 

X  =  39.0     "  y  =  18.3    "  .-.  xy  =  643.5 

X  =  44.4    "  y  =  18.9    "  .-.  xy  =  799.2 

With  these  values  the  partial  summation  is : 
2nyx  =  n^y'x  =  16846.00. 

A  product  for  the  moments  adjacent  to  B  is  nearly  : 

0.92  X  I  X  2.73  =  2.51, 
Another  for  those  adjacent  to  AC  is  nearly : 
19.1  X  48.64  X  2.73  =  2536.5. 

Taking  the  sum  of  these  results  for  the  complete  summa- 
tion: 

^        DEI       0.125  X  2000000  ,        ,  , 

^*=   5^=         19385.00         =^3.0  tons  (nearly). 

The  polygon  a,  a^  a^y  a^,  .  .  .  .  H  \s  an  exaggerated  repre- 
sentation of  the  movements  of  the  points  ^,  b^  b^  etc.,  when 
the  temperature  is  changed  137*^  F. 

In  all  cases,  as  large  a  diagram  as  possible  must  be  used,  in 
order  to  reduce  the  scale  for  the  pole  distance,  so  that  that 
distance  may  be  the  largest  possible. 

The  use  to  be  made  of  7\  will  be  shown  farther  on. 

Art.  62.— Arched  Rib  with  Fixed  Bnde— /  and  n  Variable. 

The  rib  to  be  taken  in  this  case,  and  the  loading,  are  pre- 
cisely the  same  as  taken  in  the  preceding  cases.  As  before, 
the  centre  line  is  divided  into  ten  equal  parts  of  10.95  feet 
each.     The  data  are  therefore  the  following : 

Span  =  100.00  feet. 

Radius  =    75.00    " 

Panel  fixed  load      =      4.00  tons. 
Panel  moving  load  =    10.00    " 
Centre  rise  of  rib     =    19.10  feet. 
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The  moving  load  is  supposed  to  cover  the  half  span  BC. 

The  figure  to  be  referred  to  is  that  shown  in  PI.  IX. 

The  point  h  is  midway  between  V  and  b\  while  k  is  mid- 
way between  V'  and  b"\ 

The  moment  of  inertia  /  of  the  cross-section  of  the  rib  will 
be  taken  as  2,000,000  foot-tons  throughout  Bh,  1,777,778  foot- 
tons  throughout  hky  and  1,600,000  foot-tons  throughout  kA. 
The  same  values  hold  for  similar  portions  of  AD. 

1, 2,  3,  etc.,  ....  10,  is  the  load  line,  and  5C  the  pole  distance 
of  the  equilibrium  polygon  Ea%  Ca^F.  That  polygon  is  drawn 
in  precisely  the  same  manner,  in  fact,  is  precisely  the  same 
one  as  that  shown  in  PI.  V. ;  the  radiating  lines  drawn  from 
C  are,  therefore,  omitted.    As  the  ends  are  fixed,  EF  cannot 

be  the  closing  line ;  but  the  condition  -2  f  -=-7  =  o  must  first 

be  imposed. 

It  has  already  been  shown  that  for  any  point  in  the  arched 
rib  the  moment  M  =  Ma  —  M^. 

Hence  if /ibe  the  moment  of  inertia  for  the  portion  2^^  of 
the  rib,  there  may  be  written : 

For  Bhy  i  has  the  value  y  =  0.8 ;  for  kh,  the  value  ^*  =  0.9  ; 

and  ioxAky  the  value  y  =  i.e. 

The  closing  line  HK  must  be  so  located  that : 

:2\niMa  =  o. 

But  for  the  equilibrium  polygon  FotOf,  etc.,  the  summation 
2  ^  niMa  has  the  value : 

2^  niMa  =  o.%n  x  w'  -f  o.8»  y.  a^c'  +  o.gn  x  a^c"  —  «  x 
c^'^a^  -  «  X  (?^a^  ^n  X  c^C  "  n  -<  c^^a^  —  »  x  c^a^  —  0.9»  x 
c^a^  +  0.8«  X  a^^  +  0.8«'  x  z/"'z;"=o. 
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On  the  curve  BAD  the  distance  ^*  is  -  =  i  x  Bb'y  and  H'v' 

4 
is  taken  vertically  through  b ;   also  Db>^  =  Bb   and  A' V  is 
drawn  vertically  through  b\     From  the  location  of  b  and  b^  it 

follows  that  «'  =  — ,  consequently  n  may  be  canceled  from  the 

series  by  writing  —  and instead  of  the  whole  quantities 

themselves. 

If  w'  be  taken  at  1.04  inches  and  i/"i/'  at  0.66  inches,  the 
above  summation  (after  dropping  n  in  the  manner  shown) 
gives  a  result  of  —  0.02  of  an  inch  only.  This  agreement  is 
sufficiently  close. 

The  vertical  intercepts  and  their  products  by  /,  are  the  fol- 
lowing : 

v^  ^      1.04 

+  0.8  X  —    =  +  0.8  X  — ^  =  +  0.42 

2  2 

+  0.8  X  aic'  =  +  0.8  X  0.56  =  4-  0.45 
-f  0.9  X  a^"  =  4-  0.9  X  0.06  =  +  0.05 

—  I      X  a^'"  =  —  I     X  0.30  =  —  0.30 

—  I     X  an^^  =  —  I     X  aso  =  —  0.50 

—  I     X  Cc^   =  —  I      X  0.46  =  —  0.46 

—  I  ><  a^^  =  —  I  X  0.31  =  —  0.31 
--  I  X  aic^^  =  —  I  X  o.io  =  —  0.10 
-h  0.9  X  ^8^^"=  4-  ag  X  0.15  =  4-  0.13 
4-  0.8  X  a^  =  4.  0.8  X  0.42  =  4-  a34 

+  0.8  x5:^  =  +  o.8x^= +0.26 

2  2 

The  other  condition  for  the  closing  line  //AT  is  2^»AfaMr  =  a 
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Taking  the  products  of  the  ordinates  (nMt)  of  different  sig^s, 
by  their  horizontal  distances  from  DK",  as  was  done  in  Art. 
48,  there  will  result  the  sums  +  91.8  and  —gas.  The  alge- 
braic sum  is  only  +  1.3,  which  is  near  enough  to  zero.  HK 
will  therefore  be  taken  as  the  proper  closing  line. 

The  condition  which  locates  the  closing  line  H"K"  is 
similar  to  that  which  placed  HK\  it  is  the  following: 

S^mMi,  =  0.8  X  2n'  x  H'b  4-  0.8  x  2»  x  cj)'  +  ag  x  2n  xcjf" 
—  2»  X  b"'cz  —  2«  X  ^^4  —  »  X  Ac^  =  o. 

Since  the  curve  BAD  is  symmetrical  in  reference  to  AC, 
the  line  H^'K"  will  evidently  be  horizontal.  For  the  same 
reason,  2»'  and  2n  are  written  in  the  summation  in  ail  its 
terms  except  the  last.  As  before,  n'  is  one  half  »,  and  by  so 
writing  it,  n  may  be  dropped  from  the  series. 

By  making  Ac^  =  0.58  inch,  the  summation  (after  dropping 
n)  gives  2.18  —  2.16=0.02  only;  I/"K"  will  therefore  be 
assumed  to  be  the  proper  closing  line  for  BAD. 

The  vertical  intercepts  and  their  products  by  i  are  the  fol- 
lowing : 

2  X  0.8  X =  2  X  0.8  X  -— ^  =  O.QO 

2  2  ^ 

2  X  0.8  X  b'ci   =  2  X  0.8  X  0.66  =  1.06 

2  X  0.9  X  *'Vj  =  2  X  0.9  X  0.12  =  0.22 

2  X  ^"Vj  =  2  X  0.27  =  0.54 

2  X  ^'^4  =  2  X  0.52  =  1.04 

Ac^  =  0.58  =  0.58 

As  before,  since  the  curve  BA  D  is  symmetrical  in  reference 
to  A,  the  two  conditions  S^niMj,  =  o,  and  2j^ntM^  =  o,  are 
equivalent. 

The  equation  expressing  the  condition  that  the  horizontal 
deflection  of  D  in  reference  to  B  is  nothing,  is  the  general 
one  already  given : 
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Or,  as  in  preceding  cases : 

The  quantity  «i  is  any  standard  value  of  «,  just  as  /j  is  a 
standard  value  of  /,  and  r  is  such  a  variable  ratio  that  for  any 

section  «  =  r«i  or  r  =  — .     In  the  present  case  n^  will  have 
«i 

the  value  10.95  feet;  consequently  r  will   be   unity  for  all 

sections  except  by  and  for  that  one  it  will  be  \. 

The  ratio  r  might  have  been  used  in  the  previous  summa- 
tions of  the  present  Article  in  exactly  the  same  manner  and 
with  exactly  the  same  values  as  in  the  present  one. 

The  ratio  i  has  the  same  value  as  before. 

The  principles  on  which  the  remaining  constructions  are 
based  are  precisely  the  same  as  those  shown  in  the  preceding 
Articles;  the  difference  in  the  construction  itself  is  simply 
this,  that  riMa  and  riMf,  are  taken  instead  of  Ma  and  M^,,  In 
other  words,  r  and  /,  in  general,  in  this  case,  have  values  dif- 
ferent from  unity,  while  in  the  preceding  cases  r  =  i=  i. 

The  following  are  the  values  of  {riM^  : 


J  X  0.8 

I  X  0.8 

I  X  0.9 . 

I  X        I 

I  X        I 


w'    +z/V")=      At; 
Uic'    +  a^)   =      //' ; 


Draw  radial  lines  from  C  to  the  points  / ;  then  draw  the 
horizontal  lines  bC'\  Vdid\  b"d{d'\  etc.  C'di  is  parallel  to 
Ct\  d^d^'  is  parallel  to  Ct' \  d^'d^"  is  parallel  to  Ct'\  etc. 
CC"d^d^'d^"d^^d^  is  then  the  deflection  polygon  for  the  mo- 
ments  Ma^ 
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The  following  are  the  values  for  {riM^ : 

i  X  0.8  X  2//"*        =      As; 
I  X  0.8  X  2d'ci         =      ss  ; 
I  X  0.9  X  2*'V,         =      s's" ; 
IX     IX  (-.2*"'r3)=-yV"; 
IX      IX  (-2**^4)=  -j'V^; 
IX      IX  {—Ac^)    =  —  5*M. 

The  point  -^4  belongs  to  the  curve  BAD. 

The  sides  of  the  deflection  polygon  C"d'd"d'"d^d''  are 
parallel  to  radiating  lines  drawn  from  C  to  the  points  s. 

Ad^  represents  ^^r/J/aj/,  and  Ad^  represents  -2^r/i)/»^. 
Since  the  first  is  less  than  the  second,  the  moments  Ma  must 
be  increased  in  the  ratio  of  Ad^  to  Ad^.  Hence  on  AC  pro- 
longed, make  CM  equal  to  Ad^" ;  draw  MN  parallel  to  BD 
and  with  a  radius  CN  equal  to  Ad^  find  the  point  N.  Pro- 
long the  line  CN;  this  line  will  enable  the  true  moments  M^ 
to  be  determined  in  the  manner  already  shown  in  the  other 
cases. 

Draw  c^p  parallel  to  BD,  c^  equal  to  Cp  will  gfive  a  point 
d'  in  the  true  equilibrium  polygon.  Again,  Ck*'  equals  KF, 
hence  K"c^y  equal  to  Ck"\  gives  the  true  point  c^. 

Also,  Cg  is  equal  to  HE ;  and  H"a,  equal  to  Cp\  gfives  the 
true  point  a.  All  points  in  the  true  polygon  might  be  thus 
determined,  but  it  is  advisable  to  check  by  the  other  method 
already  shown. 

For  this  purpose  draw  CL  parallel  to  HK,  and  LC  parallel 
to  BD.  Then  make  CP  equal  to  BC  and  draw  OP  parallel  to 
BD.  Take  LC  equal  to  CO.  C  is  the  pole  and  LC  the 
pole  distance  of  the  true  equilibrium  polygon.  Finally  draw 
radiating  lines  from  C  to  the  load  points  i,  2,  3,  4,  5,  6, 
etc.  Starting  from  any  point  already  determined,  as  «,  draw 
aa'  parallel  to  C'lO ;  a' a"  parallel  to  C'g ;  a" a'"  parallel  to 
C8,  etc.  The  different  points  found  by  the  two  methods 
ought  to  coincide. 

The  polygon  aa'a"a'"a^^d'd^d^d'^i^(^  is  the  true  equili- 
brium polygon,  which  was  to  be  found. 
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C*L  is  3.8$  inches ;  hence  7i,  whose  line  of  action  is  H"K" 
is  equal  to  3.86  x  15  =  57.90  tons. 

In  the  determination  of  the  thermal  stresses  the  same  fig- 
ures will  be  used,  and  there  will  be  supposed  such  a  change 
of  temperature  that  the  point  A  will  suffer  a  vertical  deflec- 
tion of  1.5  inches  or  0.125  of  a  foot ;  the  same,  in  fact,  as  was 
supposed  in  a  previous  case. 

As  the  ends  of  the  rib  are  fixed,  the  general  conditions, 
:S^r/i)/  =  o;  and  ^^^^riMy  =^  S^^^riMx  =  o  hold  as  well  for 
thermal  stresses  as  others.  Consequently  H"K"  will  be  the 
line  of  action  of  the  horizontal  stress  7^,  induced  by  the 
variation  of  temperature. 

As  before,  let  y'  denote  the  vertical  ordinate  of  any  point 
in  the  curve  BAD  from  the  line  H"K'\  then  there  may  be 
written : 

^^2^^riMx  =  D  =  ^:S^,riyx 

ni^jyriyx 

In  order  to  save  confusion  in  the  figure,  «i  will  be  taken  at 
its  previous  value  10.95  feet. 
Also, 

Ell  =  1600000  foot-tons  ; 

D    =0.125  foot. 

A  half  of  the  moment  at  A  will  be  supposed  applied  at  a 

point  e  distant  —  from  A  on  the  curve  BAD,  and  none  at 

all  at  A. 

The  co-ordinate  x  will  be  measured  from  c^  towards  K'\ 
The  following  values  then  result : 

X  =    2.72  ft.       r«y  =  J  X  I      X  5.7  =  2.85       riy'x  =      7.752 
X  =  10.90  "         rtf  =  I  X  I      X  5.2  =  5.2         riy'x  =    56.68 
;r  =  21.7     "        riy'  =  I  X  I      x  2.7  =  2.7        ri/x  =    58.59 

123.022 
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x=  3.2  ft.      rty=  —  ixo.gx    1.2  =  — 1.08       riyx-=^—  34.56 
:r=4i.6  "       ny=  — ixo.Sx   6.6  =  — 5.28      r^/jr  =—219.648 
jr=47.9  "       ry'  =  — ^x 0.8 X  11.3=— 4.52       nry;r  =  — 206.508 

—460.716 
Hence, 

2'^ r/y^  =  123.022  -  460.716  =  -  337-694- 

The  negative  sign  will  be  dropped  hereafter,  as  it  refers 
simply  to  the  direction  in  which  7  was  measured. 
Making  the  substitutions : 

^       0.125  X  1600000 

Tj^  = ^ — ^—  =  54.1  tons. 

10.9s  X  337-694 

The  method  by  the  deflection  polygon  gives  nearly  the 
same  result,  as  will  now  be  shown. 
Comparing  the  two  equations : 

Sn^riMx  =  EI^ .  A 

it  is  seen  that  if  EI^  be  taken  as  the  pole  distance  in  the 
deflection  polygon,  riiriM  must  be  the  general  expression  for 
the  load  at  any  point. 

Since  EIi  is  1,600,000  foot-tons,  CD  will  represent  it  at 
320,000  foot-tons  per  inch ;  and  that  will  be  taken  as  the  pole 
distance.     Z>  —  3,  measured  downwards,  will  be  the  load  line. 

If  the  loads  were  taken  at  10.95  x  riM^  or  10.95  r^y,  the 
lower  limit,  3,  of  the  load  line  would  not  be  on  the  diagram. 
The  loads  will  therefore  be  taken  as  4riy  and  a  proper  reduc- 
tion will  be  made  afterwards.     Hence,  make 

Z?  —  I  =      4r/>'  =      4  X  0.285  inches. 
1—2=       4riy' =      4x0.52        " 
2—3=       4ry''=       4x0.27        " 

3  -  4  =  —  4rjf>'  =  —  4  X  0.108      " 

4  —  5  =  —  ^rty'  =  —  4  X  0.528      " 

5  -D  =  —  Ariy'=  —  4  x  0.452      " 
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The  values  of  riy'  are  taken  from  the  table  immediately 
above. 

By  drawing  radial  lines  from  C  to  the  points  i,  2,  3,  4,  5, 
the  polygon  Cd^d^d^d^d^d^d^  is  formed  in  the  usual  manner. 

The  deflection  Dd'^  measures  2.67  inches  or  26.7  feet,  full 

size.     Since  —  =  2.74,  the  deflection  with  the  true  moment- 

4 
loads  would  be  26.7  x  2.74  =  73.16  feet,  whereas  it  should  be 
but  one-eighth  of  a  foot.    Hence,  measured  by  the  same  scale, 

the  quantities  «i  r/ilf  must  be ^  of  those  taken  in  the 

figure,  the  pole  distance  CD  remaining  the  same. 

Since  M  =  Z^y,  there  may  be  written  for  the  point  A  : 

10.9s  X  riTi,y  =  10.95  X  0.285  X  320000 -^  8  x  73.16. 

As  r  =  i,  I  =  I  and  y  =  5.7  feet  there  results : 

7;  =  54.7  tons. 

The  deflection  at  other  points  might  be  used  in  the  man- 
ner already  shown  in  a  preceding  Article. 

It  is  thus  seen  that  the  constructions  are  equally  simple  in 
principle  whether  r  and  i  are  constant  or  variable. 

If  the  ends  had  not  been  fixed,  it  would  only  have  been 
necessary  to  use  the  condition 


Art.  63i — Determination  of  StreBses  in  the  Members  of  an  Arched  Rib- 
Example — ^Fized  Zhida — Oonsideration  of  Details. 

It  has  been  shown,  in  the  preceding  Articles,  how  to  deter- 
mine  the  horizontal  tension  7]^  in  the  various  cases  which 
may  arise ;  the  method  of  using  this  horizontal  tension  in  the 
determination  of  the  stresses  in  the  individual  members  of  an 
arched  rib  remains  to  be  shown. 

For  this  purpose  there  will  be  taken  the  rib  shown  in  PI. 
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X.,  Fig.  3,  having  ends  free,  i.  ^.,  free  to  turn  about  the  points 
M  and  L. 

The  curve  which  has  hitherto  been  used,  and  called  the 
"  centre  line  "  of  the  rib,  is  the  centre  line  of  the  neutral  sur- 
face of  the  arched  rib  considered  as  a  beam ;  consequently  the 
centres  of  gravity  of  the  various  cross  sections  of  the  rib  must 
be  found  in  this  "  centre  line,"  in  all  cases.  In  other  words,  the 
**  centre  line  "  which  has  been  used  in  the  preceding  articles 
is  the  locus  of  the  centres  of  gravity  of  the  normal  cross  sec- 
tions of  the  actual  rib. 

In  the  rib  taken  as  the  example,  PL  X.,  Fig.  3,  the  apices 
in  the  upper  and  lower  chords  lie  in  the  concentric  circum- 
ferences of  circles  having  radii  of  78  and  72  feet,  respectively ; 
and  the  centres  of  gravity  of  the  normal  crCss  sections  will  be 
supposed  to  lie  on  the  circumference  of  a  circle  having  the 
same  centre,  whose  radius  is  75  feet.  Thus  the  centre  line  is 
precisely  the  same  as  has  been  used  in  the  preceding  Articles. 
The  same  span  and  loading  will  also  be  taken. 

The  extremities  of  the  span,  or  points  M  and  Z,  at  which 
the  horizontal  tension  or  force  is  applied,  must  lie  in  the 
centre  line. 

All  the  loading  will  be  assumed  to  be  applied  at  the  apices^ 
of  the  upper  chord,  although  the  operations  would  be  exactly 
the  same  if  the  fixed  load  were  divided  in  any  proportion  be- 
tween the  two  chords. 

The  apices  of  the  triangles  of  the  web  system  were  located 
as  follows:  As  was  done  in  finding  7]|,  the  centre  line  was 
divided  into  ten  equal  parts.  The  upper  chord  panel  points 
are  vertically  over  those  points  of  division.  The  upper  chord 
panels  were  then  bisected,  and  radii  were  drawn  through  these 
points  of  bisection.  The  lower  chord  panel  points  were  taken 
at  the  intersections  of  those  radii  with  the  circumference  of 
the  circle  whose  radius  was  72  feet. 

There  is  only  one  point  to  be  observed  in  forming  the  chord 
panels,  i.  e.y  the  panel  points  must  be  so  located  that  the  load 
will  act  exactly  as  was  supposed  in  determining  7^. 

The  following  loads  will  then  be  assumed  to  act  through 
the  upper  chord  panel  points :  ♦ 
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7  tons  at  the  intersection  of  i  and  3  ; 
14    "      ^'     "    intersections  of  4  and  5,  6  and  7,  8  and  9,  10 

and  1 1 ; 
9    "      "     "    intersection  of  12  and  13 ; 
4    "      "     "    intersections  of  14  and  15,  16  and  17,  18  and 

19,  20  and  21 ; 
2     "      "     "    intersection  of  22  and  24, 

As  the  ends  are  free,  Z  —  10  =  50,7  tons  in  PL  VI.,  gives 
the  reaction  R  at  the  left  end  of  the  span,  or  at  L  in  the  ex- 
ample. Also  Z  —  I  in  PI.  VI.,  gives  the  reaction  as  30.3  tons 
at  M  in  the  example.  In  Art.  49  it  is  found  that  7]^  =  52.5 
tons  for  this  case,  and  the  two  methods  in  Art.  5 1  give  the 
thermal  stresses  in  the  horizontal  tie  as  13.6  and  16.7  tons. 
The  thermal  tension  will  be  taken  at  15  tons.  The  total  ten- 
sion in  the  tie  will  then  be  52.5  +  15.00  =  67.5  tons,  as 
shown. 

It  is  a  matter  of  no  consequence  whether  the  tie  exist  or 
not.  If  it  does  not  exist,  the  abutments  at  M  and  L  must 
then  supply  the  horizontal  force  of  67.5  tons. 

-  Fig.  4  of  PL  X.  is  the  complete  diagram  for  the  stresses 
with  the  load  taken  ;  it  is  drawn  to  a  scale  of  20  tons  to  the 
inch,  nearly.  The  lines  indicated  by  letters  or  figures  in  the 
diagram  are  parallel  to  the  members  of  the  rib  indicated  by 
the  same  letters  or  figures,  though  the  parallelism  is  not  ex- 
actly shown  in  the  plate  for  all  the  lines. 

With  the  following  explanations  relating  to  the  diagram, 
little  more  is  needed : 

a'b'  =    b'c'  =  c'd'  =  d'f  =  14  tons. 
o'n':=n'm'  =  m'k'  =  k'h'  =^   4      " 
A/'=   9     " 

^'a'  =  (  I) +  7. 

P'o'    =  (24)  +  2. 

PS  =(£). 
ae'  is  the  reaction  R,  and  e'o'  is  the  reaction  at  J/,  while 
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e'P  is  the  horizontal  tension  67.5  tons.  Although  the  diagram 
appears  very  complicated,  yet,  it  is  really  composed  of  very 
simple  ^z/^-sided  figures,  as  may  easily  be  seen.  Let  the  rib 
be  divided  through  c,  7,  B,  and  T;  then  the  portion  of  the  rib 
between  that  surface  of  division  and  L  is  held  in  equilibrium  by 
the  action  of  the  stresses  in  the  members  divided  (considered 
as  forces  external  to  that  portion),  the  applied  loads,  (T),  and 
the  reaction  R.  The  resultant  of  the  loads  and  ^  is  a  verti- 
cal shear  represented  by  ec'  in  the  diagram.  The  forces  act- 
ing upon  the  portion  of  the  rib  in  question  are  then  repre- 
sented by  the  lines  ec\  (T),  {B\  (7),  and  (c)  in  Fig.  4,  and  these 
constitute  a  simple  five-sided  figure.  The  arrow  heads  show 
the  direction  of  action  of  these  forces,  and  enable  the  kind  of 
stress  to  be  recognized  at  a  glance. 

The  whole  diagram  is  thus  composed  of  just  such  pen- 
tagons. 

As  a  check  on  the  accuracy  of  the  construction  of  the 
diagram,  if  it  is  worked  continuously  from  L  to  M^  the  four- 
sided  figure  involving  (7"),  (23)  and  (24)  should  exactly  close. 
It  is  far  more  conducive  to  accuracy,  however,  to  work  up 
the  diagram  from  both  ends,  and  if  the  work  has  been  accu- 
rately done,  the  diagrams  will  give  the  same  stress  in  that 
member  which  becomes  common  to  both  where  they  meet. 

The  stresses,  as  determined  by  the  original  die^am  from 
which  Fig.  4  was  constructed,  are  written  in  Fig.  3. 

If  an  arched  rib  is  subjected  to  a  load,  advancing  panel  by 
panel,  the  stresses  due  to  the  fixed  load  alone  may  first  be  de- 
termined and  then  tabulated.  The  stresses  in  all  the  mem- 
bers of  the  rib  due  to  each  panel  moving  load  may  then  be 
found  and  tabulated  also.  The  greatest  stress  of  either  kind 
in  any  member  may  then  be  determined  by  a  combination  of 
these  results  in  the  usual  manner. 

Some  of  the  stresses  found  by  diagram  should  be  checked 
by  moments  in  the  following  manner.  The  horizontal  dis- 
tances of  the  panel  points,  in  the  left  half  of  the  rib  holding 
14  tons  each,  from  a  vertical  line  bisecting  the  span  and  pars- 
ing through  the  intersection  of  12  and  13,  are  10.9  feet,  21.7 
feet,   32   feet,   and  41.5    feet.      The   normal   distance    from 
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the  intersection  of  (12)  and  (13)  to  E,  is  6.15  feet  (by  scale). 
Hence,  taking  moments  about  that  intersection, 

.^.  _  507x50-  i4(iQ»9  +  ^i7+32+4i>S)-6;.5  x  22.1  ^ 
^   ^  6.15 

—  72  tons. 

The  diagram  gave  72.5  tons,  and  the  agreement  is  suffi- 
ciently close. 

On  account  of  the  ill-deiined  intersections  of  the  prolonged 
chord  sections  in  any  panel,  the  method  of  moments  for  the 
web  stresses  is  not  satisfactory  unless  one  chord  stress  in  the 
panel  is  known.  The  web  stress  can  then  be  found  by  mo- 
ments in  a  manner  to  be  presently  illustrated. 

Again,  let  (G^)  be  determined  by  taking  moments  about  the 
intersection  of  16  and  17.  Draw  a  vertical  line  through  that 
point.  The  horizontal  distances  of  the  three  upper  chord 
panel  points  on  the  right  of  that  line,  from  the  same,  are 
10.3  feet,  19.8  feet,  and  28.5  feet  (by  scale).  In  the  same 
manner  the  vertical  distance  of  the  point  above  T'is  19.25 
feet.     Hence, 

,^x      30.3  X  28.5  -4(10.3  +  19.8)  -67.5  X  19.25  _ 
^^^~  6.1 5 

—  90.5  tons. 

The  diagram  gave  95  tons,  and  the  agreement  is  not  close. 
This  illustrates  in  a  marked  manner  the  great  fault  of  the 
graphical  method.  In  constructing  the  original  diagram, 
shown  by  Fig.  4  of  PL  X.,  the  rib  was  drawn  to  a  scale  of  5 
feet  per  inch,  and  the  diagram  itself  to  a  scale  of  10  tons  per 
inch,  and  although  the  greatest  care  was  taken,  yet  the  stresses 
found  for  the  right  half  of  the  rib  may,  in  some  members,  be 
wrong  to  the  extent  of  even  twenty  per  cent.  The  method 
requires  the  largest  and  most  accurate  figures  possible,  and 
the  very  nicest  instruments,  for  extended  diagrams. 

By  far  the  most  accurate,  and,  all  things  considered,  the 
most  satisfactory  method,  is  the  combination  of  moments  and 
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diagram,  so  freely  used  in  the  treatment  of  bowstring  trusses. 
In  this  method  a  stress  in  either  chord  is  found  by  moments, 
the  other  two  stresses  (one  a  chord  and  the  other  a  web)  in 
the  same  panel  are  then  immediately  found  by  a  simple  five- 
sided  figure  or  diagram. 

The  chord  stresses  (E)  and  (G)  have  just  been  found.  In 
Fig.  I  take  bd  equal  to  67.5  tons  and  parallel  to  7",  and  make 
dc  (parallel  to  E  as  well  as  T)  equal  to  {E)  =  —  72.CX)  tons. 
A  section  is  supposed  to  be  taken  through  the  panel  in  which 
/,  13  and  E  are  found;  consequently  the  vertical  shear  5  = 
50.7  —  65.00  =  —  14.3  tons.  The  remainder  of  the  diagram 
needs  no  explanation.     It  gives : 


ah  ^  S  ^  I4'.3.titn0 

dc  .  (E) 
hd,  *  (T) 


Fig.  X. 


(13)  =  — 20.3  tons; 


(/)  =  +  17.4  tons. 


Fig.  2  is  drawn  in  precisely  the  same  manner  by  using 
(G)  =  —  90.5  tons,  which  has  already  been  determined  by 


the  moment  method.    The  section  is  taken  through  G,  17 
and  A. 

Fig.  2  gives : 

(17)  =  -  5.5  tons ;  (A)  =  +  23.0  tons. 

All  the  other  stresses  may  be  found  in  the  same  manner. 
The  difference  in  the  case  of  (A)  between  the  results  of  the 
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two  methods  is  four  tons,  or  about  17  per  cent,  of  the  smallest 
result. 

By  the  method  of  Figs,  i  and  2  accurate  results  may  be 
obtained  by  taking  a  scale  of  even  twenty  tons  to  the  inch, 
but  a  larger  diagram  is  preferable. 

If  the  ends  of  the  rib  are  fixed,  the  shortest  method  of  find- 
ing the  stresses  is  in  no  way  different  from  that  given  in  con- 
nection with  Figs.  I  and  2,  excepting  this :  the  chord  stress 
which  is  found  by  moments  will  have  a  different  value.  If 
the  ends  are  fixed,  the  reaction  R,  at  the  left  end  of  the  span^ 
will  be  L  —  \o  of  PL  V. ;  and  the  horizontal  tension  (  Z)  will  be 
taken  as  54.8  +  1 13.3  =  168.  i  tons,  from  Arts.  48  and  50. 

The  line  of  action  of  7^  for  both  external  load  and  thermal 
stresses  is  H"K"  of  either  PI.  V.  or  PI.  VII.;  let  PI.  V.  be 
considered. 

The  action  of  7^  through  H"  (taken  as  acting  toward  AT"), 
so  far  as  the  rib  BAD  is  concerned,  is  equivalent  to  7i  acting 
through  B  toward  D,  combined  with  a  right  hand  couple  whose 
force  is  Tj^  and  whose  lever  arm  is  BH".  Let  the  moment  of 
this  couple  be  called  M,  This  moment  will  cause  compression 
throughout  the  upper  chord  of  the  rib  and  tension  throughout 
the  lower. 

Let  Ml  represent  the  moment  (of  the  external  forces  and 
Tf^  about  any  panel  point  of  the  rib,  as  F,  Fig.  3  (the  reaction 
and  7]k  being  taken  for  the  particular  case,  as  just  indicated). 
Then  any  chord  stress,  as  {BE),  will  be 

{BE)  =  ^^^^', 

«i  being  the  normal  depth  of  the  rib,  as  shown.  Particular 
care  is  to  be  taken  in  regard  to  the  signs  of  M  and  Mi,  i.  e.,  it 
is  to  be  noticed  whether  they  tend  to  produce  the  same  or  dif- 
ferent  kinds  of  stress  in  BE. 

After  {BE)  is  found,  the  diagrams  are  to  be  drawn  precisely 
like  Figs,  i  and  2,  and  the  resulting  stresses,  scaled  from  the 
diagrams,  are  the  ones  desired. 

The  following,  but  longer  methods,  may  also  be  used : 
18 
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The  first  portion  of  the  operation  is  simply  the  application 
of  the  method  by  diagram,  or  the  combination  of  moments 
and  diagram,  already  given  in  connection  with  the  case  of 
ends  free. 

All  the  individual  stresses  in  the  rib  are  to  be  found  in  this 
manner ;  those  for  the  web  members  are  the  true  web  stresses 
desired  if  the  rib  is  of  uniform  normal  depth.  The  chord 
stresses  thus  found  are,  however,  in  all  cases,  to  be  modified. 

Let  the  normal  depth  of  the  rib  at  any  section  be  «i ;  the 
distance  BH"y  PL  V.,  A" ;  and  the  general  expression  for  any 
chord  stress  due  to  the  moment  M=  Tj^h'\  c. 

Then  will  result : 

M^  Tj,h" 

Then  let  (c)  be  the  general  expression  for  any  chord  stress 
already  found  without  considering  the  moment  M;  the  nu- 
merical value  may  be  either  positive  or  negative.  Finally, 
the  resultant  chord  stress  desired  will  be,  for  the  upper  chord, 

(c)-c={c)-If., 
and  for  the  lower. 

If  the  rib  is  of  uniform  normal  depth,  i.e.,  if  «i  is  constant, 
the  web  stresses  will  not  be  affected  by  the  moment  Af,  for  it 
(the  moment  M)  will  cause  uniform  chord  stresses  throughout 
the  rib. 

If  the  normal  depth,  however,  is  not  constant,  the  moment 


TiA" 


M  will  cause  web  stresses  which  may  be  determined  very  ac- 
curately in  the  following  manner  : 


Digitized  by  VjOOQIC 


Sr/^ESSES  IN   THE  MEMBERS, 


275 


Let  it  be  desired  to  determine  the  stress  in  the  web  mem- 
ber DF  of  a  portion  of  an  arched  rib,  shown  in  Fig  3,  and  let 
w  denote  that  stress.  The  stress  in  DE  is  c^  found  by  the 
method  just  given. 

In  Fig.  4,  take  {DE )=c  and  parallel  to  DE  in  Fig. 3.  The 
lines  (GF)  and  (DF)  in  Fig.  4,  are  then  parallel  to  GF  dind 


(liJE) 


■  ^2>jy  »  w 


Fig.  4. 

DF  in  Fig.  3,  and  they  are  the  stresses  in  those  members. 
All  the  web  stresses  and  the  chord  stresses  in  one  chord  may 
be  thus  found.  This  operation  is  simply  the  method  of  Figs. 
I  and  2  applied  to  this  case. 

The  web  stresses  may  be  found  by  using  moments,  only,  in 
the  following  manner : 

Take  A  as  any  convenient  point  in  GF.  Let  /j  represent 
ABy  and  l^^  AC\  these  lines  are  normal  to  DE  and  DF  re- 
spectively.. 

Let  M  be  still  considered  right-handed  and  positive,  and 
let  it  first  be  assumed  that  c  is  compression.  Moments  about 
A  give : 

w  = 1 5 — . 

If  c  is  tension,  or  belongs  to  a  panel  in  the  lower  chord, 
then  (w)  will  be  the  stress  in  a  member  like  DG.  There  will 
then  result : 

w  = = —  . 

In  either  of  these  formulae,  {w)  will  represent  tension  or 
compression  according  as  the  result  is  positive  or  negative. 

Let  (z£/)  represent  any  web  stress  already  found  by  neglect- 
ing My  then  will  any  resultant  web  stress  desired  be : 

{w)  +  w\ 

the  signs  of  both  these  quantities  being  implicit. 
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As  the  lever  arms  A ,  /j ,  and  «i  are  scaled  from  the  draw- 
ing, the  rib  should  be  laid  down  as  accurately  and  to  as  large 
scale  as  possible. 

In  important  cases  these  different  methods  should  be  used 
as  checks. 

A  very  common  system  of  bracing  for  arched  ribs,  although 
a  very  unsatisfactory  one,  is  that  shown  in  Fig.  5.     The  web 


Fig.  5. 

members,  bB^  cCy  dDy  etc.,  are  normal  to  the  centre  line  of 
the  rib,  and  are  designed  for  tension  only.  The  other  web 
members  are  for  compression  only. 

Let  the  ends  be  supposed  free,  and  take  A  OP  for  the  true 
equilibrium  polygon  for  a  given  load. 

For  any  given  loading  the  stresses  in  the  different  members 
are  indeterminate,  unless  about  half  of  the  compression  web 
members  are  neglected. 

With  the  assumed  position  of  the  equilibrium  polygon  AOP, 
for  instance,  it  is  seen  that  compression  will  increase  in  the 
upper  chord  from  b  to  d  (nearly);  from  that  point  to  g 
(nearly)  it  will  decrease.  The  compression  in  the  lower  chord 
will  increase  from  G  to  L  (nearly)  and  then  decrease  from 
that  point  to  N.  The  points  of  greatest  chord  stresses  of 
either  kind  are  those  at  which  the  polygon  and  centre  line  of 
rib  are  parallel. 

From  these  considerations  it  results  that  the  web  members 
bCf  cD,  Dfy  E/y  Fg,  Ghy  Hky  Kl^  IMy  and  mN  may  be  omitted ; 
they  must  be  omitted,  in  fact,  if  the  stresses  are  to  be  deter- 
minate. Having  made  these  omissions,  the  stresses  are  to 
be  found  by  the  methods  already  given,  as  those  methods 
are  perfectly  general. 
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Precisely  the  same  observations  apply  to  the  case  of  fixed 
ends,  or  to  that  in  which  the  normal  members  are  in  com- 
pression and  the  others  in  tension. 

It  is  by  no  means  certain  that  the  stresses  thus  found  will 
really  exist  in  the  rib,  but  the  assumption  is  the  best  that 
can  be  made.  This  system  of  bracing  is,  at  best,  very  un- 
satisfactory. 

The  free  ends  of  an  arched  rib  are  sometimes  arranged,  in 
regard  to  support,  as  shown  in  Fig.  5,  PI.  X.  There  are  two 
ties  or  sets  of  ties,  T'  and  T'\  instead  of  one,  7^.  A  and  B 
are  the  points  at  which  these  ties  take  hold  of  the  rib.  E  is 
the  intersection  of  AB  and  the  centre  line,  EFy  of  the  rib. 
T/te  span  to  be  used  in  finding  Tj^  for  either  external  loads  or 
thertnal  variation  is  the  horizontal  distance  between  E  and  the 
corresponding  point  at  the  other  end  of  the  rib.  T\  7i,  and 
T"  are  parallel  to  each  other,  and  ac  is  normal  to  the  three. 

Now  if  T'  and  T"  are  determinate,  there  may  be  written : 

7"  =-7;; 
ac 

ac 

In  such  a  .case  the  systems  of  triangulation  in  the  rib  may 
be  separated,  T  will  belong  to  one  and  T"  to  the  other. 
The  stresses  may  then  be  found  in  each  system  separately, 
and  the  results  combined  for  the  resultant  stresses  of  the  rib. 
If  the  web  members  may  be  counterbraced,  the  resultant 
stresses  are  thus  determinate.  It  is  not  certain,  however, 
that  the  tensions  T  and  T"  will  have  the  values  given  above. 

For  the  determination  of  the  stresses  in  the  rib,  however, 
it  is  not  necessary  to  resolve  7\  into  T'  and  T",  except  for 
the  panel  ABDC 

In  the  case  of  a  design,  if  the  dimensions  required  by  the 
calculations  of  this  Article  give  a  value  to  the  moment  of 
inertia  /  very  diflferent  from  that  assumed  in  the  determina- 
tion of  7i,  for  either  thermal  variations  or  external  load,  it 
will  be  necessary  tp  make  an  entirely  new  set  of  calculations 
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with  another  value  of  /.  This  must  be  done  until  the  agree- 
ment between  the  assumed  and  required  values  of  /  is  suf- 
ficiently close. 

Art  54.— Arched  Rib  Free  at  Snds  and  Jointed  at  the  Grown. 

Suppose  the  rib  to  be  represented  in  the  figure. 

Since  there  is  a  joint  at  A^  the  bending  moments  must  be 
zero  at  that  point ;  consequently  the  equilibrium  polygon  for 
any  load  must  pass  through  that  point.    This  fact  furnishes  a 


Fig.  6. 


very  simple  method  of  determining  7^.  Denote  by  'ZPx  the 
moment  of  all  the  external  forces  about  the  joint  A  ;  then, 
since  M  must  be  equal  to  zero, 


^Px-  Tj,{AC)  =  o. 


7;  = 


2Px 


AC 


In  this  rib  variations  of  temperature  produce  no  variations 
of  stress  in  BD,  except  that  due  to  the  slight  change  of  ACy 
as  shown  by  the  formula  above.  This,  however,  is  a  very 
small  quantity,  and  would  ordinarily  be  neglected.  If  neces- 
sary, it  would  be  allowed  for  by  taking  the  value  of  A  Cat  the 
lowest  temperature  to  which  the  rib  would  be  subjected. 

Other  arched  ribs  are  seldom  constructed,  but  they  are  to 
be  treated  by  the  same  general  methods,  precisely,  as  those 
used  in  the  preceding  cases. 
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Art.  55. — Onrve  of  Oable  for  Uniform  Load  per  Unit  of  Span — Stuipan- 
sion  Rods  Verticalr— Heighta  of  Towen^  Bqoal  or  Unequal— <}en* 
eraliaation. 


Fig.  X. 

In  the  figure,  let  EH'C  represent  the  cable  of  a  suspension 
bridge  carrying  a  load  extending  over  the  whole  span.  In 
the  ordinary  experience  of  an  engineer,  the  load  carried  by  a 
suspension  bridge  cable  is  nearly  uniform  in  intensity  in 
reference  to  a  horizontal  line;  so  nearly  uniform  per  foot  of 
span,  in  fact,  that  it  is  assumed  to  be  exactly  so,  and  such  an 
assumption  will  be  made  in  the  present  instance. 

The  use  of  the  stiffening  truss,  to  be  presently  noticed, 
makes  this  assumption  essentially  true. 

Let  {ED  +  BC)  =  /  =  span ;  BH'  =  K  ;  DH'  =  A, ; 
w  =  load  for  horizontal  foot,  and  let  x  be  measured  hori- 
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zontally  from  H\  the  lowest  point  of  the  cable.  The  height 
of  the  highest  tower  is,  of  course,  Aj,  and  that  of  the  other  h^. 

The  ordinate  of  any  point  P  is  x,  the  load  on  H  'AT  is,  con- 
sequently, fr=  wx.  Draw  PK  tangent  to  the  curve  at  P, 
then  by  the  first  principles  of  statics,  it  is  known  that  the 
direction  of  the  cable  tensions  at  Pand  H'  and  the  direction 
of  W  must  intersect  in  one  point  N.  Since,  however,  w  is 
uniform  along  jr,  the  resultant  direction  of  W  passes  through 
N,  half  way  between  H'  and  M.  Hence  FH'=H'K;  or, 
since  FK  is  the  subtangent,  the  abscissa^  FH\  of  the  curve  is 
eqtial  to  half  t/ie  subtangent y  consequently  the  curve  is  the  or- 
dinary parabola. 

Again,  it  is  known  that  the  horizontal  component  of  the 
tension  of  a  cable  will  be  a  constant  quantity  if  the  loading 
(as  in  the  present  case)  be  wholly  vertical ;  let  that  compo- 
nent be  denoted  by  H. 

Let  GNP  be  taken  for  the  triangle  (right  angled)  of  forces 
at  P,  in  which  NP  represents  the  cable  tension  at  P,  GN  the 
load,  W=  wx  and  CPthe  constant  horizontal  component  H. 

Then  let  AP  be  drawn  normal  to  the  curve  at  P\  the 
triangles  AFP  and  GNP^tVX  be  similar.  There  can  now  be 
at  once  written  the  relation : 

AF      FP        X         I 


GP      GN      wx      w  • 
but 

GP-H    :.    ^/^= —=  constant    •    .     (i). 

w  ^ 

Now  AF  is  the  subnormal  of  the  curve  of  the  cable,  and 
since  it  is  constant,  the  curve  is  the  ordinary  parabola. 

The  preceding  results  may  be  generalized  in  a  very  simple 
and  easy  manner. 

If  any  two  points,  as  P  and  Q,  be  considered  fixed,  and  if 
the  portion  PQ  of  the  cable  carry  the  same  intensity  of  load 
w  as  before,  there  will  at  once  result  the  general  case  of  a 
flexible  cable  carrying  a  load  whose  intensity,  along  a  straight 
line,  and  direction  are  uniform.     There  may  then  be  stated 
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the  general  principle  :  If  a  perfectly  flexible  cable  carry  a  load 
uniform  in  direction  and  intensity  in  reference  to  a  straight 
line,  the  cable  will  assume  the  form  of  an  ordinary  parabola 
w/iose  axis  will  be  parallel  to  the  direction  of  the  loading. 

This  principle  finds  its  application  in  the  case  of  a  suspen- 
sion bridge  with  inclined,  but  parallel,  suspension  rods. 


Art  66. — Parameter  of  Curve — Distance  of  Lowest  Point  of  Cable  from 
either  Extremity  of  Span — ^Inclination  of  Cable  at  any  Point. 

Attending  to  the  figure  and  notation  of  the  previous  Ar- 
ticle, the  equation  of  the  curve,  the  origin  oi  co-ordinates 
being  taken  at  -^',  is: 

^  =  2py\ 

in  which  2/  is  the  parameter. 

Let  BC  =  Xx  and  ED  =  x^  then  there  may  be  written  x^  = 
2/Ai,  x$  =  2ph^  and  2:1:1^:3  =  ^pVh^h^^ 

Hence 

(;ri+;r,)2=/2=2/(A/Ar+v^)^=2/(Ai  +  2VAr^  .  .  .  (i). 

If  the  towers  are  of  the  same  height,  then  Ai  =  Aj  =  A  and 

^  =  S (3). 

Now  Xi  is  the  horizontal  distance  from  the  lowest  point  of 
the  cable  to  that  end  of  the  span  at  which  hi  is  found,  u  e.^ 
BC  in  the  figure,  while  x^  is  the  other  segment  of  the  span, 
and  by  the  equations  immediately  preceding : 
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If  Ai=  Aa;  ;iri  =  jr,  =  -     .    .     •     .     (6). 

Referring  to  the  figure,  since  KH' ^  H'F^y^  if  i  is  the 
inclination  to  a  horizontal  line,  of  the  curve  at  any  point  P, 
then  X  tan  i=z  2y; 


hence,  tan  i  =  —  /.  sec  i  =  A/  i  +  ^- 


(7). 


At  the  summits  of  the  towers : 


tan  /'i  =  —^  and  tan  (%  =  — -    ....    (8). 

Xi  X2 

If  Aj  =  Afy  tan  ii  =  tan  ^  =  ^    .    .     .     (9). 


Art.  57.— Resultant  Temion  at  any  Point  of  the  Cable. 

In  the  first  Article  of  this  Chapter  there  was  recognized  the 
general  principle  that  if  the  loading  on  a  cable  is  uniform  in 
direction,  the  component  of  cable  tension  normal  to  that 
direction  will  be  constant  at  all  points  of  the  cable.  In  the 
present  case  the  resultant  tension  at  the  lowest  point  of  the 
cable  will  be  this  constant  component  H. 

From  Eq.  I,  Art.  55,  //^=  wAF.  But  AFis  the  subnormal 
of  the  curve,  and,  from  Analytical  Geometry,  it  is  known  to 
be  equal  to  one  half  of  the  parameter,  or  equal  top  (using  the 
same  notation  as  before). 

Hence,  after  taking  the  value  of  /  from  the  previous 
Article  : 

„_       _  wP wP_ .. 
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Let  R  denote  the  resultant  tension  at  any  point,  then  by  the 
triangle  of  forces  GNP^  in  the  figure : 

R^Hseci^HA/ \^^  .    .    .'  .    (2). 

Eq.  (2)  gives  the  tension  at  any  point.    At  the  summits  of 
the  towers  there  are  found : 


R,  =  H^i  +  ^ (3). 


If  Ai  =  A2,  consequently  jrj  =  ;r2  =  -,  then : 


H  —  -g^,  -/?!  =  i?a  =  ^A/  I  +  —ft- 


(5). 


Art.  68. — ^Length  of  Curve  between  Vertex  and  any  Point  whose  Ck>- 
ordinates  are  x  and  yt  or  at  which  the  Inclination  to  a  Horizontal 
lane  is  u 

The  usual  expression  for  the  length  of  a  part  of  one  branch 
of  a  parabola,  beginning  at  the  vertex,  as  determined  by  the 
integral  calculus,  may  easily  be  put  in  the  following  form, 
denoting  by  c  the  length  in  question : 

Or,  using  the  values  for  tan  i,  sec  i,  and  p,  determined  in 
the  preceding  Articles : 

€-=-  —  \tan  %  sec  i  +  hyp.  log.  {tan  i  +  sec  /)}     .    .     .     (2). 
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The  total  length  of  the  cable  will,  of  course,  be  found  by 
putting  Xi  and  h^  for  x  and  y  in  Eq.  (i),  or  /j  for  i  in  Eq.  (2) ; 
then  X2  and  /i%  for  x  and  y^  or  ^  for  /,  and  adding  the  results. 

Denoting  those  results  by  Ci  and  c^  the  total  length  will 
then  be : 

An  approximate  formula  sometimes  used  is  determined  as 
follows.  In  the  figure  of  the  first  Article  of  this  chapter  con- 
sider H'P  to  be  the  arc  of  a  circle,  and  let  x  and  y  be  taken 
as  heretofore ;  also  let  R  be  the  radius  of  the  circle.  The 
ordinary  expression  for  the  length  of  a  circular  arc,  in  the 
integral  calculus,  is : 


/dx p       dx 


(nearly), 


if  X  is  small  compared  with  R.  Again,  performing  the  divi- 
sion indicated  and  omitting  all  terms  in  the  quotient  after 
the  second,  there  will  result : 

If  j^  be  omitted  in  the  expression  ^  =  2Ry  —  y,  and  the 
resulting  value  of  R  be  inserted  in  Eq.  (3),  there  will  at 
once  be  found : 


(-#) 


(4). 


As  before,  to  find  the  total  length  of  the  curve,  x^  and  Ai, 
and  x%  and  h^  must  be  inserted  in  succession  in  Eq.  (4),  and 
the  results  added. 

If  the  heights  of  the  towers  are  equal  to  each  other  and  to 
A,  the  total  length  will  be 


8A»\ 


(-1^) "> 
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The  expressions  (4)  and  (5)  are  evidently  not  close  approxi- 
mations except  for  very  flat  curves,  in  which  case  the  nature 
of  the  curve  is  a  matter  of  indifference. 


Art  69. — ^Deflection  of  Cable  for  Change  in  Length,  the  Span  Remaining 

the  Same. 

The  approximate  formula  (4)  of  the  preceding  Article  is 
usually  used  in  determining  the  deflection. 
The  total  length  of  the  cable  is : 


2  (K      hi\ 

Differentiating : 

'("^'i>-\^Ay'  ■  ■ 

•  (I)- 

•••  ^='ff'*?>  — 

•  w 

\^1     V 


The  variation  in  the  length  of  the  cable,  whether  arising 
from  variation  in  temperature  or  any  other  cause,  is  to  be 
put  for  d{ci  +  C2)  in  Eqs.  (i)  and  (2),  then  dk  will  be  the  cor- 
responding deflection  of  the  lowest  point  of  the  cable. 

If  the  towers  are  of  the  same  height,  and,  consequently, 

^1  =  ^%>  Ai  =  A2,  ^1  =  :r2  =  - : 


2^1  =  y     J-.dA (3). 


^^=1^/"^^ (4). 


*  Since  Ai  —  ^2  =  constant,  dAi  =  dA^  r=  dA, 
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It  is  assumed  in  Eqs.  (i)  and  (2)  that  the  lowest  point  of 
the  cable  remains  at  the  same  horizontal  distance  from  the 
ends  of  the  span,  though  such  is  not  really  the  case. 

The  true  deflection  can  only  be  found  by  trial  by  the  use 
of  Eq.  (i)  of  the  previous  Article. 

Let  (^1  +  ^a)  be  the  known  length  of  the  cable  before  varia- 
tion in  its  length  takes  place  ;  then  let  h^,  A^y  Xi  and  or,  be  the 
original  heights  of  towers  and  segments  of  span,  also  known. 
Let  yi  and  y^  be  the  heights  of  towers  above  the  lowest  point 
of  the  cable  after  the  variation  in  its  length  has  taken  place; 
and  let  it  be  assumed,  as  before,  that  Xi  and  x^  remain  the 
same  whatever  the  deflection. 

Let  V  be  the  variation  in  length  of  the  cable. 

Then,  since  z;  =  —  (^i  +  c^  +  (^i  +  c^-)r  v)\ 

+  |/>+^)|-fe  +  '.)    •    ■    •    (5)- 

But  there  is  also  the  equation  of  condition : 

^1  —  ^,  =  Ai  —  ^2  =  constant    .     .     .     (6). 

The  value  of  yi  ox  y^  may  be  taken  from  Eq.  (6)  and  put  in 
Eq.  (s),  there  will  then  be  but  one  unknown  quantity  in  the 
right  member  of  that  equation,  and  its  value  must  be  found 
by  trial.  The  first  value  of  y^  or  y^  taken  may  be  Ai  or  At 
increased  or  decreased,  as  the  case  may  be,  by  dh  given  by 
Eq.  (2). 

The  deflection  sought  is,  of  course : 

If  the  new  heights,  yi  and  y%  are  given,  the  variation  of 
length,  z/,  will  be  at  once  given  by  Eq.  (5). 


Digitized  by  VjOOQIC 


SUSPENSION  CANTI-LEVERS.  287 

If  heights  of  towers  are  the  same,  Eq.  (6)  will  not  be 

needed ;  for  making  ;ri  =  ;r,  =  -,  ^1=  ^2  >  and^i= ^'j  =  A,  there 

z 

results : 

-2^1 (7). 

In  Eq.  (7)  h  is  then  to  be  found  by  trial,  as  before,  if  v  is 
given  ;  or  if  A  is  given,  v  at  once  results. 

The  deflection  of  the  middle  point  of  the  truss  will  be  : 

It  is  to  be  noticed  that  in  Eqs.  (5)  and  (7)  all  the  quantities, 
y\y  y%>  smd  A,  increase  in  the  same  direction  with  v.  This  ma- 
terially simplifies  the  approximation  by  trial. 

The  determination  of  v  in  Eq.  (5)  might  be  made  without 
assuming  Xx  and  x^  to  remain  constant,  for  there  are  two  other 
equations  of  condition : 

Xx   +  x{  =  /, 

and 

yi       y%  * 

These,  with  Eqs.  (5)  and  (6)  would  be  sufficient  in  order  to 
finc^the  four  unknown  quantities,  yi,  jVa,  ^1'  and  x^^ 

Such  a  degree  of  extreme  accuracy,  however,  is  unneces- 
sary. 


Art.  60.— Snspeiiflion  Oantl-LeTen. 

In  the  figure,  ABD  represents  a  suspension  canti-lever.  The 
cable  BC  goes  over  either  to  another  span  or  to  an  anchorage, 
while  A  is  the  end  of  the  canti-lever.  The  cable  AB  is  in 
precisely  the  same  condition  as  the  half  of  a  cable  belonging 
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to  a  span  equal  to   2AD\  consequently  its  tension  R  at  any 
point  and  its  inclination  at  the  same  point  are  to  be  found 

by  the  formulae  already 
given.  In  fact,  all  the 
circumstances  are  pre- 
cisely the  same  except 
this,  the  platform  is 
subjected  to  a  thrust, 
uniform  throughout  its 
whole  length,  and  equal 
to    the    constant    hori- 


FlG.    I. 


zontal  component,  //,  of  the  tension  R. 

Art  61. — Suspeiudbn  Bridge  with  Inclined  Suspention  Rods— Inclination 
of  Cable  to  a  Horizontal  line — Cable  Tension-^-Direct  Btreu  on  Plat- 
form— ^Length  of  Cable. 

In  this  case  the  suspension  rods,  or  suspenders,  are  all  sup- 
posed to  be  equally  inclined  to  a  vertical  or  horizontal  line, 
and,  consequently,  are  parallel  to  each  other ;  they  are  also 
supposed  to  take  hold  of  the  platform  or  stiffening  truss  at 
points  equidistant  from  each  other.  These  conditions  cause 
the  cable  to  be  subjected,  in  each  of  its  parts,  to  the  action 
of  parallel  loading  of  uniform  intensity  in  reference  to  the 
span.  As  was  shown  in  the  first  Article  of  this  Chapter,  the 
curve  of  the  cable  will  be  composed  of  common  parabolas 
having  axes  parallel  to  the  suspension  rods. 

In  the  figure,  A  is  the  lowest  point  of  the  cable,  while  BD 
and  FG  represent  suspension  rods  on  either  side  of  A.    The 


angle  a  is  the  common  inclination  of  all  suspenders  to  a  ver- 
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tical  line,  it  also  represents  the  inclination  of  the  axis  of 
either  of  the  parabolas  AC  ox  AE  to  the  same  line. 

The  vertex  of  the  parabola  -4 C*  is  on  the  left  of  A^  and  the 
vertex  o{  AE\^  on  the  right  of  the  same  point. 

Let  X  be  horizontal  in  direction  and  measured  from  Ay  and 
let  the  length  of  any  suspender,  as  BD  be  denoted  by j',  but 
let  CP  be  designated  by  y^.  Either  parabola,  as  A  C,  will  then 
be  referred  to  oblique  co-ordinates  in  the  usual  manner. 

If  OB  be  drawn  tangent  to  the  curve  at  By  AO  will  be 

equal  to  OD^  or  -.   If  i  represents  the  inclination  of  the  curve 

at  any  point,  as  B,  to  a  horizontal  line,  the  triangle  OBD  will 
give: 

BD  _  ^  _  sin  i sin  i 

OD  "  x^  cos  (a  -\-  i)  ""  cos  a  cos  i  —  sin  a  sin  V 

—=^cos  a 

,\    tani=^-' .   .  .  (i). 

I  +  — =^  stn  a 


In  the  usual  manner,  sec  i=  Vi  +  tatf  i,  or, 


JU  \  +  ^^sina^^ 

sec  i—y    ^ —    .    .    (2). 

I  +  — ^  stn  a 

X 


At  the  point  C,  if  CM  =  Ai,  ^P=  ;ri,  and  AM  =  a,  in  Eqs. 
(i)  and  (2),  A|  sec  a  is  to  be  put  for^,  and  {a  ^h^tan  a)  forx. 

Exactly  similar  equations  apply  to  the  other  portion  of 
the  span. 

For  the  point  A,  Eqs.  (i)  and  (2)  apparently  become  inde- 
terminate, but  only  apparently,  for  the  relation. 


y  __         kxseca 

1? '^  {a  -  hxtan  ay  ' 


(3). 


TO 


Digitized  by  VjOOQIC 


290  SUSPENSION^  BRIDGES. 

gives, 

2y_       2hx  sec  a 

X  "^  {a  —  hi  tan  of    ' 

and  when  ;r  =  o,  consequently,  -^  becomes  zero,  making  tan  i 

X 

equal  to  zero  also. 

If  OBD  be  taken  as  a  triangle  of  forces,  OB  will  be  the 
cable  tension  ^  at  ^  ;  while  OD  will  be  the  horizontal  com- 
ponent Hy  and  BD  will  represent  wx  sec  a.  w  is  the  total 
load  per  unit  of  span  on  AD. 

From  the  triangle  in  question, 

H       _  cos  {a  +  i)  _  X  .17—  ^^^seca 

wx  sec  a^       sin  i       "  2y*      "       ~  2y        ' 


rr^^  w{a  --  hx  tan  a  )* 
2h, 


(4)- 


As  was  to  be  expected,  Eq.  (4)  shows  //"  to  be  a  constant 
quantity,  but  it  is  not  a  rectangular  component  in  this  case. 

The  same  triangle  gives  for  the  resultant  tension  at  any 
point : 


R=  s/{wx  sec  af  -\-H^  -\-  2wx  H  tan  a.  .    .    (5). 

For  the  point  C,  x  becomes  {a  —  A^  tan  a). 
If  /  is  the  span,  these  equations  apply  to  the  other  portion 
of  it,  by  taking  A,  for  Ai,  and  (/  —  a)  for  a. 

If  the  towers  are  of  equal  heights,  Ai  becomes  equal  to  kf, 

and  a  =  /  —  a  =  -. 
2 

Let/  be  the  horizontal  distance  between  any  two  suspend- 
ers, then  the  tension,  /,  in  that  suspender  will  be : 

t'=^wp  seca (6). 

The  direct  stress  in  the  platform  is  caused  by  the  horizon- 
tal component  of  the  tension  in  the  suspension  rods.  This 
stress  may  exist  as  tension  in  the  platform,  in  which  case  it 


Digitized  by  VjOOQIC 


INCLINED  SUSPENSION  RODS.  29I 

will  exert  no  action  on  the  towers.  Remembering  that  all 
the  suspension  rods  must,  at  any  instant,  be  subjected  to  a 
uniform  stress,  it  is  evident  that  the  direct  tension  in  the  plat- 
form will  have  its  greatest  value  at  the  centre,  and  will  be 
equal  to 

nt  sin  a  =  nwp  tan  a ; 

in  which  n  is  the  number  of  suspension  rods  in  each  half  of 
the  span,  supposing  towers  to  be  of  equal  heights.  If  n'  be 
the  number  of  suspenders  between  the  end  of  the  span  and 
any  point,  the  tension  in  the  platform  at  that  point  will  be 

n*t  sin  a  =  n'wp  tan  a. 

If  the  towers  are  of  unequal  heights,  there  will  be  a  greater 
number  of  suspenders  on  one  side  of  the  lowest  point  of  the 
cable  than  on  the  other.  Let  ni  be  the  number  in  that  por- 
tion of  the  span  adjacent  to  the  highest  tower,  and  n%  the 
number  in  the  other  portion ;  n^  will  be  greater  than  n%.  In 
this  case,  then,  the  platform  at  the  foot  of  the  highest  tower 
will  sustain  a  thrust  given  by  the  expression 

(«i  —  n^  t  sin  a  =:  (fii  "  n^)  wp  tan  a. 

If  the  platform  is  to  sustain  a  direct  thrust  only,  at  the  feet 
of  the  two  towers  it  will  have  to  sustain  thrusts  give,n  by  the 
expressions 

«i/  sin  a  =  niwp  tan  a 
?t%t  sin  a  =  n^wp  tan  a. 

\lfi  represents  the  number  of  suspension  rods  between  the 
centre  and  any  point,  the  thrust  at  that  point  will  be 

fit  sin  a  =  riwp  tan  a. 

In  the  case  of  a  suspension  cantilever,  in  addition  to  the 
thrust  given  above  there  will  be  one  denoted  by  //,  uniform 
throughout  its  length.  Other  calculations  for  a  suspension 
cantilever  are  precisely  the  same  as  those  already  given. 
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The  length  of  the  cable  from  the  lowest  point  to  any  other 
point  at  which  the  inclination  to  a  horizontal  is  iy  is  readily 
found  by  means  of  the  formula  used  for  the  cable  with  verti- 
cal rods.  In  the  present  case  the  inclination  of  the  cable  at 
any  point  to  a  line  perpendicular  to  the  axis  of  the  parabola 
is  (/+«) ;  consequently  there  is  simply  to  be  found  the  length 
of  the  parabolic  arc  between  the  points  at  which  the  incli- 
nations to  the  axis  are  (90  —  (/+  oc)  )  and  (90  —  a). 

The  formula  mentioned  then  gives 


c  =  -{tan  (t  +  a)  sec  (r  +  a)  —  tan  a  sec  a  f 

hyp.  ^       t^n{i+a)+sec{i+ny 
tan  a -h  sec  a  > 


(7). 


It  is  known  from  analytical  geometry  that  p  takes  the  fol- 
lowing form  in  terms  of  the  oblique  co-ordinates  used  in  this 
case: 

__  ^r*  co^  a  _  (a  —  Ai  tan  aY  cof  a 

Eq.  (7)  is,  of  course,  to  be  applied  to  both  branches  of  the 
curve  to  obtain  the  total  length. 

From  what  was  said  in  the  demonstration  of  the  approxi- 
mate formula,  it  may  be  seen  that  it  can  be  applied  to  the 
present  case  by  changing  x  to  {x  •{-  y  sin  a)  and,  y  to  yeas  a. 
The  formula  then  becomes : 

2j^co^a  ,_^ 

c^x  ■\-ystna  •¥  —r-^, ^ — x     •     •      (8). 

Z{x  ■\-  ystn  a)  ^  ^ 


Art.  62.— SnspenilQii  Rodij  Lengths,  and  Stresiei. 

In  the  following  calculations  it  is  virtually  assumed  that  the 
cable  lies  in  a  vertical  plane,  and  that  the  suspension  rods  are 
vertical.  This,  however,  does  not  affect  the  generality  of  the 
results  obtained,  for  in  all  cases  the  suspension  rods  are  sup- 
posed parallel  to  each  other,  and  the  lengths  found  by  the 
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formulae  of  this  Article  are  to  b^  taken  as  the  vertical  pro- 
jections of  the  true  or  actual  lengths.  The  true  lengths  are 
therefore  to  be  found  by  multiplying  the  values  of  Aq,  Aj,  k^ 
etc.,  by  the  secant  of  the  common  inclination  to  a  vertical 
line,  of  the  suspension  rods. 

Since  a  flat  parabola  nearly  coincides  with  a  circle,  the 
camber  may  be  supposed  to  be  formed  by  a  parabolic  arc. 
Let  the  co-ordinate  x  be  measured  from  A  toward  B^  in  Fig. 
14,  PL  XI L,  and  y  perpendicular  to  it ;  also  let  AB  =  Xi  = 
half  span.  Then  since  the  curve  of  the  cable  is  supposed  to 
be  a  parabola  in  a  vertical  plane  : 

In  the  same  manner  for  the  camber : 

..."  x* 

Then  the  total  length  of  any  suspender  is: 

When  the  suspenders  are  separated  by  a  constant  distance, 
d,  simpler  formulae  may  be  found. 

Each  suspender  is  composed  of  the  sum  of  two  variable 
lengths  (y  and  y)  and  a  constant  length,  c.  Now  if  {yi  +  6) 
be  written  for  y^ : 

■♦1 

will  evidently  be  the  sum  of  the  two  variable  lengths  referred 
to.  Hence,  if  Aq,  Ai,  Aj,  As  *  *  *  An  represent  the  lengths 
of  the  suspenders  as  shown  in  the  figure : 

^1 
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*l 

Having  computed  the  lengths  of  the  suspenders  for  one 
half  the  span,  the  results  may  be  used  for  the  other  half  if  the 
piers  are  of  the  same  height ;  otherwise  the  lengths  must  be 
computed  separately. 

The  stress  in  any  suspension  rod  is  the  vertical  load  which 
it  carries,  multiplied  by  the  secant  of  its  inclination  to  a 
vertical  line. 

Art.  63< — ^Pressure  on  the  Tow«r — Stability  of  the  Irfitter— Anchorage. 

Let  P^  =  vertical  component  of  pressure  on  tower  head. 
"    /\  =  horizontal       "  "        "         "       " 

"    i?  =  resultant  "         "       « 

"     Zp  and  Tp,  Fig.  13,  PL  XII.,  =  tensions  of  the  cable  on 
different  sides  of  the  pier  head. 

a,  a\  and  6  represent  inclinations  to  the  vertical  as  shown. 

When  friction  on  the  saddle  is  considered : 

P^  =  TpCos  a  ^^  TpCOS  a'  \  Pi^=  Tp  sin  a  —  TpSin  a'  ; 

P. 


R^VP^VP^;    cos  6=^^^ 

When  friction  on  the  saddle  is  not  considered,  Tp^  Tp\ 
.'.  P^^  Tp  (cos  a  -f  cos  a') ;     P^r=z  Tp  {sin  a  —  sin  a')    .    ( i). 

P. 


R=VP.'  +  P^;  cose^^-^ 
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In  the  same  case  if  or  =  a' ; 

P^  =  2W,  /;  =  o,  R  =  2W,  e  =  o.  (^F=i  weight  of  load 
and  structure.) 

There  are  two  cases  in  which  the  resultant  pressure  on  the 
tower,  caused  by  the  tension  in  the  cables,  may  be  vertical  in 
direction.  Both,  however,  are  founded  on  the  single  condi- 
tion that  the  horizontal  components  of  the  cable  tension,  on 
each  side  of  the  tower  head  are  equal  to  each  other. 

This  condition  will  exist  if  a  =  a  in  Eq. (i),  making /\  =  o; 
or  if  the  saddle  be  supported  on  rollers  and  roller  friction  be 
omitted.  In  the  latter  case  /\  =  o  because  Tp  sin  a  = 
Tp  sin  a'f  and  not  because  a  necessarily  equals  a\ 

In  discussing  the  stability  of  position  of  masonry  towers, 
let  the  distance  of  the  centre  of  pressure  from  the  centre  of 
figure  of  the  section  of  the  pier  be  denoted  by  ^'.  If  this 
latter  does  not  exceed  ^  (the  limit  of  safety  for  ^'),  which 
may  be  ascertained  by  determining  the  line  of  resistance  for 
the  pier,  stability  of  position  will  be  secured. 

It  is  supposed,  of  course,  that  6  has  some  value  greater  than 
zero ;  otherwise  ^'=  o. 

The  stability  of  friction  for  masonry  towers  will  be  secured, 
at  any  joint,  if  the  obliquity  of  the  resultant  pressure  be  less 
than  the  angle  of  repose. 

Iron  and  timber  towers  are  to  be  treated,  each  as  a  whole, 
as  long  columns,  by  Gordon's  formula. 

If  the  anchorage  is  a  mass  of  masonry,  the  stabilities  of  po- 
sition and  friction  are  to  be  considered. 

Let  W=:  weight  of  mass  and  g'  the  normal  distance  from  a 
vertical  line  through  its  centre  of  gravity  to  the  centre  of  fig- 
ure of  its  base.  Let  Tp  equal  the  tension  in  anchor  chains 
and  p  the  normal  distance  from  the  centre  of  pressure  to  its 
line  of  direction ;  and  g  the  distance  from  the  centre  of  press- 
ure of  the  base  of  the  foundation  to  its  centre  of  figure. 

Then,  in  order  that  stability  of  position  may  be  secured : 

TpPZ^lV{g-^q') 
Stability  of  friction  is  secured  if  the  greatest  obliquity  of 
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the  resultant  pressure  on  any  section  (including  the  base)  is 
less  than  the  angle  of  repose  for  the  surfaces  in  contact. 

If  it  were  not  for  friction  between  the  anchor  chain  and  its 
supports,  on  the  circular  part  of  the  chain  (see  Fig.  15,  PL 
XII.),  the  tension  would  be  the  same  throughout  its  whole 
length ;  but  on  account  of  friction,  the  tension  diminishes  on 
the  circular  part,  from  link  to  link  downward,  according  to  the 
law  of  friction  between  cords  and  cylinders,  and  is,  therefore, 
the  least  at  the  bottom. 

The  diminution  of  tension  of  the  anchor  chain  is  computed 
by  this  formula : 

in  which  Tp  =  tension  of  anchor  chain  before  friction  takes 
effect ;  7^'=  tension  of  any  point  below  the  first  point  of  sup- 
port ;  E  =  base  of  Napierian  system  of  logarithms  ;  f=  coef- 
ficient of  friction ;  6  =  length  of  arc  considered.  The  anchor- 
age can  be  ruptured  only  by  the  breaking  of  chain,  or  bolt,  or 
plate,  or  pulling  out  the  whole  masonry.  The  probability  of 
the  latter  can  be  determined  by  comparing  the  tension  of  the 
chain,  at  the  upper  surface  of  the  masonry,  with  the  weight 
of  the  whole  masonry. 

Art  64.* — ^Theory  of  the  Sttflfoning  TnuM — ^Bndi  Anchored — OontinQoin 
Zioad— Single  Weight 

It  has  been  seen  that  when  a  suspension  bridge  cable 
carries  a  load  covering  the  entire  span,  of  uniform  intensity 


Fig. 


per  horizontal  unit,  its  centre  line  forms  a  parabolic  curve. 
When,  however,  such  a  cable  carries  an  isolated  weight,  or  a 
partially  uniform  load,  it  is  evident  that  the  centre  line  of  the 

*  This  and  the  following  two  Arts,  form  the  substance  of  a  paper  presented 
to  the  Pi  £U  Scientific  Society,  in  June,  1879. 
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cable  will  assume  a  form  different  from  that  of  the  preceding 
parabola,  unless  such  a  change  is  prevented  by  some  special 
device.     Such  a  special  device  is  the  stiffening  truss. 

The  objections  to  a  change  of  form  in  the  cable  of  a  sus- 
pension bridge  are  of  two  kinds.  Not  only  would  destructive 
undulations  result,  but,  also,  the  determination  of  stresses 
would  become  exceedingly  complicated  and  uncertain. 

Two  cases  may  arise :  the  stiffening  truss  may  be  securely 
anchored  at  its  ends ;  or  its  ends  may  simply  rest  upon  sup- 
ports and  be  free  to  rise,  in  which  case  there  can  be  no  nega- 
tive or  downward  reaction. 

The  former  case  will  be  considered  first. 

It  is  desired  to  have  the  cable  retain,  for  all  positions  of  the 
moving  load,  the  same  parabolic  form.  Now,  it  has  already 
been  seen  that  such  a  result  can  be  attained  only  by  assuming 
a  uniform  pull  on  the  suspension  vods  from  end  to  end  of  the 
span.  Let  T  be  the  general  expression  for  this  uniform  pull 
for  any  suspension  rod,  and  let  /  be  its  intensity  per  unit  of 
span,  so  that  if/  be  the  panel  length  of  the  stiffening  truss, 
T = pt.  Let  w  be  the  weight  per  unit  of  span  of  the  fixed  load 
sustained  by  the  cables.  This  will,  of  course,  be  composed  of 
the  weights  of  the  truss,  suspension  rods  and  cable  or  cables. 
Let  w'  be  the  moving  load  per  unit  of  span ;  /  the  span  ;  R 
the  reaction  at  B ;  R  the  reaction  at  Ay  and  let  the  moving 
load  pass  on  the  bridge  from  B. 

Also  let  Xi  be  the  distance  from  B  to  the  head  of  the  mov- 
ing load ;  the  latter  being  supposed  continuous  from  B. 

Since  all  the  forces  acting  on  the  stiffening  truss  are  vertical 
in  direction,  there  are  only  two  general  conditional  equations 
of  equilibrium,  and  those  simply  indicate  that  the  sum  of  all 
the  external  vertical  forces,  as  well  as  the  sum  of  the  moments 
of  the  same,  about  any  point,  must  be  zero. 

Those  two  equations  are  the  following : 

wl  +  wx^  —tl--  R  -R'  =  0.     .    .     .     (i). 

(a;  +  w')^  -  /-^  -  ^^1  +  (/  -  w)  itl^  + 
22  2 

R{l^x^)^o.    .     .    (2). 
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Eq.  (2)  can  be  at  once  written  by  taking  moments  about 
the  point  Xi  at  the  head  of  the  moving  load. 

Eqs.  (i)  and  (2)  are  the  only  equations  of  condition  neces- 
sary for  equilibrium,  but  they  hold  three  unknown  quantities, 
i.  e,,  /,  R,  and  R' ;  hence,  any  one  of  those  three  quantities 
may  be  assumed  at  pleasure,  and  the  other  two  determined 
from  Eqs.  (i)  and  (2).  This  indetermination  simply  means 
that  unless  another  condition  be  imposed,  it  cannot  be  ascer- 
tained how  much  the  truss  will  carry  as  a  simple  truss,  and 
how  much  in  connection  with  the  cable. 

This  other  condition  is  virtually  the  following :  tie  stiffening 
truss  must  act  wholly  in  connection  with  the  cable,  and  carry  no 
load  whatever  as  an  ordinary  truss. 

The  direct  consequence  from  this  condition  of  the  problem 
is,  that  the  sum  of  all  the  uniform  upward  forces,  2"  =  //, 
must  be  equal  in  amount  1^  the  sum  of  all  the  loads  of  the 
kinds  w  and  w'.  But  the  line  of  action  of  the  resultant  of  the 
latter  is  not,  for  a  partial  moving  load,  the  line  of  action  of 
the  resultant  of  the  former :  consequently,  the  truss  will  be 
subjected  to  the  action  of  a  couple.  In  order  that  equilib- 
rium may  be  assured,  therefore,  another  couple  of  equal  mo- 
ment, but  opposite  sign,  must  be  applied  to  the  truss;  the 
forces  of  this  couple  must  act  at  the  extremities  >4  and  B,  and 
they  are  nothing  more  than  the  reactions  R  and  R.  From 
this  there  at  once  results : 

R=  -y?'. 

This  condition,  in  Eq.  (i),  gives : 

t-w^  w'^- (3). 

Eq.  (2)  gives ; 


-^  =  -^=^•0-7)-  •  •  •  (4). 


Eq.  (4)  shows  that  both  reactions,  R  and  7?',  are  zero  for 
Xi  =  /,  or  for  w'  =  o. 
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It  is  also  seen  that  R  and  R  are  always  numerically  equaly 
but  have  opposite  directions^  hence  R  is  a  downward  reactiony 
and  its  mcLxitnum  value  will  indicate  the  amount  of  anchorage 
required  at  each  end  of  tfu  truss. 

Using  Eq.  (4) : 

dR  __  w'      w'xi      w^Xi  _  ,        _  / 

'dxl'~''2  2/  2/"""     *  ""      ^"2* 

Putting  ;ri  =  -  in  Eq.  (4) : 

^=T^ »• 

Eq.  (5)  shows  the  maximum  value  of  (—  R')  and  gives  the 
amount  of  anchorage  required  at  either  end  of  the  truss ;  it 
also  shows  the  greatest  shear  to  be  provided  for  at  either  end 
of  the  truss. 

The  general  value  for  the  shear  at  any  section  of  the  por- 
tion of  the  truss  covered  by  the  moving  load  is : 

5  =  y?  4-  /;r  —  wx  —  w^x    ....     (6). 

Or, 

^      w'xi       w'x^  fxx  \     ,  ,  . 

•^=-^--^  +  ^Vf-V«'  •  •  (7)- 

This  value  of  S  shows  it  to  be  positive  near  the  end  of  the 
bridge ;  it  then  decreases  as  x  increases,  passes  through  the 
value  zero,  and  then  increases  as  a  negative  quantity.  As  a 
negative  quantity  it  attains  its  maximum  value  for  x  =Xi\  it 
then  becomes : 


S.=  -^{^-f)=R'    .    .     .     (8). 


Hence  the  two  reactions  at  the  ends  of  the  truss  and  the  shear 
at  the  head  of  the  moving  load  are  always  numerically  equal. 
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Eq.  (8),  consequently,  takes  its  maximum  value  for  ;ri  =  — ,  and 

that  value  is  given  in  Eq.  (5)  ;  this  last  equation,  therefore, 
gives  the  maximum  shear  which  is  to  be  provided  for  at  the 
head  of  the  moving  load. 

Now  since  this  maximum  shear  is  to  be  provided  for  at 
both  ends  and  at  the  middle  of  the  truss,  it  would  probably 
be  advisable  in  all  ordinary  cases  to  design  all  the  Web 
members  of  the  truss  to  be  of  uniform  size,  and  capable  of 
carrying  this  maximum  shear,  although  there  would  then  be 
a  little  waste  of  material  in  the  vicinity  of  the  quarter  points 
of  the  span  on  each  side  of  the  centre. 

This  supposes,  of  course,  that  the  chords  of  the  stiffening 
truss  are  parallel  and  horizontal.  If  the  chords  are  not 
parallel  the  amount  of  shear  carried  by  the  web  members 
will  depend  on  the  inclination  of  one  or  both  the  chords. 

For  all  values  of  x  and  x^y  for  the  portion  of  the  span  cov- 
ered by  the  moving  load,  the  total  shear  will  be  given  by 
Eq.  (7). 

For  the  >  portion  of  the  span  not  covered  by  the  moving 
load  the  general  value  for  the  shear  is  {measuring  x  from  A) : 

S^^K  ^rwx^tx^-^--^ f-     .    .    (9). 


This  expression  attains  its  greatest  values  for  ;r  =  o  and 
;r  =  /  —  jrj.  In  the  first  case  the  shear  becomes  —  R\  and 
in  the  second  ^.     These  results  show  nothing  new. 

Since  the  maximum  shear  in  a  simple  truss,  of  the  span  / 
and  uniform  loading  of  intensity  {w  +  w'),  is  ^(w  +  «/')/,  it  is 
seen  that  the  maximum  shear  in  the  stiffening  truss  of  same 
span  is  only  one-fourth  of  that  due  to  the  moving  load  alone 
in  the  case  of  the  simple  truss. 

The  general  value  of  the  bending  moment  to  which  the 
truss  is  subjected,  for  the  portion  covered  by  the  moving 
load,  is : 

M^Rx  —  iw -^-w' —  t)—     .    .    .    (10). 
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Eq.  (10)  shows  that  il  x  —  xi,  the  bending  moment  is  equal 
to  zero.  Hence,  at  the  head  of  the  moving  toady  for  all  its 
positions^  there  is  a  section  of  contraflexure  or  no  bending,  and 
consequently  the  loaded  and  unloaded  portions  of  the  stiffening 
truss  are  each  in  the  condition  of  a  simple  beam  supported  only 
at  each  end,  and  loaded  uniformly  throughout  its  length. 

If  the  values  of  R  and  /  from  Eqs.  (3)  and  (4)  be  inserted 

in  Eq.  (10),  and  if  --j—  be  put  equal  to  zero,  it  will  be  found 

that  the  bending  moment  has  its  maximum  value  for  or  =  — ; 
as  might  have  been  anticipated. 
Putting  ;r  =  ~  in  Eq.  (10)  : 


M=^ 


(i-y)     •    .    .    .     (")• 


By  differentiating  in  respect  to  x^  it  will  be  found  that  M 
has  its  maximum  value  for  x^  =  \L  Denoting  this  value  of 
M  by  Mx,  there  results : 

^l  =  "5^ (12). 

Eq.  (12)  shows  the  maximum  bending  moment  to  which 
any  loaded  portion  of  the  truss  can  be  subjected. 

If  a  simple  truss  supported  at  each  end  be  subjected  to  the 
action  of  a  uniform  load,  of  the  intensity  {w  +  w'),  through- 
out its  entire  length,  the  greatest  bending  moment  will  be : 

.-.    Mo'  =  ^Mo'>\Mo'    .    .     .    (13).* 
From  what  has  already  been  shown  it  is  evident  that  the 

*  The  subscript  o  indicates  that  w  =  o  in  A/". 
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greatest  bending  moment  for  the  portion  of  the  truss  not 

covered  by  the  moving  load  will  occur  at  the  distance  i ^  j 

from  the  reaction  R\     The  general  value,  therefore,  for  the 
greatest  moment  for  that  portion  will  be : 

J/=i;e'(/-.;rO  +  (/-«;)^^^    .    .    (14). 

Putting  the  diflferential  coefficient  of  M  in  respect  to  x^ 
(after  inserting  the  values  of  R'  and  /)  equal  to  zero,  there 
results : 


.-.    ^i  =  |/±-r  =  /ori/     .     .     .     .     (15). 

The  latter  value  (^/)  gives  a  maximum,  and  inserted  in 
Eq.(i4): 

J//  =  -  —  =  -  ^1  =  -  \M^  (nearly)  .  .  (16). 
54 

Eqs.  (12)  and  (16)  show  that  the  greatest  bending  moments, 
to  which  the  stiffening  truss  is  subjected^  are  equal,  but  of  oppo- 
site kinds ;  and  it  is  seen  that  they  occur  when  one-third  or 
two^thirds  of  the  span  are  covered  by  the  moving  load.  The 
chords,  therefore,  of  the  stiffening  truss  must  be  designed  to 
resist  both  tension  and  compression. 

Eqs.  (10)  and  (14)  are  general  expressions  for  all  the  bend- 
ing moments  to  which  any  portion  of  the  truss  can  possibly 
be  subjected,  but  in  all  ordinary  cases  it  would  probably  be 
best  to  make  the  chords  uniform  in  section  (supposing  the 
depth  of  the  truss  to  be  constant)  from  end  to  end,  and 
capable  of  resisting  the  moments  given  by  Eqs.  (12)  and  (16). 

Eq.  (13)  shows  that  the  greatest  bending  moment  to  which 
a  stiffening  truss  can  be  subjected  is  only  \  of  that  found  in 
a  simple  truss  supported  at  each  end  and  loaded  with  a  uni- 
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form  load  equal  in  intensity  to  that  of  the  moving  load  on 
the  stiffening  truss. 

It  may  be  interesting  to  notice  that  the  resultant  load  on 
the  portion  Xx  of  the  truss  is  downwardy  since  [w  +  w')  > 

(  /  =  w  4-  — T-^)  :   but   that  that   on   the   portion  (/—  x^^  is 

upward^  since  w  <t. 

If  the  bridge  is  traversed  by  a  single  concentrated  load  or 
weight,  W,  the  general  method  of  procedure  is  precisely  the 
same  as  before.  Let  the  weight  W  pass  on  the  bridge  from 
the  end  B,  in  the  figure,  and  let  x^  denote  its  distance  from 
that  point ;  also  measure  x  from  the  same  point. 

The  general  equations  of  condition  are : 

R  +  R  -\^tl^wl^W=^o    .     .     .     (17). 
-if  (/-;rO +  («/-/)  ^^-^^^ -(«/-/)  ^ +i?;ri  ^ 

Eq.  (r8)  is  written  at  once  by  taking  moments  about  the 
point  of  application  of  W. 

By  precisely  the  same  method  as  before,  there  may  be  found 
the  result,  R=  —  R\ 

In  Eqs.  (17)  and  (18)  let  there  be  put  R—  —  R\  then  there 
results : 

W 
t^w^  -^ (19). 


:=-^'=  w^(i-^)    .   .    .    (20). 


When  ^Tj  =  - ,  i?  =  o  and  i?'  =  o 

i 

Eq.  (20)  shows  that  the  reaction  nearest  the  weight  W  will 
always  be  positive ^  or  upward;  and  that  the  other  will  be  nega- 
tivey  or  downward. 
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The  maximum  value  of  R  or  R'  is  found  (by  making  jrj  =  o 

W 
in  Eq.  (20) )  to  be  — ,  and  that  is  the  amount  of  anchorage 

required  for  the  weight  IV,  alone,  at  each  end  of  the  truss. 

The  point  of  application  of  the  weight  W  divides  the  span 
into  two  segments. 

The  general  value  of  the  shear  for  the  shorter  segment  is : 

S^tx^wx  +  R=z^x+  fF^i-^)  .  .  (21), 

This  has  its  greatest  value  for  x  =  Xi\  it  then  becomes : 

W 
5'  =  —  . 
2 

Hence  S'  is  the  uniform  maximum  upward  shear  that  must 
be  provided  for,  throughout  the  whole  length  of  the  truss. 

The  general  value  of  the  shear  in  the  longer  segment  of 
the  span  is : 

5= /?'-«/(/- or) +/(/-;r)=fr(i  +  y  -  7)    •   •   (22). 

This  expression  attains  a  positive  maximum  for  x  =  r^, 
that  being  the  least  positive  value  of  x  admissible ;  the  re- 
sulting value  of  5  is  ^  W,  which  shows  nothing  new. 

The  negative  maximum  for  ;r  =  /  is  simply  the  reaction  R'. 
Putting  5  =  o  in  Eq.  (22)  there  results : 

/ 

^  =  ;r,  +  -. 

Hence  for  all  points  of  the  span  between  ~  +  -^i  and  /  there 

will  be  negative  or  downward  shear.  The  maximum  negative 
shear,  however,  to  be  provided  for,  is  sliown  by  Eq.  (22)  to 
exist  in  one-half  of  the  truss  when  W  rests  on  the  opposite  end; 

or,  when  in  that  equation  ;tri  =  o  and  ^  >  - .    The  negative 
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or  downward  shear  to  be  provided  for  has,  then,  for  its  gen- 
eral expression : 


•^•=-^(7-*)  •  •  •  •  (23). 


Eq.  (23)  is  to  be  applied  to  each  half  of  the  truss,  and  it  is 
also  seen  that  the  web  members  which  take  up  Si  should 
increase,  in  ultimate  resistance,  uniformly  from  the  centre  to 
the  ends  of  the  truss ;  supposing  the  chords  to  be  parallel 
and  horizontal. 

In  many  cases,  however,  it  may  be  best  to  design  them  of 
uniform  dimensions  belonging  to  those  at  the  ends. 

The  bending  moment  for  any  point  of  the  smaller  segment 
of  the  truss  is  : 

J/=ie;r+(/-ze;)^=»'(^-9)^+^     .    .    .    (24). 

Since  both  terms  of  this  moment  are  positive,  it  will  attain 
its  greatest  value  for  x  -=  Xx\  it  then  becomes  : 


-^1  =  ^(^1-7-)     ....     (25). 


Eq.  (25)  gives  the  general  value  of  the  greatest  positive 
bending  moment  to  which  any  point  of  the  truss  will  be  sub- 
jected, far  which  case  x^  must  never  be  made  greater  than  \  L 

The  bending  moment  Mx  will  evidently  cause  compression 
in  the  upper  chord,  and  tension  in  the  lower. 

For  the  longer  segment  of  the  truss  the  general  value  of  the 
bending  moment  is : 


2         ' 


Or, 


M=-w(},-^f)(l-x)  +  ^^^   .    (26). 
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There  is  evidently  a  point  of  contra-flexure  for  the  longer 
segment  of  the  truss,  for  if  the  second  member  of  Eq.  (26)  be 
put  equal  to  zero,  there  results  x  =  ix^.  Hence  all  the  por- 
tion I  —  2x^,  of  the  truss  J  will  be  subjected  to  a  negative  bending 
moment  causing  tension  in  the  upper  chord  and  compression  in 
the  lower. 

In  Eq.  (26),  putting  -jjj— — r  =  o,  there  results : 

^  =  ^1+2 (27). 

This  value  of  x,  in  Eq.  (26)  gives : 

Wl       Wx.       Wx? 

Eq,  (28)  gives  the  general  value  for  the  maximum  negative 
bending  moment  at  any  point  in  the  entire  truss ^  for  any  position 
of  the  weight  W.    In  Eq.  (28),  it  is  to  be  remembered,  Xi  must 

always  be  less  than  — ;  also,  that  the  point  at  which  Af'  exists 

will  be  given  by  the  value  of  x  in  Eq.  (27). 

The  formulae  for  a  continuous  load,  taken  in  connection 
with  those  for  a  single  weight,  will  give  all  the  circumstances 
of  bending  or  shearing  which  can  exist  with  any  condition  or 
position  of  loading. 

When  the  "  shear "  has  been  determined  for  any  section, 
the  stress  in  the  web  member  which  is  to  carry  it  (if  the 
chords  are  parallel  and  horizontal)  will  be  found  at  once  by 
multiplying  that  "  shear  "  by  the  secant  of  inclination  of  the 
web  member  to  a  vertical  line.  If  there  are  two  or  more 
systems  of  triangulation  in  the  truss,  then  each  system  is  to 
be  treated  as  a  single  truss  in  the  usual  manner. 

If  desirable,  after  the  reactions  R  and  R'  and  the  upward 
load  T=pt  are  known,  the  stresses  in  the  individual  members 
of  the  stiffening  truss  can  be  traced  as  in  the  case  of  an  ordi- 
nary truss  supported  at  each  end. 
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Art  66«— Theory  of  the  Stiffening  TnuM— Ends  Free— Oontinnons  Load 

—Single  Weight. 

In  this  Article  the  notation  of  the  previous  one  will  be  con- 
tinued, and  the  same  figure  will  be  referred  to. 

The  case  of  a  continuous  load  will  first  be  treated,  and,  as 
before,  it  will  be  supposed  to  pass  on  the  bridge  from  B. 

Since  the  ends  are  not  anchored,  in  this  case  there  can  be 
no  negative  or  downward  reaction,  consequently  R'  will  be 
zero. 

As  before,  putting  the  sum  of  all  the  vertical  forces  acting 
on  the  truss  equal  to  zero,  and  taking  moments  about  the 
head  of  the  moving  load,  there  result  the  two  general  Equa- 
tions of  condition : 

w/+«/;ri  — //— if  =  o (i). 

(a;  +  «/^  -  /)^  -(w  -  /)  ^^""  •^^)'  ^Rx^  =  o  .  .   (2). 

Since  there  are  now  but  two  unknown  quantities,  R  and  /, 
the  problem  is  perfectly  determinate.     Eqs.  (i)  and  (2)  give : 

i?  =  zt-'^,(i-^) (3) 

t=.w^—^ (4) 

The  general  value  for  the  shear  at  any  section  of  the  truss, 
for  the  portion  covered  by  the  moving  load,  is 

5  =  ie  +  (/-zf;-«/');r  =  «''(^i-^)-«''y-(l-5)   •   (S). 

Evidently  5"  has  its  maximum  positive  value  for  ;i:  =  o ;  its. 
greatest  negative  value  for  x  =  Xi,  and  the  value  zero  for  x  = 

l-^x^ 
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In  order  to  find  the  head  of  the  moving  load  for  that  po- 
sition  which  makes  R  a  maximum,  let  -j—  be  put  equal  to 
zero. 

There  is  then  found  Xi  =  — .  Hence  iAe  moving  load  cover- 
ing half  the  span  gives  the  maximum  reaction  R, 

Placing  ^1  =  -  in  Eq.  (3),  the  greatest  value  of  R  becomes 
2 

iPj  =  «;'  /  -5-  4. 

In  order  to  determine  the  greatest  web  stresses  it  is  neces- 
sary to  find  the  greatest  shear  at  any  point  whose  abscissa  is 
X.  This  maximum  shear  at  once  results  by  placing  the  first 
derivative  of  S  in  respect  to  x^,  from  Eq.  (5),  equal  to  zero. 
That  operation  gives : 

2x^  (        x\  /« 

By  the  introduction  of  this  value  of  x^  in  Eq.  (5),  the  great- 
est shear  for  any  section  located  by  x  becomes : 

max.  5  =  «/'  ]  — n x  —  x\  - 

It  is  clear  that  this  value  is  a  maximum  for  the  reason  that 

-j—^  is  a  negative  quantity  in  which  x^  does  not  appear. 
dX\ 

It  is  further  evident  that  max.  5  is  a  positive,  or  upward 

shear,  from  the  fact  which  was  observed  at  the   bottom  of 

the  preceding  page,  that  the  greatest  negative  shear  occurs 

at  the  head  of  the  moving  load.     By  making  ;i:  =  ;ri  in  Eq. 

(5)  that  greatest  negative  shear  becomes  : 


5.=  -^'/(,-S.) 


It  will  be  necessary  to  apply  wojr.  S  and  5i  to  a  half  of  the 
span,  regarding  the  shear  for  a  positive  direction  on  one  side  of 
the  centre  as  negative  for  the  other.  These  two  values  of  the 
shear  will  enable  all  the  great  est  web  stresses  to  be  determined. 

Since  R  =  o,  the  whole  truss  will  be  subjected  to  bending 
moments  of  the  same  sign ;  such  bending  moments,  in  fact,  as 
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will  put  the  upper  chord  in  compression  and  the  lower  one  in 
tension. 

The  general  value  of  the  bending  moment  for  that  portion 
of  the  truss  covered  by  the  moving  load  is, 

M=  Rx'-iw^'w'-t)—, 

•••    M^wx^x j _  +  __-.     .    (6). 

Ix 
Since  the  shear  5  is  zero  for  x  =  -, — - — ,  that  value  of  x  in 

I  +  Xi 

Eq.  (6)  will  give  the  maximum  value  of  M,    This  latter  is  : 


Putting  -J — =  o,  there  is  found, 

jTi  =  -(-  I  ±  Vs)  =  +  0.618/. 


The  absolute  maximum  bending  moment  exists,  therefore, 
when  the  moving  load  covers  0.618  of  the  span.  That  mo- 
ment has  for  its  value : 

o.045itt/7Vnearly) (8). 

Ix 
If  x^  =  0.618/  be  put  in  the  expression  x  =  - — ^—,  there  will 

I  •\'  X\ 

result  X  =  0.382/,  nearly. 

Eq.  (6)  gives  the  general  value  of  the  bending  moment  for 
any  position  of  the  load,  but  it  would  probably  be  the  most 
convenient  to  make  the  moving  load  cover  0.618/,  and  design 
the  chords  for  the  distance  0.382/  from  each  end  to  resist  the 
bending  due  to  that  position  of  the  load,  and  then  design  all 
of  the  middle  2  (0.5  —  0.382)/ =  0.236/  to  resist  the  moment 
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given  by  the  expression  (8).    By  this  arrangement  there  would 
be  a  little  surplus  of  material  at  the  middle  of  the  truss. 

If  a  single  weight  rests  upon  the  bridge,  the  two  general 
equations  of  equilibrium,  obtained  in  precisely  the  same  man- 
ner as  heretofore,  are : 

w/+  W-tl-R^o (9). 

{w-t)^-{w^t)^^—^--Rx,  =  o  .  .  (10). 
These  equations  then  give : 

/  =  a,  +  _^«. (n). 


R^w{x-^ (12). 


/  w 

If  jTi  =  - ,  /  =  w  +  -—,  and  ^  =  o. 

The  general  values  of  the  shear  5,  and  moment  M^  are  the 
following : 

...    S  =  fF(i-^)+^J^.         .    (13). 
M=Rx-if{t-w)  — 


M 


=  jr(i-i£L),  +  i^    .  .  (H). 


Eqs.  (13)  and  (14)  show,  since  x^  must  not  be  taken  less 
than  ;r,  that  if  the  maximum  shear  and  bending  moment  are 
desired  for  any  section,  the  weight,  Wj  must  be  placed  at  that 
section,  and  x  be  made  Xi  in  those  equations. 
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That  section  at  which  the  bending  mortient  will  attain  its 
absolute  maximum  value  is  found  by  putting  ;r  =  ;r,  in  Eq. 
(14),  then  taking  the  first  diflferential  coefficient  of  J/ in  re- 
spect to  x^  equating  to  zero  and  solving.    There  results : 

This  value  in  Eq.  (i4)»  when  x  =  x^,  gives: 

The  equations  for  the  continuous  and  single  moving  loads, 
used  in  combination,  will  give  moments  and  shears  for  any- 
character  and  position  of  loading  whatever. 

The  general  observations  in  regard  to  finding  web  and 
chord  stresses,  at  the  close  of  the  last  Article,  apply  equally 
well  to  this  case. 

As  was  to  be  anticipated,  R  and  R  in  the  two  preceding  Ar- 
ticles, are  independent  of  the  fixed  load  w. 


Art  6<5«— Approximate  Oharaoter  of  the  Preceding  Investigations— De- 
flection of  the  Truss. 

In  the  two  preceding  Articles  it  has  been  virtually  assumed 
that  the  deflection  of  the  cable,  due  to  its  lengthening  under 
stress,  is  just  sufficient  to  allow  the  truss  to  take  the  deflec- 
tion due  to  the  loads  T=ptj  w\  and  Wm  the  different  cases. 

Such,  however,  is  not  really  the  case. 

In  all  ordinary  cases,  the  cable  does  not  deflect  to  that  ex- 
tent. The  result  is,  as  is  evident,  that  the  truss  is  not  sub- 
jected to  the  amount  of  bending  assumed.  The  error, 
however,  is  only  a  small  one,  and  on  the  safe  side,  as  should 
be  the  case. 

It  has  been  found  by  experiment  that  if  the  ends  of  the 
truss  are  anchored,  the  stiffening  truss  will  be  subjected  to  a 
maximum  moment  equal  to  that  existing  in  an  ordinary  truss 
supported  at  each  end,  of  about  one-eighth  the  span,  and 
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carrying  load  over  its  entire  length  of  the  same  amount  as 
that  of  the  moving  load  on  the  suspension  bridge. 

This  same  case,  treated  analytically,  as  was  seen,  gave  about 
\  instead  of  \. 

Approximate  values  of  the  deflection  of  the  stiffening 
truss  can  be  found  by  the  ordinary  formulae  used  for  solid 
beams  in  the  subject  of  resistance  of  materials,  in  the  differ- 
ent cases,  where  /,  i?,  R'y  and  the  moving  load  are  known. 
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Art  67. — Olaflses  of  Bridges — ^Fomu  of  Oompreulon  Memben— Chords 
Oontinaonfl  or  Non-oontinaoos. 

Regarding  the  systems  of  construction,  truss-bridge  struct- 
ures are  divided  into  two  classes  at  the  present  time,  /.  ^., 
bridges  with  "  pin  connections "  and  bridges  with  "  riveted 
connections."  In  the  former  class  the  connection  of  web 
members  with  the  chords  or  with  each  other  is  made  by  a 
single  pin  only,  as  in  Fig.  3,  PI.  III.  (the  figure  shows  simply 
the  upper  chord  and  tension  web  members  together  with  one 
end  post).  The  pins  are  shown  at  1,2,  3,  4,  and  5,  where  the 
tension  members  join  the  chord.  In  the  latter  class  the  con- 
nections mentioned  are  made  by  means  of  rivets,  as  shown  in 
Fig.  6,  PI.  XI.  In  that  figure  A  is  sl  tension,  and  B  a  com- 
pression web  member,  while  C  is  a  portion  of  the  lower 
chord. 

Screw  connections  for  tension  web  members  and  simple 
abutting  connections  for  compression  ends  have  been  used, 
but  are  not  usually  employed  at  present. 

A  screw  connection  is  formed  by  passing  a  tension  member 
through  the  chord  at  one  of  the  joints,  and  placing  upon  the 
end  of  it  a  nut ;  this  method,  therefore,  can  only  be  conveni- 
ently used  when  the  tension  members  are  of  circular  cross- 
section. 

An  abutting  connection  for  a  compression  member  is 
formed  by  simply  abutting  either  end  against  the  chord, 
which  is  properly  formed  for  the  purpose  at  the  joint.  The 
end  of  the  post  or  strut  is  inserted  in  the  chord,  or  else  a 
projection  of  the  chord  passes  into  the  end  of  the  post ;  or, 
again,  some  simple  dveice  is  employed  for  the  purpose  of 
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keeping  the  ends  of  the  post  in  position,  and  for  nothing  else, 
as  the  entire  compressive  stress  in  the  post  or  strut  is  trans- 
mitted through  the  abutting  surfaces. 

Occasionally  screw,  abutting,  and  pin  connections  are  com- 
bined in  a  single  bridge. 

Without  regarding  systems  of  construction,  truss-bridges 
are  divided  into : 

"  Deck  "  bridges,  L  ^.,  the  applied  load  is  on  the  chord  in 
compression. 

"  Through  "  bridges,  i.  /.,  the  applied  load  is  on  the  chord 
in  tension. 

"  Pony  "  trusses  are  through  truss-bridges  when  the  trusses 
are  not  sufficiently  high  (or  deep)  to  need  overhead  cross- 
bracing,  and  they  are  seldom  put  up  for  spans  of  over  eighty 
feet,  although  there  are  examples  of  one  hundred  feet  (and 
even  more)  in  length. 

The  lateral  stability  of  such  long  pony  trusses,  however,  is 
very  precarious. 

Figs.  I  and  2  of  PI.  XI.  show  the  ordinary  forms  of  plate 
girder,  stringers  and  floor  beams,  with  plate  hangers  at  the 
ends  of  the  latter. 

The  various  forms  of  cross-sections  of  upper  chords  and 
posts,  and  compression  members  generally,  are  almost  innu- 
merable, and  subject  only  to  the  fancy  of  the  engineer  or 
builder.  The  principle  which  should  always  be  kept  in  view 
is  this :  That  the  material  should  be  as  far  as  possible  from 
the  neutral  axis.  Figs.  3, 4,  5,  and  6  of  PI.  III.  show  methods 
of  building  up  the  upper  chord.  It  consists  of  riveting  plates 
to  a  pair  of  channel  bars,  or  to  a  pair  of  channel  bars  and  an 
I  beam. 

The  bars  or  beams  are  frequently  built  of  plates  and 
angles. 

The  blackened  portions  represent  sections. 
Chords  are  continuous  or  non-continuous  according  as  they 
are  built  up  in  a  continuous  manner  from  end  to  end,  or  built 
up  of  panels  abutting  against  each  other  at  the  panel  points. 
The  former  are  principally  used  at  present. 

Tension  members  are  always  of  rectangular  or  circular  sec- 
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tion.  Fig.  5,  PI.  XII.,  is  a  lower  chord  *'  eye-bar."  In  writing 
of  channel  bars,  X  beanns,  angle-irons,  iron  bars  and  rods, 
they  are  indicated  as  follows :  C,  I,  L>  Qy  O ;  that  is,  by 
skeletons  of  their  sections. 


Art  68.— Onmnlative  Streues. 

Stresses  are  said  to  be  cumulative  in  any  part  of  a  struct- 
ure when  they  are  transmitted  through  that  part  to  other 
parts,  whose  whole  duty  is  to  sustain  them,  the  part  in  ques- 
tion being  subject  at  the  same  time  to  its  own  stress.  The 
member  in  which  the  stresses  are  cumulative  is,  therefore, 
overstrained  to  some  extent  in  some  one  or  more  portions  of 
it.  The  two  channel  bars  in  Fig.  3,  PL  III.,  are  the  portions 
of  that  upper  chord  which  are  subjected  to  cumulative  stresses. 
If  C'C  is  supposed  to  be  the  centre  line  of  the  bridge,  then 
the  compressive  stress  in  the  chord  increases  as  CC  is  ap- 
proached from  the  end,  in  consequence  of  the  components  in 
the  direction  of  the  centre  line  of  the  chord  of  the  stresses  in 
the  inclined  ties,  A^  By  C,  etc.  This  increase  of  stress  is  pro- 
vided for  by  riveting  plates  to  the  upper  flanges  of  the  two 
Cs,  as  shown  in  the  figure.  It  is  evident  that  the  plates  do 
not  receive  the  stress  which  they  are  intended  to  bear,  except 
indirectly  through  the  Cs  and  the  rivets  which  connect  the 
latter  with  the  plates.  Now  since  the  Es  are  supposed  to 
have  their  own  share  of  direct  compressive  stress  to  sustain, 
it  is  plain  that  the  material  in  the  vicinity  of  the  front  of  the 
pin  (looking  from  the  centre  of  the  pin  toward  the  centre  of 
the  bridge)  is  subjected  to  a  much  greater  intensity  of  com- 
pressive stress  than  should  exist  in  the  structure.  This  re- 
lates only  to  the  material  in  front  of  the  pin,  and  that  is  the 
only  vicinity  in  which  cumulative  stresses  would  exist  if  the 
plates  could  be  so  securely  riveted  to  the  Cs  that  the  whole 
chord  could  be  depended  upon  to  act  as  one  piece.  In  prac- 
tice, however,  no  such  riveted  work  exists.  The  Cs  must  in- 
evitably yield  to  some  extent  before  they  bear  sufficiently  on 
the  rivets  to  give  to  the  plates  their  proper  share  of  the 
stress.     The  result  is  that  not  only  the  material  in  front  of 
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the  pin  but  the  whole  of  the  Cs  are  overstrained  by  these 
cumulative  stresses.  The  only  remedy  is  to  so  proportion  the 
chord  that  those  parts  which  are  designed  to  sustain  stress 
shall  receive  it  immediately,  and  not  indirectly  through  some 
other  part. 

The  Fig.  5,  PI.  III.,  shows  a  method  of  accomplishing  this 
object.  The  plate  ab  is  a  light  one  riveted  to  the  top  flanges 
of  the  Cs,  and  extends  throughout  the  whole  lengfth  of  the 
chord.  The  increase  of  the  areas  of  cross;-sections  are  ob- 
tained by  riveting  plates  to  the  flat  sides  of  the  Cs,  and  by 
adding  an  I,  if  necessary,  as  shown.  The  parts  of  the  chord 
thus  receive  stresses  immediately  from  the  pins,  and  cumula- 
tive stresses  are  obviated. 

It  is  also  evident  that  if  the  stresses  are  applied  to  the  cen- 
tres of  gravity  of  the  cross-sections,  or  parts  of  the  cross-sec- 
tion, no  cumulative  stresses  will  exist. 

Cumulative  stresses  are  as  liable  to  occur  in  riveted  connec- 
tions as  in  pin  connections  ;  in  fact,  more  so.  It  may  be  said 
to  be  impracticable  to  so  construct  riveted  work  that  cumula- 
tive stresses  will  not  exist,  and  in  this  respect  pin  connections 
have  the  advantage  of  riveted  connections.  Fig.  6,  PL  XI., 
illustrates  the  matter  for  a  riveted  chord.  The  plate  C  is 
common  to  the  whole  chord,  and  all  web  members  are  riveted 
to  it,  as  shown  by  A  and  B^  so  that  before  the  rivets  can  take 
their  share  of  the  stress  in  transferring  it  to  the  plate  and  Ls 
EDy  it  (the  plate  C)  will  necessarily  yield  to  such  an  extent 
that  cumulative  stresses  will  exist  throughout  its  whole  length 
to  a  greater  or  less  degree. 

Art.  69. — Direct  Stress  Combined  with  Bending  in  Chords. 

If  direct  stress  is  not  applied  to  the  centres  of  gravity  of 
the  ends  of  a  piece  subjected  to  compression,  it  is  clear  that 
bending  must  take  place. 

In  Figs.  3  and  4  of  PL  III.,  the  horizontal  components  of 
the  oblique  forces  in  the  ties  A^  -5,  etc.,  do  not  act  through 
the  centres  of  gravity  of  the  sections  of  the  chord,  hence 
there  must  be  a  bending  in  those  chords.     If  the  chords  were 
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perfectly  straight,  and  if  the  centres  of  the  pin-holes  were  all 
at  the  same  distance  from  the  centres  of  gravity  of  the  dif- 
ferent cross-sections,  as  well  as  in  the  same  straight  line,  then 
the  total  direct  stress  to  which  the  chord  is  subject  at  any 
section  would  produce  bending  at  that  section,  and  the  lever- 
arm  would  be  the  same  for  all  sections.  Camber  and  deflec- 
tion from  loading,  however,  so  complicate  the  matter  that  it 
is  quite  impossible  to  make  even  a  satisfactory  approximate 
computation  of  the  chord  bending  arising  from  this  cause. 
All  chords  in  compression,  therefore,  should  be  so  designed 
that  the  axes  of  the  pins  may  traverse  the  centres  of  gravity 
of  their  sections,  even  though  the  ties  rest  directly  on  the 
upper  chord.  It  is  clear  that  when  this  bending  exists,  the 
proper  distribution  of  direct  stress  is  greatly  disturbed,  though 
to  an  indeterminate  extent ;  and  is,  except  in  most  rare  cases, 
a  very  faulty  construction. 

If  it  be  supposed  that  the  total  direct  stress  in  the  chord 
acts  as  if  the  latter  were  perfectly  straight,  so  that  it  all 
produces  flexure;  and  if  it  then  be  supposed  that  the  in- 
crement only,  at  each  pin  or  panel  point  produces  flexure  in 
the  adjacent  panel;  it  is  evident  that  the  first  supposition 
will  make  the  flexure  the  greatest  possible,  while  the  second 
will  make  it  the  least  possible. 

It  is  farther  evident  that  if  cumulative  stresses  occur,  flex- 
ure must  necessarily  exist,  for  the  simple  reason  that  the  di- 
rect stress  is  not  uniformly  distributed  over  the  cross-section 
of  the  chord. 

Although  this  flexure  is  indeterminate  in  amount  and  shows 
a  faulty  design,  the  attempt  to  utilize  it  has  sometimes  been 
made,  and  the  analysis  on  which  the  practice  was  based  will 
now  be  given,  it  being  premised  that  the  ties  are  supposed 
to  rest  directly  on  the  chords,  as  shown  in  Figs.  4  of  Pis.  III. 
and  I. 

Suppose,  in  PL  III.,  Fig.  6  to  be  an  enlarged  cross-section 
of  the  chord  in  Fig.  4,  and  \Qtfg  pass  through  the  centre  of 
gravity  of  the  cross-section,  being  parallel  to  ab  and  cd'; 
then,  since  the  increment  of  the  chord  stress  transmitted 
through  the  pin  from  the  ties  AA  is  applied  to  the  cross-sec- 


Digitized  by  VjOOQIC 


3l8  DETAILS  OF  CONSTRUCTION. 

tion  of  the  chord  at  a  distance  h  below  the  centre  of  gravity, 
there  will  be  an  excess  over  the  uniform  intensity  of  stress  in 
the  cross-section  at  the  lower  side  EEy  and  a  deficiency  at  the 
upper  side  ab. 

This  excess  or  deficiency  (the  same  in  amount,  of  course, 
for  certain  sections  only)  is  found  in  a  very  simple  manner,  as 
follows : 

Let  P  be  the  increment  of  direct  compressive  stress  given 
to  the  chord  by  the  ties  A  Ay  and  let  Px  be  the  total  direct 
compressive  stress  in  the  section.  Put  5  for  the  area  of  the 
cross-section. 

Now  the  variation  of  the  intensity  of  stress  from  the  mean 

IS  due  to  the  moment  /%,  and  since  this  moment  is  constant 

for  all  points  between  any  two  pins,  as»i — 2  or  2 — j,  Fig.  4, 

PI.  III.,  the  variation  in  intensity  is  also  constant  between 

these  points. 

RI 
The  moment  Ph  =  — j- ,  in  which  d<i  equals  the  distance 

from  fg  to  EEy  and  R  the  intensity  of  stress  at  EE  due  to 
bending,  gives 

The  intensity  of  stress  at  ab  due  to  bending  is,  of  course, 
equal  to 


Now  the  total  intensity  of  stress  at  EE^  Fig.  6,  PL  III.,  is 

equal  to  -t^  +  i?;  and  that  at  ab^  -~  —  R — -i — ^;  the  inten- 

p 
sity  at^=-^,  whatever  may  be  the  figure  of  the  cross-sec- 
tion.    The  variation  of  intensity  at  any  point  in  the  section 
may  be  easily  found  from  /?  by  a  simple  proportion,  and  the 


p 
total  intensity  by  adding  that  to  -k . 
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As  a  first  case,  let  the  chord  be  a  non-continuous  one,  so 
that  each  panel,  so  far  as  the  panel  moving  load  is  concerned, 
is  a  simple  beam  supported  at  each  end. 

If  the  load  rests  on  the  upper  chord  immediately,  as  shown 
in  Fig.  4,  PI.  III.,  it  will  produce  tension  at  the  lower  side  of 
the  chord  and  compression  at  the  upper  by  simple  flexure,  an 
opposite  tendency  to  that  exerted  by  the  moment  Ph. 

The  moments  due  to  the  moving  load  on  any  panel  vary 
(that  is,  increase)  from  the  joints  to  the  middle  point  of  the 
panel,  where,  of  course,  the  moment  is  maximum.  Denote 
by  R  the  greatest  intensity  of  the  tensile  stress  caused  by 
the  moment  of  the  moving  load,  then 

R^—Y—. 

in  which  ^wx^  expresses  the  greatest  moment  of  the  applied 
load. 

For  a  uniform  load  : 

2wxi  =  -g-  , 

and  it  exists  at  the  centre  of  the  panel.  Now,  ordinarily,  the 
chord  would  be  required  to  resist  the  bending  moment  ex- 
pressed by  2wXy  but  A  may  be  so  chosen  that  for  its  max- 
imum value  R  =  R'y  and  then  no  extra  metal  will  be  required 
on  account  of  the  flexure  produced  by  the  moving  load.  This 
value  of  A  is  found  as  follows :  put 


PAdi       diSwxi             , 

~    P 

In  all  ordinary  cases  of  uniform  load 
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in  which  w  is  the  intensity  of  uniform  load. 

. .     ^  -  8/>  • 

The  value  of  A,  therefore,  is  independent  of  the  form  of 
cross-sections.  It  R  <  R'y  additional  material  will  be  needed 
in  order  to  prevent  an  excess  of  compressive  stress  at  the 
upper  part  of  the  chord,  and  a  deficiency  at  the  lower  side. 
When  R  >  /?',  there  is  an  excess  of  compressive  stress  at  £E, 
Fig.  6,  PL  III. 

When  the  lower  chord  sustains  the  moving  load  directly, 
as  in  Fig.  4,  PL  XL,  the  only  change  arises  from  this :  That 
it  is  in  tension  instead  of  compression,  and  A  is  measured 
above  the  centre  of  gravity  of  the  cross-section,  instead  of 
below  it ;  also,  the  section  is  rectangular. 

In  the  case  of  the  lower  chord,  however,  if  the  stress  in  one 
panel  is  given  to  the  adjacent  one  through  the  medium  of  a 
pin,  then  the  total  stress  in  the  panel  under  consideration 
must  be  put  for  P  in  the  formulae  above.  This  must  also  be 
done  in  every  case  where  the  total  chord  stress  produces 
bending.  The  chord  stress  used  may  be  taken  as  the  max- 
imum (that  which  exists  when  the  moving  load  covers  the 
whole  truss),  for  in  all  other  cases  there  is  a  surplus  of  ma- 
terial with  which  to  resist  the  bending. 

This  method  of  neutralizing  the  flexure  produced  by  the 
direct  application  of  the  moving  load  to  the  chords  is  very 
unsatisfactory  in  many  ways  and  should  never  be  used.  At 
all  places  in  the  panel  except  the  centre  the  metal  is  still 
over-strained  by  the  flexure  due  to  its  own  stress,  and  in  the 
vicinity  of  the  panel  points  this  condition  exists  to  a  very 
serious  extent.  When  this  consideration  is  coupled  with  the 
great  uncertainty  attached  to  the  hypothesis  on  which  the 
analysis  is  based,  the  unsatisfactory  character  of  the  method 
is  sufficiently  evident  to  effect  its  exclusion  from  the  best 
practice. 

If  the  chord  is  continuous,  the  objection^  to  the  method  al- 
ready mentioned   gather   considerably  increased  forcef    At 
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and  near  the  ends  of  the  panels  the  fixed  and  moving  load 
produce  flexure  in  the  same  direction  as  the  direct  chord 
stress,  and  to  twice  the  amount  of  that  at  the  centre.  It  is 
not  necessary,  therefore,  to  consider  this  case  farther. 

A  considerable  saving  of  material  can  be  effected  by  plac- 
ing the  ties  directly  on  the  upper  chord  of  a  deck  bridge,  and 
with  a  proper  design  it  in  no  manner  conflicts  with  the  best 
practice.  In  all  cases  the  axis  of  the  pin  should  traverse  the 
centre  of  gravity  of  the  chord  section^  or  as  nearly  so  as  practi- 
cable, in  order,  if  possible,  to  eliminate  all  flexure  due  to  the 
direct  chord  stress.  The  chord  section  should  then  be  so 
formed  that  the  combined  stresses  due  to  flexure  in  the  ex- 
terior fibres,  and  the  direct  chord  stress  shall  at  no  point  ex- 
ceed a  proper  value  per  square  unit.  This  value  may  be 
taken  at  8,000  to  9,000  pounds  per  square  inch  for  wrought- 
iron  upper  chords,  or  10,000  to  1 1,000  for  mild  steel  members 
of  the  same  kind.  These  values  may  be  taken  comparatively 
high  for  the  reason  that  an  indefinitely  small  portion  only  of 
the  material  is  subjected  to  these  intensities,  and  that  small 
portion  is  well  supported  against  fatigue  by  the  material 
about  it,  which  is  considerably  understrained. 

If  the  notation  previously  used  in  this  Art.  be  still  main- 
tained,  the  maximum  external  moment  ^wxx  will  develop  in 
the  most  remote  fibres  at  the  distance  d^  from  the  neutral 
a^s  the  intensity. 

R=^^ (I). 

If,  on  the  other  hand.  Pi  is  the  total  direct  stress  in  the 
chord  and  ^  the  area  of  cross  section,  while  /  is  the  greatest 
allowable  combined  stress,  then  there  will  result : 

.-^d,2wx,^P\ ^^^ 


Eq  (2)  shows  that  in  the  most  efficient  design  the  moment 
of  inertia  /  of  the  section  must  be  the  greatest  possible.  At 
the  same  time  considerations  affecting  the  joint  details  render 
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it  advisable  that  the  centre  of  gravity  should  lie  not  far  from 
the  mid-depth  of  the  section.  These  two  conditions  are  ful- 
filled by  placing  lat^e  quantities  of  the  material,  and  as 
nearly  as  possible  in  equal  amounts,  at  the  top  and  bottom 
of  the  chords,  as  shown  in  Fig.  i8  of  PL  XII.  The  cover  plate 
be  and  angles  dd  are  made  as  light  as  the  circumstances  of 
proper  design  will  permit,  but  the  angles  aa  are  made  as 
heavy  as  possible.  An  unequal-legged  angle  is  a  very  good 
one  for  aa  with  the  longest  leg  horizontal,  and  it  is  sometimes 
necessary  to  rivet  a  narrow  plate  to  those  horizontal  legs  in 
order  to  properly  balance  the  section.  The  centre  of  gravity 
line  fg  will  usually  lie  a  little  above  the  centre  of  figure. 

As  the  centre  of  the  span  is  approached  from  the  end  the 
chord  section  must  be  rapidly  increased  but  in  no  case  should 
that  increase  be  made  by  thickening  the  caver  plates  or  increase 
ing  their  number^  as  such  an  operation  inevitably  means 
cumulative  stresses  or  flexure  by  direct  stress.  In  rare  cases 
it  may  be  admissible  to  slightly  thicken  a  cover  plate,  if  there 
is  but  one,  but,  as  a  rule,  Fig.  6  of  PI.  III.,  shows  a  design  to 
be  carefully  avoided.  All  increase  of  section  should  be  ob- 
tained by  thickening  the  side  or  web  plates,  or  increasing 
their  number ;  or,  again,  by  increasing  the  angles,  or,  finally, 
by  introducing  an  interior  eye-beam,  as  shown  in  Fig.  5, 
PL  III. 

If  the  chord  is  non-continuous,  'SwX'^  is  simply  the  bending 
for  a  span  equal  in  length  to  a  panel  and  due  to  the  track 
load,  own  weight  and  superimposed  moving  load,  and  is  easily 
determined.  If  the  chord  is  continuous,  on  the  contrary,  the 
analysis  for  the  moving  load  bending  is  not  simple.  The 
total  bending  for  this  case,  however,  may  properly  and  safely 
be  taken  at  three-fourths  its  value  for  a  non-continuous 
chord. 

The  upper  chord  section  required  in  the  case  of  combined 
bending  and  direct  stress  is  readily  found  by  the  aid  of  Eq, 
(2).  The  radius  of  gyration  r  can  be  easily  and  with  suf- 
ficient accuracy  predetermined ;  so  that  5f*  can  be  put  for  / 
in  that  equation.  After  that  substitution  is  made,  there  at 
once  results : 
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S='-(^^P) (3). 

This  is  a  very  convenient  formula  for  practical  use. 

Art  70. — ^Riveted  Joints  and  Pressure  on  Rivets. 

In  riveted  bridge  work  the  pitch  of  rivets  (i  ^.,  the  dis- 
tance from  centre  to  centre)  should  not  be  less  than  three 
diameters,  although  it  sometimes  is ;  if  possible  it  should  be 
from  four  to  eight  diameters  of  the  rivet,  provided  that  value 
does  not  exceed  about  fourteen  or  sixteen  times  the  plate 
thickness.  The  diameter  of  the  rivet  is  determined  by  the 
amount  of  stress  which  the  joint  is  to  carry,  so  that  the  in- 
tensity of  pressure  against  the  surface  of  the  rivet  in  contact 
with  the  plate  shall  not  exceed  a  given  value.  If  the  rivet 
and  hole  were  in  ideally  perfect  contact,  this  intensity  could 
easily  be  found,  having  given  the  amount  of  stress  which  the 
rivet  is  to  carry.  But  such  is  never  the  case.  The  only  re- 
sort left,  therefore,  is  to  assume  that  the  rivet  does  fit  per- 
fectly, and  fix  a  low  enough  value  for  the  intensity  of  pressure 
against  its  surface  to  make  the  joint  safe. 

In  Fig.  I,  PI.  XII.,  suppose  EF  to  be  a  part  of  a  plate  in 
which  is  drilled  or  punched  the  rivet-hole  ADBKj  and  sup- 
pose the  stress  to  be  exerted  on  the  plate  in  the  direction  of 
the  arrow  at  Kj  then  the  surface  of  contact  between  the  plate 
and  rivet  will  be  projected  in  ADB ;  contact  will  not  take 
place  throughout  the  whole  semi-circumference  when  the 
plate  is  not  subjected  to  stress,  unless  the  rivet  fits  the  hole 
with  absolute  accuracy. 

Since  all  material  is  elastic  to  some  degree,  there  will  be  a 
surface  of  contact  when  the  plate  is  subject  to  stress,  even 
when  the  rivet  does  not  accurately  fit  the  hole,  and  this  sur- 
face will  evidently  increase  with  the  stress  in  the  plate. 

But  suppose  that  the  rivet  fits  the  hole  exactly,  then  the 
pressure  on  the  surface  of  contact,  ADBy  will  be  of  uniform 
intensity,  and  the  case  will  be  similar  to  that  of  fluid  pressure 
on  a  cylinder.  Let/  denote  this  intensity  whose  direction  is 
normal  to  ADB  at  every  point  of  it  (friction  is  omitted  from 
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consideration),  then  the  total  pressure  in  the  direction  of  the 
arrow  at  K  exerted  by  the  plate  on  the  rivet  for  each  unit  of 
length  of  the  latter  is  equal  to  pAB. 

Let  /  be  the  thickness  of  the  plate,  as  shown,  and  put  d  for 
the  diameter  ABy  then  the  total  pressure  against  the  rivet  in 
the  direction  of  the  arrow  is 

P-ptd. 

The  quantity/  is  the  greatest  mean  value  of  the  intensity 
of  compressive  stress  which  it  is  desirable  to  put  upon  the 
material  under  the  given  circumstances.  It  is  usucdly  taken 
as  high  as  12,000  lbs.  per  square  inch,  although  10,000  is 
a  safer  value.  Of  course,  the  actual  maximum  value  of  the 
intensity  immediately  in  front  of  the  centre,  C,  is  much 
greater  than  either  10,000  lbs.  or  12,000  lbs.  If  7^'  is  the 
amount  of  stress  which  the  joint  is  required  to  carry,  then 
the  number  of  rivets,  so  far  as  the  previous  consideration  is 
concerned,  is  equal  to 

T 
Jid^""' 

The  riveted  joint  itself,  as  shown  in  Fig.  5,  PI.  XL,  may 
now  be  examined.  The  distance  c  should  be  at  least  2^ 
diameters  of  the  rivet.  By  the  arrangement  of  the  rivets 
shown,  when  the  pitch  is  from  four  to  eight  diameters,  the 
strength  of  the  plate  of  the  width  w  will  only  be  decreased 
by  about  the  amount  of  metal  taken  out  in  one  rivet-hole, 
although  experiments  to  settle  this  point  definitely  are 
wanting. 

After  having  determined  the  pitch  and  distance  of  r,  as 
above,  there  are  five  methods  of  rupture  of  the  joint  only 
which  need  serious  attention.  These  five  are:  (i)  tearing  of 
the  plate  though  the  rivet-hole  Ey  (2)  tearing  of  the  cover- 
plates  through  the  rivet-holes  at  the  middle  of  the  joint,  two 
in  the  figure,  (3)  shearing  of  the  rivets,  (4)  and  (5)  rupture  by 
compression  at  the  surface  of  the  contact  between  the  rivets 
and  the  plates.  The  safe  shearing  stress  to  which  rivets  are 
subjected  in  bridge  structures  is  usually  taken  at  7,500  lbs. 
This  gives,  a  safety  factor  of  from  5  to  6. 
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Put  S  for  the  intensity  of  the  maximum  safe  shearing  stress 
on  rivets  (7,500  lbs.  for  wrought  iron),/  for  the  intensity  of 
the  maximum  compressive  stress  (10,000  to  12,000  for  wrought 
iron),  and  T  for  the  maximum  working  tensile  stress ;  also,  ti 
for  the  number  of  rivets  on  the  line  through  the  middle  of  the 
joint  (two  in  the  figure).  Let  /  and  / '  represent  the  thickness 
of  the  plate  and  covers  as  shown.  Then  equal  liability  to 
rupture  in  the  five  ways  mentioned  is  expressed  as  follows : 

Tt  (w-d)  =  2 TV'  {w-^n'd)  =  ^^".  2  .  S  =z  ntdp  = 

int'dp  =  T'. 

It  almost  always  happens  that  these  quantities  are  not  each 
equal  to  T\  but  none  of  these  should  be  less.  If  only  one 
cover-plate  is  used,  the  2Tt '  should  be  replaced  by  Tt ',  2S  by 
Sy  and  2nt'  by  nt'.  The  form  of  this  Equation  of  condition 
may  be  somewhat  changed  by  piling  of  the  plates,  etc.,  but  it 
will  remain  essentially  the  same,  and  serves  to  illustrate  the 
principle  which  must  govern  in  all  cases. 

We  see,  therefore,  that  in  obtaining  the  amount  of  pressure 
which  should  be  put  upon  a  rivet,  p  ought  to  be  multiplied  by 
its  diameter,  and  not  by  the  semi-circumference  ADB^  Fig.  i. 

Art  71. — ^Riveted  OoniMotioiui  between  Web  Memben  and  Ohordi. 

When  web  members,  as  A  and  5,  Fig.  6,  PL  XL,  are  riv- 
eted to  the  chord,  the  centre  line  (/.  ^.,  the  line  joining  the 
centres  of  gravity  of  the  sections  of  the  members)  should  pass 
through  the  centre  of  gravity  of  a  system  of  points  situated  at 
the  centres  of  the  rivet-holes ;  otherwise  the  intensity  of  stress 
in  any  section  of  the  member  will  not  be  uniform,  and  it  (the 
web  member)  will  be  subjected  to  flexure.  It  is  supposed, 
of  course,  that  each  rivet  carries  the  same  amount  of  stress, 
which,  however,  is  probably  seldom  true,  but  it  is  the  best 
assumption  that  can  be  made.  Fig.  6  represents  a  proper  dis- 
tribution of  rivets  in  reference  to  the  centre  lines  Ac  and  Be. 

It  will  be  observed  that  the  strut,  composed  of  two  un- 
equal legged  angles,  has  its  connection  with  the  chord 
through  both  legs  by  means  of  the  angle  lugs.     This  should 
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always  be  done  in  similar  cases,  for  in  no  other  way  can  an 
angle-brace  develop  its  full  strength.  The  practice  of  rivet- 
ing single  legs,  only,  of  angle-braces  to  chords  is  highly  ob- 
jectionable, for  the  reason  that  the  actual  resistance  of  the 
brace  is  far  below  the  nominal. 

When  three  or  more  pieces  are  riveted  together  at  the 
same  joint,  edl  the  centre  lines  of  stress  should  intersect  at 
one  point,  if  flexure  is  to  be  avoided.  It  is  frequently  im- 
practicable to  do  this  in  riveted  connections,  and  the  imprac- 
ticability  constitutes  a  serious  objection  to  that  character  of 
work. 

If  T  is  the  total  tension  in  the  member  A  of  Fig.  6,  PL  XL, 
and  C  the  compression  in  By  then  there  will  be  developed  at 
a  the  bending  moment : 

T  y^  ac  sin  0; 

and  at  b  the  bending  moment : 

C  X  be  sin  6 ; 

it  being  supposed  that  ac^  bcj  and  ab  are  the  centre  lines  of 
stress  of  the  two  members  and  chord. 

It  is  very  true  that  the  metal  is  well  supported  in  the 
vicinity  of  the  joint,  but  unless  provision  is  made  for  the  flex- 
ure, as  shown  in  Art.  69,  which  is  seldom  or  never  the  case, 
some  of  the  metal  will  be  over-strained.  Hence,  this  flexure 
should  always  be  made  a  minimum,  and  reduced  to  zero  if 
possible. 

In  pin  connections  this  bending  at  the  joints  is,  of  course, 
entirely  obviated  when  all  centre  lines  of  stress  intersect  at 
the  centre  of  the  pin. 

Art  72.— Floor-BeaniB  and  Stringen.^ — Plate  Qlrdan. 

The  load  applied  to  a  bridge  rests  immediately  on  the  floor- 
beams,  generally  speaking,  and  is  transferred  through  them 
to  the  joints  of  the  truss.  In  railway  bridges  the  track  and 
ties  lie  oxt  stringers,  which  rest  on  the  floor-beams.  There  are 
two  or  more  stringers  for  each  track. 

In  highway  bridges,  the  floor-beams  support  stringers,  say 
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two  feet  apart  (sometimes  less  and  sometimes  a  little  more), 
running  parallel  to  the  centre  line  of  the  bridge,  which  carry 
the  floor. 

In  railway  bridges,  the  moving  load  is  applied  to  the 
beams  at  the  ends  of  the  stringers,  but  in  highway  bridges 
the  greatest  moving  load,  for  which  the  beam  is  to  be  de- 
signed, may  be  taken  as  uniformly  distributed  over  the  entire 
length  of  the  beam,  or  rather  that  part  of  it  between  the 
points  of  support. 

Floor-beams  should  always  be  supported  at  the  ends  by  a 
single  hanger,  or  by  some  equivalent  arrangement,  which  rests 
at  the  centre  of  the  pin,  or  centre  of  the  chord  in  riveted  con- 
nections. Double  hangers  may  be  made  tolerable  by  some 
equalizing  device,  usually  of  an  expansive  character,  but  as  a 
rule  they  cannot  be  too  strongly  condemned,  for  in  such  cases 
the  deflection  of  the  beam  will  throw  the  greater  part  or  all 
of  the  weight  of  the  beam  and  its  load  on  the  inner  hangers. 
The  result  will  be  not  only  a  great  overstraining  of  the  latter, 
but  a  prejudicial  redistribution  of  stresses  in  both  web  mem- 
bers and  chords.  The  excessive  load  on  the  inner  hangers 
will  cause  an  overstrain  in  the  inner  tension  braces  which  will 
extend  to  the  inner  lower  chord  members,  and  even  to  the 
posts  and  upper  chord. 

Floor-beams  are  frequently  built  into  vertical  posts.  In 
such  cases  a  concentrated  central  bearing  on  the  pin  should 
be  provided. 

Plate  girder  stringers  for  railway  bridges  are  either  sup- 
ported in  between  the  floor-beams,  or  partially  so  and  par- 
tially above,  or  are  supported  wholly  on  the  top  of  the  floor- 
beams.  With  proper  designing  there  is  little  difference  in 
cost  in  the  various  methods.  The  first,  however,  is  far  prefer- 
able,  for  the  reason  that  it  gives  the  greatest  stiffness  to  the 
floor  system,  other  things  being  equal. 

The  depths  of  plate  girder  stringers  is  usually  found  be- 
tween one-ninth  and  one-twelfth  of  their  spans,  i.  ^.,  the 
panel  lengths.  The  floor-beam  depth  should  be  as  great  as 
economical  considerations  will  permit,  in  order  that  the  de- 
flections may  be  the  smallest  possible. 
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The  webs  of  stringers  and  floor-beams  slightly  aid  resistance 
to  flexure,  but  rivets  in  stiffness  and  splice  plates,  if  such  ex- 
ist, decrease  this  resistance  to  some  extent.  Hence,  it  is  the 
best  practice  to  disregard  the  resistance  of  the  web  to  flexure, 
and  to  assume  that  it  resists  the  shear  only.  This  is  the  more 
advisable  when  it  is  remembered  that  the  rivets,  in  giving 
stress  to  the  flanges,  produce  a  flexure  in  the  latter  which  is 
always  neglected.  This  flexure  arises  from  the  fact  that  the 
rivet  holes  never  pass  through  the  centre  of  gravity  of  the 
flange  angle  section. 

The  true  depth  of  a  plate  girder  is  the  vertical  depth  be- 
tween the  rivet  hole  centres,  but  by  a  curious  confusion 
between  rolled  and  built  sections,  it  is  commonly  taken  as  the 
vertical  distance  between  the  centres  of  gravity  of  the  flange 
angles. 

All  stress  is  given  to  the  flanges  by,  or  through,  the  rivets, 
binding  them  to  the  web,  hence  their  proper  distribution  be- 
comes a  matter  of  importance ;  it  will  be  shown  by  two  ex- 
amples. 

The  exact  analytical  determination  of  the  web  thickness 
cannot  be  reached,  but  the  following  approximate  analysis  is 
frequently  used. 

It  is  shown  by  the  theory  of  elasticity  that  if  two  planes 
at  right  angles  to  each  other  and  to  a  plane  normal  to  the 
neutral  surface  of  a  bent  beam,  be  so  taken  that  their  intersec- 
tion shall  be  found  in  that  neutral  surface  while  their  common 
inclinations  to  it  is  45**,  then  there  will  exist  at  the  neutral  axis 
the  same  intensity  of  stress  on  the  two  planes,  but  one  stress 
will  be  tension  and  the  other  compression.  It  is  farther  shown 
that  the  common  intensity  of  the  two  stresses  is  the  same  as 
that  of  either  the  transverse  or  longitudinal  shear  at  the  same 
point,  which  is  also  known  to  be  j  the  mean  for  the  whole 
section  in  the  case  of  a  solid  rectangular  beam. 

Now,  since  the  intensity  of  shear  at  the  neutral  surface  of 
such  a  beam  is  a  maximum  and  zero  at  the  top  and  bottom 
surface,  and  since  it  has  been  assumed  that  the  entire  web 
takes  the  shear  only,  it  follows  that  if  the  shear  be  assumed 
to  be  uniformly  distributed  throughout  any  transverse  section 


Digitized  by  VjOOQIC 


FLOOR-BEAMS  AND  STRINGERS.  3^9 

of  the  web,  that  the  latter  may  be  supposed  to  be  composed 
of  an  indefinitely  great  number  of  columns,  each  of  which  is 
an  indefinitely  thin  strip  of  the  web,  making  an  angle  of  45° 
with  the  axis  of  the  beam.  In  a  direction  normal  to  these 
columns  an  equal  intensity  of  tension  will,  of  course,  exist. 

One  of  the  preceding  assumptions  is  an  error  on  the  side 
of  danger,  by  making  the  shear  at  the  neutral  surface  only 
two-thirds  of  its  actual  value ;  while  the  other,  by  making 
the  shear  at  the  top  and  bottom  surfaces  equal  to  the  mean, 
instead  of  zero,  is  an  error  on  the  side  of  safety,  and  its  in- 
fluence largely  predominates  over  the  former. 

The  elementary  columns  of  the  web  may  be  assumed  to 
have  their  ends  fixed  at,  or  by,  the  flange  rivets  of  a  built 
beam,  and  if  d'  is  the  vertical  depth,  between  rivet  hole 
centres  of  the  two  flanges,  the  length  of  the  elementary 
columns  will  be : 

/=rf' j^^4S°=  1.414^' (i). 

If  5  is  the  greatest  total  shear  at  any  transverse  section, 
A  the  area  of  that  section  of  the  web  ;  then  taking  the  depth 
2&d\  and  s  the  mean  shear,  or : 

5 

these  elementary  columns  will  be  subjected  to  an  intensity 
of  compression  equal  to  s.  Hence  if  /,  the  thickness  of  the 
web,  is  sufficiently  great,  there  may  be  taken  by  Gordon's 
formula : 

^=-^. (2)- 

Or.       '='t^^^ (4). 

If,  for  wrought  iron,  a  =  3000  and  /=  8000,  there  will  re- 
sult : 

/  =  0.0183 /i/_J (4). 

^  8000 -J  ^^ 
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The  empirical  constants  for  steel  are  yet  to  be  determined. 

In  applying  Eq.  (4)  to  wrought  iron  plate  girders,  it  will 
be  found  that  the  resulting  values  of  /  are  excessive  for  large 
beams.  The  approximations  already  indicated,  and  the  ad- 
ditional fact  that  the  elementary  columns  are  held  in  place 
throughout  their  whole  length  by  the  tension  in  the  web, 
equal  in  intensity  to  the  compression,  and  at  right  angles  to 
the  latter,  are  sufficient  to  justify  the  anticipation  of  such 
results.  Eq.  (3),  therefore,  has  its  chief  value  as  the  basis  of 
an  empirical  formula  for  the  web  thickness. 

Although  the  web  resists  "  shear,"  it  is  evident,  from  the 
preceding  analysis,  that  the  method  of  failure  of  a  web  will 
be  that  of  buckling,  in  which  the  corrugations  will  be  at  right 
angles  to  the  elementary  columns.  Hence,  if  the  web  is  so 
held  that  these  corrugations  are  prevented,  its  resistance  will 
be  very  materially  increased.  This  is  accomplished  by  rivet- 
ing angles,  usually  in  pairs,  on  each  side  of  the  web  at  proper 
intervals,  so  that  the  web  plate  is  securely  held  between 
them.  The  office  of  these  "  stiffeners,"  it  is  to  be  remem- 
bered, is  simply  to  stiffen  the  web,  and  prevent  its  buckling. 
If  they  are  assumed  to  act  as  struts,  the  transverse  shearing 
strain  in  the  web  at  the  section  considered,  must  in  so  much 
exceed  the  compressive  strain  in  the  stiffener-struts,  that  the 
rivets  can  transfer  to  it  its  proper  load,  at  the  same  time  pre- 
supposing a  perfect  condition  of  riveting.  In  reality,  neither 
of  those  conditions  can  possibly  exist. 

These  stiffeners  are  ordinarily  riveted  to  the  web  at  right 
angles  to  the  axis  of  the  beam.  If  no  elementary  column  is 
to  be  without  the  support  of,  at  least,  one  of  these  stiffeners 
in  some  portion  of  its  length,  they  must  be  placed  at  a  dis- 
tance apart,  measured  along  the  axis  of  the  beam  not  greater 
than  the  vertical  depth  between  rivet  hole  centres ;  and  that 
limit  is  very  commonly  given  in  specifications,  although  it  is 
sometimes  placed  at  once  and  a  half  that  depth. 

About  the  same  amount  of  stiffening  would  be  secured  by 
placing  the  stiffeners  at  45^  with  the  axis  of  the  beam,  and 
at  intervals  of  twice  the  depths,  but  the  difficulties  of  con- 
struction would  be  increased. 
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A  safe  rule,  and  one  frequently  used,  though  purely  con- 
ventional, is  to  introduce  stiffeners  when  the  mean  shear,  u  ^., 
5  -r-A,  exceeds  4000  pounds  per  square  inch  for  wrought  iron. 

The  function  of  the  rivets  holding  the  flanges  to  the  web  is 
next  to  be  considered.  In  reality,  these  rivets  may  have  two 
offices  to  perform.  If  the  load  of  the  girder  rests  on  one  of 
its  flanges,  the  flange  rivets  will  sustain  it  directly;  but 
their  chief  office  is  to  give  the  flanges  their  proper  stress.  If 
then  the  stresses  be  determined  for  any  two  points  between 
the  end  of  a  girder,  and  the  point  of  greatest  flange  stress, 
the  shearing  or  bearing  resistance  of  all  the  rivets  between 
those  points  must'be  equal  to,  or  not  less  than  the  resultant  of 
the  difference  between  the  determined  flange  stresses  and 
the  load  resting  on  the  flange  between  the  same  points.  If 
no  load  rests  on  the  flange,  but  is  carried  directly  by  the  web, 
the  "  resultant "  is  evidently  the  simple  difference  between 
the  determined  flange  stresses. 

These  elementary  considerations  constitute  the  entire 
method  of  finding  the  pitch  and  number  of  rivets  in  the 
flanges  of  built  beams,  and  will  be  applied  to  two  examples. 

The  complete  design  of  the  truss,  treated  in  Art.  11,  is  to 
be  given  in  subsequent  pages,  and  in  the  present  connection 
the  stringers  and  floor-beams  will  be  discussed.  The  strin- 
gers will  be  placed  7  feet  apart  centres,  and  the  rails  will  be 
laid  on  8  inch  by  8  inch  ties  9  feet  long,  spaced  16  inches 
from  centre  to  centre.  The  ties,  rails,  guard  rails,  splices, 
spikes,  etc.,  will  then  weigh  about  325  pounds  per  lin.  ft. 
The  depth  of  stringers  will  be  taken  at  27  inches  throughout 
their  lengths,  and  the  iron  of  each  stringer  will  be  assumed 
tb  weigh  100  pounds  per  lineal  foot.  The  total  fixed  load 
will  then  amount  to  263  pounds  per  lineal  foot  of  each  strin- 
ger, while  the  moving  load  is  one-half  of  the  concentrations 
given  in  the  engine  diagram  of  Art  11.  The  principles  es- 
tablished in  Art.  7  show  that  the  four  10,000  pound  driving 
wheel  loads  will  produce  the  greatest  bending  moment  when 
either  wheel  A  or  B  \s  at  the  distance  1.062  feet  from  the 
centre  of  the  panel,  and  will  be  found  under  the  wheel  in 
question. 
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With  that  position,  the  following  moving  load  bending 
moments  will  exist : 

Maximum 160,514  ft.  lbs. 

7j  feet  from  the  end 105,400"     " 

5      "       "        "      " 85,600  "     " 

2j    "       "        "      " 44,800  "     " 

It  is  evident  that  the  last  three  of  these  values  are  not  the 
greatest  moments  for  those  points,  but  as  the  flanges  are  to  be 
of  uniform  suction,  it  is  not  necessary  to  $eek  them,  as  might 
easily  be  done  by  the  aid  of  the  principles  of  Art.  7. 

The  vertical  depth  between  the  rivet  hole  centres  of  these 
stringers  will  be  taken  at  2  feet.  The  flange  stresses  at  the 
various  points  will  then  be : 

At  centre.    .     .    ^63  x  (aagS)'^  i6g^^  3  j^,.   cD. 

8X2  2  ^' 

7i  ft.  from  end  ^^3  x  7-5  ^  i3-05  ^  105^  ^  ^^,^  ..  .    ^R 
5     263x5  xi5.55^..85^^^y^g30»,  g^. 


2X2 


«       it  it 


263  X  2.5  X  18.05  ^   AAfi^  ^  ,5,367   .  .  j^L^ 


^  2x2 


The  allowed  working  stresses  in  the  flanges  of  the  stringers 
will  be  taken  at  7,000  pounds  per  sq.  in.  of  gross  section  in 
compression  and  8,000  pounds  per  sq.  in.  of  net  section  in 
tension.  The  diameter  of  rivets  in  the  stringers  and  floor 
beams  of  railway  bridges  is  chiefly  a  matter  of  judgment ;  it 
usually  ranges  three-quarters  to  seven-eighths  of  an  inch.  In 
the  present  instance,  rivets  of  the  latter  diameter,  before 
being  driven,  will  be  taken.  The  metal  punched  out  for  a 
rivet  should  leave  a  hole  not  more  than  one-sixteenth  of  an 
inch  greater  in  diameter  than  that  of  the  cold  rivet.  But 
the  metal  immediately  about  the  edge  of  the  hole  is.  materi- 
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ally  injured  for  tensile  purposes,  and  in  the  tension-chord 
angles  the  disc  of  metal  rendered  valueless  should  be  taken 
one-eighth  of  an  inch  greater  in  diameter  than  that  of  the 
cold  rivet,  i.e.y  for  the  present  case,  one  inch.  In  the  com- 
pression flange  no  metal  need  be  deducted  for  the  rivet 
holes. 
The  upper  flange  section  at  the  centre  will  be : 

87,200  -h  7,000  =12.5  sq.  in. 

The  net  lower  flange  section  will  be : 

87,200  ^  8,000  =  10.9  sq.  ia 

The  following  flanges  will  satisfy  the  conditions : 

upper  flange    .     .     .     .    j^""    S;;  x  4"  40  lb.  angles. 

^^    ^     ^  \\  -  12"  X  \"  cover  plate. 

Lower  flange  ....       2  —     5"  x  4"  62  lb.  angles. 

The  62  lb.  angles  have  a  thickness  of  three-quarters  of  an 
inch,  so  that  the  excess  of  gross  section  exactly  covers  the 
metal  destroyed  by  the  punch. 

It  is  the  best  practice  to  run  a  plate  the  whole  length  of 
the  upper  flange  in  order  to  make  it  act  as  a  unit  in  resisting 
compression.  The  lower  flange  needs  no  cover  plate,  and, 
again,  the  additional  rows  of  rivet  holes  would  produce  more 
dead  metal 

Although  there  is  a  little  waste  of  metal  near  the  ends  in 
small  plate  girders,  it  is  economy  to  save  labor  by  making  the 
flanges  of  uniform  section  throughout  their  lengths.  This 
economy  ceases  when  the  flanges  become  so  heavy  that  one 
or  more  cover  plates  become  necessary  in  the  tension  flange 
and  more  than  one  in  the  compression  flange. 

Cover  plates  should  be  carried  at  least  a  foot  beyond  the 
section  at  which  the  additional  metal  is  required,  and  rivets 
should  be  closely  pitched  in  that  portion.  If  rivets  pierce 
both  legs  of  an  angle  in  tension,  metal  should  be  deducted 
for  all  the  rows  in  both  legs. 
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The  location  of  the  preceding  sections  is  shown  in  Fig.  i, 
of  PI.  XI.  The  increments  of  stresses  for  the  different  seg- 
ments of  the  flanges  will  be : 

EC  or  FD  =  87,200  —  59,144  =  28,056  lbs. 
GE  or  HF  =  59,144  —  47,920  =  11,224  " 
GK  or  HL  =  47»920  —  25,367  =  22,553   " 
KA  or  BL  =  =  25,367  " 

The  extent  of  flange  over  which  the  weight  of  each  driving 
wheel  weighing  10,000  pounds  will  be  distributed  is  indeter- 
minate, but  as  the  ties  are  16  inches  apart  centres,  it  will  be 
sufficiently  accurate  to  take  that  distance  as  2j  feet  As 
each  driving  wheel  passes  over  the  entire  stringer,  the  result- 
ant stresses  which  the  rivets  in  the  various  sections  into  which 
the  beam  is  divided  will  be  obliged  to  carry,  are  as  follows: 

EC  or  FD  =  ^^(28,056)*  +  (io,ooo)*  =  29,800. 
GE  or  HF  =  y'(i  1,224)'  +  (10,000)*'  =  15,000. 
GK  or  HL  =  ^(^^'553)'  "*"  (10,000)*  =  24,700. 
KA  or  BL  =  y^(25,367)'  +  (io,ooo)*  =  27,300. 

In  order  to  determine  the  number  of  rivets  in  any  of  these 
sections,  it  will  be  necessary  to  fix  the  thickness  of  web  plate. 
The  minimum  thickness  permissible  is,  to  some  extent,  a 
matter  of  judgment,  but  it  is  safe  to  say  that  no  built  beam 
for  railroad  purposes  should  have  a  less  thickness  of  web- 
than  ^9-  of  an  inch,  and  a  limit  of  |  is  still  better  practice. 
The  latter  limit  will  be  used  here. 

With  the  position  of  moving  load  already  determined  in 
Art.  II,  the  greatest  shear  at  the  end  of  the  stringer  is 
24,830  +  2,700  =  27,530  pounds  =  5.  The  sectional  area 
-4  of  a  27  by  I  inch  plate  is  10.125  sq.  ins.  =  A.  Hence  s  = 
S  -r-  A  =  2,720  pounds ;  also  /  =  24  x  1.41^  =  33-94  inches. 
Hence  Eq.  (4)  gives : 

/  =  0.45  inch. 

Since  ^his  result  is  greater  than  the  assumed  value  of  /,  the 
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hypothetical  elementary  columns  are  not  capable  of  sustain- 
ing their  loads  without  exceeding  by  a  little  the  proper  work- 
ing stress;  but  as  the  hypothesis  involves  a  considerable 
safety  error,  the  assumed  value  of  t  is  probably  ample.  How- 
ever, as  the  additional  metal  is  very  small  in  amount,  a  pair 
of  3  by  2j  i6-pound  L  stiflfeners  will  be  introduced  at  the 
distance  of  27  inches  from  each  end  as  shown. 

The  working  resistance  to  shearing  offered  by  rivets  in  the 
truss  will  be  taken  at  7,500  pounds  per  sq.  in.,  and  the  limit- 
ing pressure  between  rivets  and  walls  of  holes  will  be  fixed  at 
12,000  pounds  per  sq.  in.  under  the  same  circumstances.  The 
floor  of  a  bridge  is  subject  to  shocks  due  to  track  imperfec- 
tions, and  the  above  values  should  be  reduced  by  25  per  cent., 
making  the  working  resistance  to  shearing  5,625  pounds,  and  to 
pressure  9,000  pounds  per  sq.  in.  As  the  web  is  embraced  by  an 
angle  iron  on  each  side,  each  rivet  will  be  subjected  to  double 
shear,  and  the  thickness  of  bearing  surface  of  the  web  will 
be  much  less  than  that  of  the  two  flange  angles.  In  the  de- 
termination of  the  shearing  and  bearing  resistances  of  rivets, 
the  cold  diameter,  before  being  driven,  should,  as  a  margin 
of  safety,  be  considered.  Hence,  those  resistances  for  the 
seven-eighths  rivets  under  treatment,  are: 

2.J.  n  (0.875)^  •  5,625  =  6,750  pounds ;  and, 
0-875  .  0.375  •  9»ooo  =  3,000     " 

The  latter  quantity  is  much  the  smaller,  and  will  govern 
the  number  of  rivets  in  each  section,  as  follows : 

EC  or  FD 29,800  -^  3,000  =  10  rivets  required. 

C£  or //F.....  15,000 -5- 3,000=    5      •'  '* 

GKoT  HL 24,700  -T-  3,000  =    8      " 

KA  or  BL 27,300  -f-  3,000  =    9      "  " 

The  nearest  whole  number  is  taken  in  each  case. 

These  results  give  at  the  end  and  centre  about  nine  rivets 
to  each  two  and  a  half  feet.  A  uniform  pitch  of  three  inches, 
therefore,  will  be  assumed  throughout  each  flange.     If  the 
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load  is  uniform  in  intensity,  it  is  well  known  that  the  varia^ 
tion  of  flange  stress  is  very  little  for  a  considerable  distance 
either  side  of  the  centre.  This  example  shows,  however,  that 
concentrated  loads  may  require  just  as  close  centre  riveting, 
i.e.,  just  as  small  pitch,  as  at  the  ends.  The  number  of  sec- 
tions into  which  a  beam  must  be  divided  is  a  matter  of  judg- 
ment in  each  particular  case. 

The  greatest  shear  at  the  end  of  the  stringer  has  already 
been  seen  to  be  27,530  pounds,  hence  the  end  stiflfeners  at  A 
must  transfer  that  amount  to  the  floor-beam  web.  An  inten- 
sity of  4,000  pounds  per  square  inch  of  normal  section  is  a  safe 
and  proper  value  for  those  members.  The  end  stiffeners  will 
then  be  assumed  to  be  2  —  4"  x  4"  35  lb.  angles,  one  being 
on  each  side  of  the  web  at  each  end  of  the  beam  and  extend- 
ing the  full  depth  between  the  legs  of  the  flange  angles  of  the 
latter.  Fillers  whose  thickness  is  just  a  little  less  than  that 
of  the  heaviest  flange  angle  will  be  required  under  these  end 
stiffeners.  Light  intermediate  stiffeners  may  be  bent  to  fit 
if  the  flange  angles  are  not  too  heavy;  otherwise  fillers  must 
again  be  used. 

The  number  of  rivets  required  to  transfer  the  greatest  re- 
action at  the  stringer  ends  to  the  floor-beam  (see  Fig.  2,  PI. 
XI.)  is  found  by  taking  the  reaction  of  the  locomotive  load 
(found  in  Art.  11  to  be  34,600  pounds)  and  adding  to  it  the 
fixed  load,  or,  20.55  ^  263  =  5,405  pounds,  then  dividing  the 
result  by  the  bearing  capacity  of  seven-eighths  rivet  in  the 
three-eighths  web  of  the  floor-beam,  as  that  is  less  than  the 
resistance  of  the  same  rivet  in  double  shear.  The  number  of 
rivets  needed  will  then  be  (34,600  -f  5,405)  -r-  3,000  =  13. 
Seven  rivets  will  be  placed  in  each  4x4  end  angle,  as 
shown  in  Fig.  2,  of  PI.  XL,  making  14  for  the  end  of  each 
stiffener.  If  the  loads  were  very  great,  it  would  be  neces- 
sary to  reinforce  the  web  plate  of  the  floor-beam  where 
it  receives  the  ends  of  the  stiffeners,  by  riveting  a  plate 
on  each  side.  In  the  present  instance,  however,  it  is  un- 
necessary. 

The  bill  of  material,  with  the  weights  of  one  stringer,  may 
now  be  written  as  follows : 
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1  27  X   I  Plate  20.55  ft.  long 695  lbs. 

2  5  X  4  40  lb.  angles    "     "  '*  548  " 

2  5  X   4  62 "        "         "      "  "  850  " 

I  12  X  I  Plate  '*      "  "  308  " 

4  4  X  fj  Filling  plates  19  ins.  "  60  "* 

4  3  X   t       " .        "      19  "  "  32  " 

4  4  X    4  35  lb.  angles  27  "  **  105  " 

4  3  X  2t  16  "      '*       27  *•  "  48  " 

\  Rivets 120    " 

Total  weight  of  stringer. 2,766  lbs. 

The  actual  weight  per  foot  is  thus  about  30  lbs.  more  than 
was  assumed.  Although  this  makes  an  insignificant  differ- 
ence in  the  flange  section,  and  is  amply  provided  for  in  the 
present  instance,  in  practice  the  actual  weight  should  be  a 
little  under  the  assumed,  and  not  over  it. 

The  arrangement  of  connecting  the  stringers  to  the  floor- 
beams  shown  in  Fig.  2  of  PI.  XL,  has  the  merit  of  making  a 
very  stiff  floor  system.  It  is  proper  to  say,  however,  that 
many  other  methods  are  used.  The  small  angle  brackets 
seen  under  the  ends  of  the  stringers  and  riveted  to  the  lower 
flange  angles  of  the  floor-beam  are  simply  for  convenience  in 
erection,  and  are  not  considered  as  essential  to  the  resistance 
of  the  joint. 

According  to  the  preceding  bill  of  material,  the  actual 
maximum  weight  concentrated  at  the  stringer  ends  will 
be: 

34,600  +  20.55  ^  300  =  40,800  nearly. 

The  depth  of  the  floor-beam  will  be  taken  at  36  inches 
throughout  its  entire  length,  so  that  the  vertical  distance  be- 
tween rivet  centres  in  the  two  flanges  will  be  about  33  inches. 

If  the  weight  of  the  floor-beam  be  assumed  at  150  lbs.  per 
lineal  foot,  the  total  flange  stresses  at  the  centre,  at  the 
stringer  points,  and  at  points  2j4  feet  distant  from  the  ends, 
will  be : 
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40,800x5      ISO  x(i7y^ 

2.75       ^    8  X  2.75  /  »  /  » 

40,800  X  s  ^  ISO  X  S      ^,,    ^840, 
2.7s  2  X  2.75  ^^'  ^* 

40,800  x2.s^iSOA£j    X  14.5  =  38,090. 

2.7s  2  X  2.75  ^^      ^  '^^ 

Using  the  same  working  stresses  in  the  flanges  as  were 
fixed  for  the  stringers,  there  will  be  found  for  the  upper 
flange  section  at  the  centre : 

76,170  -r-  7,000  =  10.9  sq.  ins. ; 

and  for  the  net  lower  flange  section : 

76,170  -^  8,000  =  9.5  sq.  ins. 

The  following  flanges  will  satisfy  these  requirements : 

J  J         „  (  2  —    5"  X  4"  36  lb.  angles, 

PP     J^  s ■[i_i2     X  -f^  cover  plate. 

Lower  flange 2  —    5"  x  4"  SS  lb.  angles. 

The  thickness  of  the  SS  'b.  angle  is  about  0.7  inch,  so  that 
if  seven-eighth  cold  rivets  are  used  the  metal  destroyed  by 
the  punch  is  just  about  equal  to  the  excess  of  the  total  section 
over  the  net. 

The  total  shear  at  the  end  of  the  floor-beam  is  40,800  +  8.S 
X  ISO  =  42,07s  lbs.  =  5.  If  the  web  thickness  be  assumed 
at  three-eighths  of  an  inch,  ^  =  36  x  |  r=  13,5  sq.  ins. 
Hence,  j  =  5  -f-  -4  =  42,075  -5-  13.S  =  3^120  lbs. 

/  =  33  X  1,414  ~  46.66.  These  quantities  inserted  in  Eq. 
(4)  give : 

/  =  0.68  inch. 

This  value  shows  that  if  the  hypothetical  elementary 
columns  are  to  sustain  3,120  lbs  to  the  sq.  in.,  the  web  must 
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be  0.68  inch  thick.  But  such  a  thickness  is  plainly  excessive, 
and  shows  how  the  formula  errs  in  the  direction  of  safety. 
A  web  thickness  of  three-eighths  of  an  inch  will  be  assumed, 
and  3"  X  2j"  16  lb.  angle  stiffeners  placed  half-way  between 
the  stringer  supports  and  the  ends,  as  shown  at  EF^  Fig.  2, 
PL  XI.  These  stiffeners  will  require  3"  x  |"  filling  plates  28 
inches  long. 

If  shearing  and  bearing  resistances  of  5,625  and  9,000  lbs. 
per  sq.  in.,  respectively,  be  taken,  as  was  done  in  designing 
the  stringers,  the  bearing  value  of  one  rivet  in  the  three- 
eighths  web  will  be,  as  before,  0.875  x  0.375  x  9,000  =  3,000 
pounds. 

Hence  the  number  of  seven-eighths  rivets  required  between 
the  three  sections  of  the  beam  will  be : 

Centre  and  C (76,170  —  75,840)  -5-  3,000  =    i, 

C  and  EF (75»840  —  38,090)  -r-  2,000  =  13, 

EF''  AB 38,090  -f-  3,000  =  13, 

These  conditions  will  be  sufficiently  near  fulfilled  if  a  pitch 
of  2j  inches  be  taken  for  a  distance  of  6  feet  from  each  end, 
and  six  inches  for  the  remaining  5  feet  between  the  stringers. 
The  flange  stresses  do  not  require  a  six-inch  pitch  at  the 
centre,  but  that  value  should  not  be  exceeded,  in  order  that 
the  flanges  may  be  properly  bonded  The  pitch  in  the  cover 
plate  on  the  upper  flange  should  be  2j  inches  for  a  distance 
of  15  inches  from  each  end,  and  over  the  remaining  portion 
of  its  length  that  pitch  may  be  doubled.  In  no  case,  how- 
ever, should  the  pitch  in  a  compression  plate  exceed  about  16 
times  its  thickness* 

The  end  floor-beams  are  suspended  from  the  pins  by  the 
plates  shown  riveted  to  the  heavy  end  stiffeners,  as  at  AB. 
Those  stiffeners  transfer  half  the  weight  of  the  beam  in  addi- 
tion to  the  40,800  pounds  at  the  stringer  ends,  to  the  suspen- 
sion plates,  or,  40,800  +  150  x  8.5  =  42,100  lbs.  As  these 
end  stiffeners  do  not  in  this  instance  sustain  this  entire  weight 
at  any  section,  the  latter  cannot  be  analytically  determined. 
They  should  be  heavy,  however,  and  will  be  taken  as  5  x  4 
36  lb.  angles. 
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The  number  of  rivets  required  between  the  end  stiffeners 
and  the  web  is  42,100  -^  3iOOO  =  14,  but  it  is  convenient  to 
take  15  as  shown. 

The  dimensions  of  the  suspension  plates  cannot  be  fixed 
until  the  diameter  of  the  pin  is  determined,  and  they  will  be 
found  in  a  later  Art. 

The  bill  of  material  for  the  floor-beam  with  its  weight  will 
now  be : 


I 

36 

X  1  Plate 

17  ft.  long 

17  X 

45 

= 

765 

2 

5 

X  4  36  lb.  angles 

t<       i«         u 

34  X 

12 

=: 

408 

I 

12 

X  -j^  cover  plate 

«     ((      t( 

17  X 

12.5 

= 

213 

2 

5 

X  4  55  lb.  angles 

u      it       ti 

34  X 

I8i 

= 

623 

4 

3 

X  1  filling  plates  2\    "     " 

9ix 

6i 

= 

58 

4 

3 

X  2\  16  lb.  stiffening  angles  3  ft. 

long  4     X 

16 

= 

64 

4 

5 

X  1  end 

plates  24" 

<t 

104  X 

8* 

= 

87 

4 

5 

X  4    36  lb.  angles 

3   " 

(t 

4     X 

36 

= 

144 

4 

3 

X  2\  16   "      " 
\  rivets    . 

I    " 

(( 

If   X 

16 

= 

21 
130 

Total  weight  of  beam    ....     2,513  lbs. 

The  weight  per  lineal  foot  is  then  2,513  -5-  17  =r  148 
pounds,  or  less  than  that  assumed,  as  it  should  be. 

In  the  cases  of  large  plate  girders  it  is  necessary  to  make 
splices  in  the  web  plate,  a  splice  plate  being  used  on  each 
side  of  the  web.  The  combined  thickness  of  these  splice 
plates  should  be  at  least  50  per  cent,  in  excess  of  that  of  the 
plates  spliced.  The  number  of  rivets  on  each  side  of  the  joint 
should  be  such  that  the  total  bearing  resistance  in  the  web,  or 
the  total  shearing  resistance  of  the  rivets,  shall  at  least  equal 
the  greatest  possible  transverse  shear  at  the  joint  considered. 
At  least  two  rows  of  rivets  should  be  found  on  either  side  of 
the  joint. 

It  is  sometimes  customary,  if  web  plates  have  no  splices,  to 
take  one-sixth  of  the  web  section  as  acting  in  either  flange. 
If  no  rivet  holes  were  punched  for  the  stiffeners,  this  method 
would  be  allowable.    But  such  rivet  holes  frequently  take  out 
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considerable  metal,  and  as  the  tension  side  of  the  plate  only 
is  affected,  one-sixth  of  the  remaining  metal  ceases  to  be  a 
proper  proportion.  On  the  whole,  therefore,  it  is  better  to 
neglect  the  bending  resistance  of  the  web,  and  allow  it  to 
balance,  so  far  as  it  may,  the  effect  of  the  rivet  holes  being 
out  of  the  centre  of  gravity  of  the  flange  angles. 

That  depth  of  plate  girder  which  will  give  the  least  weight 
depends  entirely  upon  the  manner  and  amount  of  the  load- 
ing. With  very  heavy  concentrated  loads,  it  may  be  half 
the  span ;  on  the  other  hand,  with  very  light  loads  it  may  be 
less  than  one-twentieth  of  the  span.  As  all  bending  moments 
may  be  supposed  to  be  caused  by  some  uniform  load,  either 
fictitious  or  real,  the  following  analytical  discussion  may  be 
of  some  value  as  well  as  interest : 

Economic  Depth  of  Plate  Girders  with  Uniform  Flanges. 

If  a  plate  girder  carries  a  uniform  load,  and  is  designed 
with  flanges  of  uniform  cross  sectional  area,  the  depth  which 
will  give  the  least  weight  of  girder  may  easily  be  obtained. 

Let    /  =  span  in  feet. 

*'  rf  =  depth  "     " 

"  /  =  web  thickness  in  inches. 

"  /  =  allowed  working  stress  in  lbs.  per  sq.  in.  for  the  flanges. 

"  /=       •'            "            *'        "             "        end  stiffeners. 

**  a  =  sectional  area  of  each  intermediate  stiffener  in  sq.  ft. 

"  «  =  number  of  stiffeners  (intermediate). 

"  w  =  total  load  per  lin.  ft.  of  girder  (in  pounds). 

The  flange  stress  at  centre  will  then  be : 

The  volume  of  the  web  plate  in  c  u.  ft.  will  be : 

ldt_ 

12* 
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If  one-sixth  of  the  latter  is  taken  to  be  concentrated  in  the 
flange,  the  volume  of  the  two  flanges  in  c.  u.  ft.  will  be : 

2FI  _^  i^_    w^        Idt 


144/         6  12      S7^rf      36' 
The  volume  of  the  end  stiffeners  will  be : 

wld  . 
144/'   . 

and  that  of  the  intermediate  stiffeners : 

nod. 

The  volume  of  the  entire  girder  will  then  take  the  value: 

By  taking  the  first  derivative ; 

dV  _         wl*         It         wl 
d{d)  ~       S7(^d»  ■*"  18  "^  144/  +  ***  -  °- 

Solving  f or  J* : 


It       _wt_ 
8"^  144/ 


576/  {J-^   +    T7T-3  +  »a  , 


wl 


11)1 


<6). 


If  one-sixth  of  the  web  is  not  concentrated  in  each  flange, 
\2lt  will  take  the  place  of  Zlt  in  Eq.  (6). 

If  all  stiffeners,  both  end  and  intermediate,  are  omitted, 
Eq.  (6)  will  take  form : 

'  w  ,  . 

(7). 


'-W-^ 


2pt 

In  reality  /  is  seldom  or  never  exactly  the  same  for  both 
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flanges,  since  it  is  the  working  stress  in  reference  to  the  gross 
section.  It  will  be  sufficiently  near,  however,  for  all  usual 
purposes  to  make  it  a  mean  of  the  two  actual  working  stresses 
for  the  gross  sections. 

It  should  be  borne  in  mind  that  local  circumstances  fre- 
quently compel  a  different  depth  from  that  given  by  Eq.  (6), 
It  will  also  be  found  that  a  considerable  variation  from  that 
depth  will  cause  a  comparatively  small  variation  in  weight. 
Again,  the  difficulties  of  handling  a  deep  girder,  and  the  shop 
cost  per  pounds  may,  and  usually  does,  make  the  economic 
depth  a  little  less  than  that  found  by  the  aid  of  Eq,  (6). 

Art.  73.— Bye-Bars  or  XJnka. 

An  "eye-bar"  or  "link"  is  a  tension  member  of  a  pin- 
connection  bridge,  fitted  at  each  end  with  an  eye  for  the  in- 
sertion of  a  pin.  Two  views  of  an  eye-bar  are  shown  in  Fig. 
5,  PI.  XII.;  A  is  the  body  of  the  bar,  D  the  neck,  and  Cthe 
eye.  The  head  of  an  eye-bar  is  the  enlarged  portion  in  which 
the  pin-hole  is  made.  The'  eye-bar  is  one  of  the  most  im- 
portant members  of  a  pin-connection  bridge,  and  the  deter- 
mination of  the  relative  dimensions  of  the  head  has  been  the 
subject  of  much  experimenting.  A  mathematical  investiga- 
tion, however,  with  the  same  object  in  view  is  a  matter  of 
considerable  complexity,  although  an  approximate  solution 
of  the  problem  may  be  obtained,  and  its  agreement  with  the 
results  of  experiment  is  quite  close. 

Before  taking  a  general  view  of  the  stresses  which  may 
arise  in  an  eye-bar  head,  it  must  be  premised  that  a  diflference 
of  Vrr"  to  ^V"  between  the  diameter  of  the  pin  and  that  of 
the  pin-hole  is  considered  exceedingly  good  practice.  Before 
the  eye-bar  is  strained,  therefore,  there  is  a  line  of  contact 
only  between  the  pin  and  eye-bar  head,  but  on  account  of 
the  elasticity  of  the  material,  this  line  changes  to  a  surface 
when  the  bar  is  under  stress,  and  increases  with  the  degree  of 
stress  to  which  the  bar  is  subjected.  This  line  and  surface  of 
contact  is,  of  course,  in  the  vicinity  of  K^  Fig.  3,  PI.  XII.,  ue.y 
on  that  side  of  the  pin  toward  the  nearest  end  of  the  bar. 
The  consequence  of  this  is  that,  when  the  bar  is  strained,  the 
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portion  about  KAy  Fig.  12,  is  subjected  to  direct  compression 
and  extension ;  that  about  BL,  DHy  and  FM  to  direct  ten- 
sion and  bending,  while  in  the  vicinity  of  CW^(also  CQ)  there 
is  a  point  of  contra-flexure,  and  the  stress  in  the  direction  of 
the  circumference  changes  from  compression  to  tension  as  H 
is  approached  from  K. 

It  should  have  been  said  before  that  if  w  represents  the 
width  of  an  eye-bar,  as  shown,  then  its  thickness,  /,  is  gener- 
ally  included  between  the  limits  \w  and  \w.  These  limits 
of  the  relative  values  of  the  quantities  are  seldom  exceeded. 

Fig.  2,  PI.  XII.,  represents  a  method  of  laying  down  an 
eye-bar  head  which  has  been  determined  by  a  very  extensive 
system  of  experiments  given  by  a  member  of  the  British  In- 
stitution of  Civil  Engineers,  and  one  that  has  stood  the  test 
of  long  American  experience  ;  in  short,  there  is  probably  no 
better  method  known.  Let  r  represent  the  radius  of  the  pin- 
hole, and  w  the  width  of  the  bar. 

Then  take  EN=  o.66w.  The  curve  DRBK  is  a  semicircle 
with  a  radius  equal  to  r  +  o.66ze/,  with  a  centre,  Ay  so  taken 
on  the  centre  line  of  the  bar  that  QB  =  o.S/ze/.  GF  is  a  por- 
tion of  the  same  curve,  with  -^' as  the  centre  (-^'C=  ^46) ; 
GH  is  any  curve  with  a  long  radius  joining  C/^  gradually  with 
the  body  of  the  bar.  HG  should  be  very  gradual  in  order 
that  there  may  be  a  large  amount  of  metal  in  the  vicinity  of 
CG.  for  there  the  metal  is  subjected  to  flexure  as  well  as 
direct  tension.  FD  is  a  straight  line  parallel  to  the  centre 
line  of  the  bar. 

Fig.  3  shows  another  method  founded  on  the  results  of  a 
mathematical  investigation.  Take  r  and  w  as  before.  Then 
BC^AC=r-\-  0.877c;,  DH-  \w  =  o.66ze;,  ED  =  EF^  2r  + 
w.  DF  is  described  with  ED  until  DCF—  45°,  BAB  is  de- 
scribed with  BC  until  BCA  =  35^  BN  is  drawn  from  Z.  as  a 
centre  located  in  such  a  position  as  to  cause  that  arc  to  be  at 
the  same  time  tangent  to  /^iVand  AB.  DN  is  a  straight  line 
drawn  parallel  to  the  axis  of  the  bar.  PF  is  any  easy  curve 
which  will  appear  the  best.  The  dotted  lines  in  both  Fig.  2 
and  Fig.  3  show  the  slope  that  should  be  given  in  order  to 
clear  a  die. 
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The  outline  of  the  head  is  now  usually  formed  of  a  portion 
of  the  circumference  of  a  circle  whose  centre  is  the  centre  of 
the  pin-hole.  In  such  a  case  no  dimension  of  the  head  should 
be  less  than  the  corresponding  one  determined  by  either  of 
the  methods  just  given. 

Fig.  4  shows  the  head  thickened  in  such  a  manner  that  the 
mean  maximum  intensity  of  pressure  between  pin  and  pin- 
hole shall  not  exceed  a  given  amount,  /•  Let  7"  represent 
the  maximum  intensity  of  tension  in  the  body  of  the  bar; 
then,  as  has  been  shown  in  discussing  the  pressure  against 
the  bodies  of  rivets : 

wtT=2rpf  .'.t'  =  '^. 
^  2rp 

Art.  74. — Size  of  Pins. 

The  exact  analytical  determination  of  the  pin  diameter  in 
any  particular  case  is,  like  many  other  matters,  involving  the 
elasticity  of  materials,  an  impossibility,  although  the  problem 
in  its  simplest  form  was  subject  to  a  very  able  mathematical 
investigation  by  Charles  Bender,  C.  E.,  in  Van  NostrancTs 
Magazine  for  October,  1873.  ^^^  ^^  ^wo  reasonable  assump- 
tions, which,  in  a  great  majority  of  cases,  must  be  very  nearly 
accurate,  give  the  problem  a  very  simple  character.  The  first 
of  these  assumptions  is  that  the  pressure  applied  to  any  pin  has 
its  centre  at  the  centre  of  the  surface  of  contact.  Fig  3  of  PL 
XL  represents  the  half  of  a  pin-connected  joint,  LL  being  the 
centre  line,  and  by  this  assumption  the  centre  of  pressure  be- 
tween each  of  the  eye-bars  A,  B,  C,  A  eta,  and  post  bearing 
Py  and  the  pin  is  located  half-way  between  the  faces  of  those 
members  normal  to  the  axis  of  the  pin. 

If,  however,  a  pin  is  held  by  a  compression  member,  such 
as  an  upper  chord  or  post,  then  the  centre  of  pressure  in  that 
member  may  be  taken  as  the  centre  of  such  a  surface  as  will 
reduce  the  bearing  intensity  to  its  maximum  limit. 

It  is  to  be  premised  that  the  general  considerations  touch- 
ing the  distribution  of  pressure  between  rivets  and  plates 
given  in  Art.  70  hold  equally  true  for  pins.     The  greatest  al- 
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lowable  bearing  intensity  between  pins  and  eye-bars  of 
wrought  iron  ranges  from  10,000  to  12,500  pounds  per  square 
inch  of  the  surface  found  by  multiplying  the  diameter  of  pin 
by  thickness  of  bar.  The  latter  product  is  always  considered 
the  bearing  surface. 

If  two  bars  only,  such  as  A  and  D,  act  on  each  end  of  a 
pin  it  is  clear  that  the  centre  line  of  the  latter  will  be  convex 
toward  D.  The  result  will  be  a  movement  of  the  centres  of 
pressure  of  those  bars  toward  each  other ;  so  that  the  lower 
arm  of  A  will  be  less  than  half  the  thickness  of  that  member 
plus  half  that  of  B,  The  second  assumption  given  above 
seems  thus  very  reasonable,  and  may  be  extended  to  the  case 
of  a  pair  of  eye-bars,  only,  at  the  end  of  a  pin.  When,  on 
the  other  hand,  a  number  of  eye-bars  of  various  sizes  take 
hold  of  a  pin,  particularly  if  the  bending  moments  have  dif- 
ferent directions  at  different  sections  of  the  pin,  the  axis  of 
the  latter  may  be  essentially  straight  and  the  centres  of  press- 
ure should  be  taken  according  to  the  first  assumption.  This 
is,  in  reality,  the  best  practice  in  all  cases,  for  if  the  centre  of 
pressure  departs  from  the  axis  of  the  bar,  the  latter  will  be 
subjected  to  a  bending  moment  equal  to  the  tension  in  the 
bar  multiplied  by  the  distance  of  the  centre  of  pressure  from 
its  axis.  Hence  the  necessity  of  so  fixing  the  diameter  of 
pin  that  it  shall  be  as  stiff  as  possible. 

In  Fig.  3  of  PI.  XL,  let  a  be  the  distance  between  the 
centres  of  eye-bars  A  and  D ;  a\  that  between  D  and  B  ;  a'* 
that  between  B  and  E,  etc,,  etc.  These  distances  «,  a',  a!\ 
etc.,  should  always  be  taken  as  the  thickness  of  the  head  plus 
one-eighth  of  an  inch ;  the  latter  amount  representing  about 
the  proper  clearance  in  the  best  work. 

Then  let  7^,  7^,  7"^,  etc.,  represent  the  total  tensions  in  the 
bars  Ay  -D,  B,  etc.  The  bending  moments  about  the  centres 
of  those  bars  will  then  be : 


About  centre  of  D, . 

..aTa 

«         ((       ti  g 

..{a-\-a')  Ta-  T^'. 

U                 «             11     ^ 

,Xa-\-a'  ^a")  7;+  7^*"- 

-7i(a'+a"), 

Etc..    etc.,    etc. 

etc.,            etc. 
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The  rod  i?  is  a  counter  and  does  not  usually  act  when  the 
pin  receives  its  greatest  bending. 

The  preceding  moments  are  all  similarly  formed  and  are 
about  vertical  axes  until  the  centre  of  the  post  bearing,  P^  is 
reached.  The  tension  T  of  the  main  tension  brace  T  pro- 
duces a  moment  about  an  axis  normal  to  its  own.  Let  it  be 
supposed  that  the  resultant  moment  of  all  the  chord  members 
A^  B^  C^  D  and  E  about  the  centre  of  P  is  right-handed  look- 
ing vertically  down,  as  shown  by  M'  in  Fig.  i. 

Let  M  represent  that  moment  by  any  con- 
venient scale.  The  moment  of  T  by  a*,  or  7a*, 
will  be  right-handed  looking  upward;  and  let 
J/y  represent  that  moment  by  the  same  scale 
as  before.  The  latter  line  is  drawn  normal  to 
the  axis  of  the  member  T,  The  line  M  will 
now  represent  by  the  same  scale  the  moment 
to  which  the  pin  is  subjected  at  the  centre  of 
P,  and  its  direction  is  that  of  the  axis  of  the 
moment.  ^'°-  '• 

The  greatest  pin  bending  in  the  lower  chord  will  usually 
take  place  with  the  greatest  chord  stresses,  but  the  upper 
chord  pins  will  receive  their  greatest  moments  by  the  great- 
est web  stresses. 

When  a  number  of  bars  are  coupled  to  the  pin  in  such  a 
joint  as  that  shown  in  Fig.  3  of  PI.  XL,  it  is  usually  necessary 
to  test  a  number  of  sections  in  order  to  find  the  greatest  mo- 
ment ;  unless  the  bars  are  very  nearly  of  the  same  size  and 
placed  alternately  as  shown  when  the  greatest  moment  will 
be  found  at  the  centre  of  the  pin. 

It  is  frequently  advisable,  however,  to  employ  different 
sized  bars  in  order  to  reduce  the  bending  moments ;  a  small 
bar  being  placed  at  the  end  of  the  pin. 

The  same  reduction  of  bending  moments  is  brought  about 
even  more  effectually  by  the  arrangement  of  lower  chord  bars 
shown  in  Fig.  2. 

In  that  figure  it  will  be  observed  that  the  lower  chord  eye^ 
bars  are  so  grouped  on  any  one  pin,  that  the  stresses  in  them-' 
for   each  half  of  the  piji^  form  couples  which  have  opposite 
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signs  and,  thus,  to  a  great  extent,  or  wholly,  neutralize  each 
other. 

By  varying  the  sizes  or  thicknesses  of  the  bars  and  by  re- 
sorting to  the  method  of  grouping  shown  in  Fig.  2  (which 


Fia  a. 

represents  a  portion  of  an  actual  lower  chord)  the  bending 
moments  in  lower  chord  pins  may  easily  be  reduced  to  any 
desired  extent  in  any  case  whatever. 

It  is  evident  that  the  resultant  moment  shown  in  Fig.  i 
could  be  obtained  by  resolving  the  stress  T  into  its  vertical 
and  horizontal  components  and  combining  their  moments  with 
those  of  the  lower  chord  stresses,  making  the  components 
of  M  vertical  and  horizontal  instead  of  vertical  and  inclined. 

The  bending  of  pins  is  very  much  increased  by  thickened 
eye-bar  heads,  since  the  thickening  increases  the  lever  arm  of 
the  tensile  stress  in  the  eye-bar.  The  thickened  eye  is  a  most 
excellent  thing  for  the  bar,  but  necessitates  an  increased 
diameter  of  pin. 

The  preceding  operations  illustrate  the  general  method  of 
finding  the  bending  moment  to  which  a  pin  is  subjected  in  all 
cases;  the  component  moments  are  determined  from  the 
stresses  in  the  individual  truss  members,  and  the  resultant  is 
then  found  by  the  moment  triangle  or  polygon.  The  pin 
diameter  is  then  readily  found  in  the  following  manner. 

If  Mis  the  external  bending  moment,  /the  moment  of  in- 
ertia of  the  normal  section  of  the  pin  about  its  diameter  D 
and  K  the  intensity  of  stress  in  the  fibres  most  remote  from 
Dy  then   it   is  known   from  the   theory  of  flexure,  since  / 

7tl> 


64 


,  that 


M^^ 


Kniy 


32 


\/M 

D  =  2.2y    -^       • 


(1). 
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If  AT  is  known,  Eq.  (i)  gives  D  at  once  after  J^  is  found  by 
the  general  method  exemplified  by  Fig.  i,  or  in  any  other 
manner. 

For  wrought-iron  pins  in  the  trusses  of  railway  bridges,  K 
is  usually  taken  at  15,000  pounds.  This  value  in  Eq.  (i)  gives 
for  wrought-iron  pins : 

D  =  0.089  \/W. (2). 

* 
For  steel  pins,  under  similar  conditions,  A!' may  be  taken  at 
20,000  pounds,  for  which  : 

Z?  =  0.081  Vj7 (3). 

There  are  numerous  tables  showing  the  bending  moments 
of  pins  of  all  usual  diameters  with  given  values  of  AT,  so  that 
in  practice  the  computations  expressed  in  Eqs.  (i),  (2)  and 
(3)  are  seldom  necessary.  The  value  of  M  is  determined  for 
any  particular  case,  after  which,  by  the  simple  inspection  of 
a  table,  the  proper  diameter  may  be  chosen. 

It  is  seen  by  Eq.  (i)  that  the  diameter  of  a  pin  varies  di- 
rectly as  the  cube  root  of  M  and  inversely  as  the  cube  root 
of  AT. 

It  may  sometimes  happen  that  Mr*  in  Fig.  i,  is  so  small 
that  it  may  be  neglected ;  in  which  case  J/=  M\ 

No  pin  should  possess  a  diameter  less  than  eight-tenths  the 
width  of  the  widest  bar  coupled  to  it. 

When  bending  and  bearing  are  properly  provided  for,  a  safe 
shearing  resistance  will  be  amply  secured.  If  the  apparent 
moment  in  the  pin  is  sufficient  to  cause  failure  by  flexure,  it 
does  ;iot,  by  any  means,  follow  that  failure  will  actually  take 
place ;  for  the  distortion  of  the  pin  beyond  the  elastic  limit 
will  relieve  the  outside  eye-bars  of  a  larger  portion  (in  some 
cases  perhaps  all)  of  the  stress  in  them.  This  result  will  pro- 
duce a  redistribution  of  stress  in  the  eye-bars,  by  which  some 
will  be  understrained  and  the  others  correspondingly  over- 
strained. Thus,  although  the  pin  may  not  wholly  fail,  the 
safety  of  the  joint  will  be  sacrificed  by  the  overstrained  metal 
in  the  eye-bars. 
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Art  76. — Oamber. 

Camber  is  the  curve  given  to  the  chords  of  a  bridge,  caus- 
ing the  centre  to  be  higher  than  the  ends,  or  rather  it  is  the 
amount  of  rise  of  the  centre  above  the  ends.  It  is  given  to  a 
truss  so  that  the  chords  may  not  fall  below  a  horizontal  line 
when  the  load  is  applied.  Fig.  8,  PI.  XII.,  represents  a  truss 
with  exaggerated  camber.  The  actual  amount  varies  from 
•y^th  to  iVmrth  of  the  span. 

Camber  may  be  given  to  a  truss  either  by  lengthening  the 
upper  chord  or  shortening  the  lower  one ;  the  latter  method 
is  preferable  because  the  upper  chord  is  sometimes  not  hori- 
zontal, and  different  panel  lengths  would  have  to  be  shortened 
by  different  amounts. 

On  account  of  the  unavoidable  play  at  the  joints  of  all 
work,  the  shortening  of  the  lower  chord,  or  lengthening  of 
the  upper,  must  be  increased  by  about  ^d  of  an  inch  per 
panel  in  order  to  secure  the  desired  camber. 

The  lower  chord  shortening  is  made  uniformly  throughout 
its  length ;  that  is,  each  panel  lengfth  is  shortened  by  a  con- 
stant quantity.  The  true  chords  will,  therefore,  become  arcs 
of  circles  of  very  large  radii,  and  vertical  posts  will  become 
radial. 

By  means  of  the  equation  of  the  circle,  y  =  2Rx  —  j^^  R 
being  the  radius,  the  amount  of  shortening  or  lengthening  of 
chord  to  produce  a  given  camber  may  be  determined  if  the 
play  at  the  joints  be  omitted.  In  the  equation  above,  y  rep- 
resents the  half  span  and  x  the  camber  desired,  hence  the 
radius 

2X 

This  is  the  radius  of  the  lower  chord  when  cambered. 
Generally  it  will  be  near  enough  to  put  i?  =  ^ 

The  angular  length  of  the  lower  chord  will  be 


cr  =  2  stn'^  4r  =  2  StfT^ 


R  "*  /  H-;r*' 
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and  the  length  in  feet : 

The  length  of  the  upper  chord  will  then  be : 

l'^{R+  d)a. 
The  difference  in  length  of  chords  will  be : 
Z>  =  /^  -  /  =  rfa. 

This  is  the  amount  by  which  the  lower  chord  is  to  be 
shortened,  or  the  upper  lengthened,  in  order  to  produce  the 
required  camber,  if  no  play  or  strains  exist. 

Since  x  is  very  small  compared  with  y  : 

If  the  span  is  li : 

a  =  -7-;  and,Z>  =  -y-. 

If  r  is  such  a  ratio  that  d  =  rl^  : 

D  =  %rx. 

On  account  of  the  play  at  the  joints,  x  should  be  taken  a 
little  larger  than  the  camber  desired. 

Frequently  r  is  about  one-eighth,  and  for  such  a  value : 

or,  neglecting  the  play  at  the  joints,  the  difference  in  lengths 
of  the  chords  should  equal  the  camber. 

If  the  chords  are  to  be  horizontal  under  the  greatest  loads, 
while  T  and  C  represent  the  supposed  uniform  intensities 
of  tension  and  compression  in  the  lower  and  upper  chords 
respectively,  E  and  E'  representing  the  coefficients  of  elas- 
ticity ; 

T         C 
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This  formula  can  only  be  approximate,  for  the  chords  are 
never  exactly  uniformly  stressed,  and  the  coefficient  of  elas- 
ticity is  probably  never  the  same  throughout  either  chord. 

Since  rf,  the  depth  of  truss,  does  not  vary,  these  formulae 
apply  only  to  trusses  of  uniform  depth. 

A  "  through  *'  truss  has  been  supposed,  but  the  same  for- 
mulae  exactly  apply  to  a  deck  bridge. 

It  is  to  be  borne  in  mind  that  one-half  the  horizontal  dis- 
tance between  the  centres  of  end  pins  is  to  be  taken  iox  y  in 
determining  R.  If  this  distnnce  is  assumed  in  designing  the 
truss,  then  the  panel  length  is  to  be  found  by  dividing  /  or  /' 
by  the  number  of  panels. 

If  the  panel  length  is  first  assumed,  and  the  camber  pro- 
duced by  shortening  or  lengthening  //,  then  this  horizontal 
distance  is  essentially  equal  to  the  assumed  chord  length 
diminished  or  increased  by  Z>  =  da. 

In  order  to  hold  the  camber  in  a  truss,  the  diagonals  must 
be  shortened,  as  shown  in  Fig.  9,  PI.  XII.  The  diagonal 
which  was  bd  before  cambering,  becomes  ed  afterward,  ad 
and  be  are  supposed  to  be  panels  in  the  upper  and  lower 
chords  respectively  before  putting  in  the  camber ;  afterward 
be  becomes  efy  while  ad  remains  the  same ;  the  lower  chord  is 
supposed  to  be  shortened.  Let  x  be  the  amount  of  shorten* 
ing  of  each  panel  of  the  lower  chord  =  2be  =  2/e ;  d,  the 
depth  of  the  truss ;  and/  the  original  panel  length  equal  to 
ad.    Then 


ed  =  ^dc"  Vec"  ^k/  d}^-  {p-  ^. 

If  the  camber  is  produced  by  lengthening  the  upper  chord, 
then  efv&  the  original  panel  length,  and  o^the  new  one,  and 


ed^  V^  Ve^  =  a/ d^  +  (/>  +  j)! 
In  a  triangular  truss  the  diagonal  ge  Fig.  10,  is  changed  to 


gf^^/d^^\{p-xf. 
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If  the  upper  chord  is  lengthened,  eg  is  the  diagonal  desired, 
and^  the  original  panel  length/.     Hence, 

.     cg^Vd^  +  i,{p  +  x)\ 

Each  diagonal  is  to  be  shortened  to  the  length  ed. 

In  a  draw-bridge  each  arm,  in  giving  the  camber,  can  be 
considered  one  span,  but  the  whole  amount  of  shortening  in 
the  lower  chord  of  one  arm  must  also  be  taken  out  of  the  up- 
per chord  at  the  centre.  If  this  is  not  done,  the  ends  will  sink 
below  their  original  positions. 

Art.  70.— Boonomlo  Depth  of  TnuBM  with  Parallel  Chorda. 

The  so-called  economic  depth  of  truss  for  a  given  span,  is 
that  depth  which  involves  the  least  material  or  weight  of 
m£tal  in  the  bridge.  This  depth  depends  upon  the  intensity 
of  moving  load  for  each  truss,  the  lengfth  of  panel,  the  great- 
est allowable  stresses,  etc.,  etc.  Various  mathematical  inves- 
tigations have  been  made  with  a  view  to  the  determination 
of  this  depth  of  truss  in  terms  of  the  length  of  span.  But 
on  account  of  the  exceedingly  intricate  character  of  the 
problem,  any  feasible  analysis  must  be  based  upon  assump- 
tions which  simplify  the  analytical  operations,^  but  render  the 
results  only  approximately  true.  These  investigations,  how- 
ever, and  the  experience  of  American  engineers,  show  that  a 
depth  varying  from  one-fifth  to  one-seventh  the  length  of 
span  will  give  the  least  weight  of  truss ;  the  former  for  very 
heavy  loads,  as  in  two  truss  double  track  bridges,  and  the 
latter  for  light  loads. 

When  the  span  becomes  very  ^ng,  i.  ^.,  400  to  500  feet, 
the  depth  of  truss  increases  to  an  unusual  height,  and  the 
cost  of  erection  is  correspondingly  large.  The  depth  is  then 
frequently  taken  not  larger  than  one-eighth  the  span,  or  even 
less. 

Again,  local  conditions,  such  as  the  necessarily  uniform 
depth  (for  the  sake  of  appearance)  of  adjacent  spans  of  vary- 
ing length,  sufficient  depth  of  short  spans  for  over-head  brac- 
ing (very  necessary  for  lateral  stability),  etc.,  in  the  majority 

23 
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of  cases  exclude  the  use  of  the  economic  depth,  even  if  it 
were  exactly  known. 

It  is  to  be  borne  in  mind,  also,  that  the  h'ghtest  truss  is  not 
necessarily  the  cheapest.  That  bridge  is  the  most  economi- 
cal which  can  be  made  ready  for  traffic  for  the  least  money. 

Facility  in  working  up  details,  and  the  least  possible  amount 
of  time  in  the  shop,  are  very  important  elements,  indeed,  in 
every  design. 

In  fact,  the  lightest  weight  does  not  make  the  most  econom- 
ical bridge,  for  the  reason  that  the  shop  cost  per  pound  is 
greater  than  with  a  somewhat  increased  weight  of  metal. 
When  it  is  borne  in  mind  that  a  considerable  variation  may 
be  made  from  the  depth  of  least  weight,  without  affecting 
that  weight  to  any  considerable  extent  (as  actual  computa- 
tions show  to  be  the  case),  it  is  easy  to  understand  that  the 
truly  economic  depth  is  materially  less  than  that  which  gives 
precisely  the  least  weight  of  material. 

Long  panels  are  an  economic  feature  of  any  bridge  possess- 
ing a  system  of  floor-beams  and  stringers,  as  well  as  condu- 
cive to  other  points  of  merit.  The  resulting  concentration  of 
metal  not  only  leads  to  less  weight  and  rate  of  cost  in  the 
shop,  but  enhances,  also,  the  stiffness  and  stability  of  the  in- 
dividual members. 

For  economy  in  weight,  long  panels  require  a  greater  depth 
than  shorter  panels. 

This  much  may  be  said  in  regard  to  continuous  trusses: 
On  account  of  the  existence  of  the  points  of  contraflexure, 
they  require  considerably  less  depth  than  trusses  that  are 
not  continuous,  used  on  the  same  points  of  support.  The 
depth  of  the  latter,  there^re,  is  a  limit  which  should  never 
be  reached  by  the  depth  of  the  former. 

Art  77.— Fixed  and  Moving  ZiOftdf. 

Both  fixed  and  moving  loads  depend  upon  the  local  cir- 
cumstances of  each  case,  and  the  former  very  much  upon  the 
character  of  the  design.  A  depth  from  one-fifth  to  one- 
seventh  the  span  will  give  a  very  light  fixed  weight,  but  a 
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depth  of  one-twelfth  the  span  will  involve  a  considerable  in- 
crease of  weighty  while  the  moving  load  remains  the  same. 

The  weight  of  a  single-track  railway  floor,  for  the  present 
(1885)  existing  moving  loads,  may  be  taken  at  about  400 
pounds  per  foot. 

The  moving  load,  also,  depends  upon  the  length  of  span. 
If  the  span  is  very  great,  the  probability  of  the  whole  bridge 
being  covered  with  an  excessively  heavy  moving  load  is  very 
slight,  if  any  exists  at  alL  If  the  span  is  short,  one  or  two 
locomotives  may  cover  the  whole  bridge,  thus  causing  the 
moving  load,  per  foot,  to  be  very  great  for  the  whole  span. 

Thus  it  is  seen  that  the  moving  load,  per  foot,  may  decrease 
as  the  span  increases. 

The  whole  matter  of  moving  loads  for  both  highway  and 
railway  bridges  is  well  illustrated  by -the  following  tables, 
taken  from  "  A  Bill  to  secure  greater  Safety  for  Public  Travel 
over  Bridges,"  introduced  in  the  Sixty-second  General  As- 
sembly of  the  State  of  Ohio,  shortly  after  the  Ashtabula 
disaster : 

For  City  and  Suburban  Highway  Bridges. 

S^n  in  /(Mi.  Moving  load  per  oquaro  /ooi, 

o    to      30 1 10  pounds. 

30        "         50 100  " 

SO  "      75 90  " 

75  "    100 80  " 

100  "    200 75  " 

200  "    400 65  " 

All  other  Highway  Bridges. 

^mm  in  foot.  Moving  lottdptr  *gnmro  fMi. 

o  to   30 100  pounds. 

30   "    50 90    " 

SO  **   75 80  " 

75  "  100 75  " 

100  "  200 60  ** 

200  "  400  50  " 
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Railway  Bridges. 

S/am  infnt,  /Mi  oftadk  trmck. 

o      to     7i 9,000  pounds. 

7i     "    10  7,500  " 

10      "     I2j^ 6,700  " 

12J     "     IS   6,000  " 

15      "    20  5,000  " 

20      "    30 4,300  " 

30      "    40 3»7oo  " 

40      "    50 3»300  " 

50      "    75  3>200  " 

75      "100  3,100  " 

100      "  150  3,000  " 

150      "  200  2,900  " 

200      "300 2,800  " 

300      "  400  2,700  *' 

400      "  500  2,500  " 

Floor-beams  and  stringers  are  really  bridges  of  short 
spans  equal  to  their  lengths,  consequently  they  must  be 
designed  for  the  heavy  loads  belonging  to  those  short 
spans.     Fig.    i  shows  the   locomotive   weight  specified  by 


li    I  £  S  i 


jf  ar>'»4YijriV*[r 


-4tftf- 


Fia  z, 


Mr.  Theodore  Cooper,  C.E.,  in  his  "  General  Specifica- 
tions for  Iron  Bridges  and  Viaducts/*  while  Fig.  2  shows 
the  heavy  passenger  locomotive  used  by  Mr.  Jas.  M.  Wil- 
son, C.E.,  in  his  standard  specifications  for  the  Pennsyl- 
vania R.  R. 
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These  represent  the  heaviest  engines  of  their  type  now  in 
use.  There  is,  however,  a  heavy  decapod  engine  shown  by 
Fig.  3f  beginning  to  make  its  appearance. 


t 

t 

1           t 
§           § 

1 

1 

1 

^ 

1 

\\ 

^6c 

\hh\h 

JHM'- 

>-aV'* 

H— •V— ^--eV-* 

* — »V-4-«V*  K«VH^-«V«  ♦'i 

L- — -sr*-.-.... .! 

Fig.  2. 

The  moving  load  usually  specified  consists  of  two  of  any  of 
these  types  of  locomotives  followed  by  a  uniform  train  of 
3,ooo  pounds  per  lineal  foot.  Occasionally  the  locomotive 
concentrations  are  followed  by  those  of  the  train. 

Besides  the  preceding  heavy  moving  loads,  there  are  in- 
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t 


Fio.  3. 

numerable  lighter  ones  depending  upon  local  circumstances 
of  traffic. 

The  actual  concentrations  play  a  very  important  part  in 
bridge  computations.  The  old  method  of  a  uniform  load, 
even  with  an  engine  excess,  no  longer  fulfils  the  requirements 
of  the  best  engineering  practice,  particularly  in  the  treatment 
of  short  spans. 

This  is  well  illustrated  by  the  following  table  which  shows 
the  uniform  load  per  lineal  foot  which  will  produce  the  same 
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chord  stresses  at  the  centre  of  the  span  as  the  actual  concen- 
trations shown  in  Fig.  i. , 


Sfnin/Mt. 

£liav.u»i/i,rmltad 

Sitmmimfitt. 

BiuH>.un£/*rmbad 

imat./trtti$.yt. 

in  U$.  rtr  tin.  ,/il. 

55 

3.7SO 

25 

4,838 

50 

3,866 

20 

5,137 

45 

4,004 

15 

S.76O 

40 

4,242 

12 

6,000 

35 

4.336 

10 

5,766 

30 

4,572 

5 

9,600 

Above  55  feet  the  equivalent  uniform  load  per  lineal  foot 
will  slowly  decrease  until  it  reaches  a  value  of  about  3^200 
lbs.  for  -100  feet  and  over,  i.  e.^  supposing  the  moving  load  to 
consist  of  a  train  of  such  locomotives. 


Art  78.— Safety  Faoton  and  Working 

Although  the  subjects  of  safety  factors  and  working 
stresses  properly  belong  to  the  domain  of  the  resistance  of 
materials,  they  may  here  be  touched  upon  in  a  general 
manner. 

The  fixed  weight  of  a  long  span  bridge  is  much  greater, 
per  foot,  than  that  of  a  short  span.  Again,  it  has  been  seen 
in  the  preceding  article  that  the  moving  load  for  a  long  span 
is  much  less  than  that  for  a  short  span.  For  both  these  rea- 
sons, the  variations  of  stress  in  passing  from  a  loaded  to  an 
unloaded  condition  are  much  greater  in  the  material  of  a 
short  span  than  that  of  a  long  one.  Consequently,  the  mate- 
rial will  be  much  more  fatigued  in  a  short  span  than  in  a 
long  one. 

Although  the  subject  of  the  fatigue  of  metals  is  yet  in  an 
unsettled  state,  it  is  clearly  established  that  these  conditions 
of  stress  in  short  spans,  demand  a  larger  safety  factor,  or 
smaller  working  stress,  than  those  in  the  long  spans. 

Again,  in  any  bridge  or  truss  whatever,  carrying  a  moving 
load,  some  parts  are  subject  to  a  much  greater  variation  of 
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stress  in  the  process  of  first  being  subject  to,  and  then  relieved 
of,  loads  than  others. 

Counter-braces  may  not  be,  and  probably  are  not,  strained 
at  all  by  the  fixed  load ;  but  they  take  a  proper  working  stress 
under  the  action  of  the  moving  load. 

The  condition  of  loading  for  greatest  stress  in  any  main 
web  member,  except  those  at  the  ends,  is  a  partial  covering 
of  the  span.  But  the  fixed  load  is  distributed  over  the  whole 
span.  Hence  the  variation  of  stress  in  the  main  web  mem- 
bers will  be  greatest  at  the  middle  of  the  span,  and  least  at 
the  end.  At  the  centre,  however,  the  variation  is  much  less 
than  in  the  counter-braces. 

The  fatigue  of  the  material,  therefore,  requires  that  the 
greatest  safety  factors,  or  least  working  stresses^  be  found  in  the 
counter-braces;  and  that  the  working  stresses  in  the  main  web 
members  at  the  centre  be  greater  than  those  in  the  counter-braces^ 
but  less  than  those  in  the  main  web  members  at  the  ends  of  the 
truss. 

The  disposition  of  the  moving  load  for  the  greatest  chord 
stresses  is,  in  all  cases,  essentially  the  same  as  that  of  the  fixed 
load.  Hence  the  variation  of  stress  will  be  essentially  the 
same  throughout  the  chords,  and  the  safety  factor  or  working 
stress  may  be  uniform  throughout  each  chord;  the  safety 
factor  being  the  same  as  that  in  the  end  web  members  sus- 
taining the  same  kind  of  stress. 

If  a  structure  is  to  carry  a  fixed  load  only,  the  safety  factor 
may  be  three  for  wrought-iron  and  steel,  and  possibly  as  small 
for  good  qualities  of  cast-iron  and  timber.  As  a  rule,  how- 
ever, cast-iron  and  timber  require  a  larger  safety  factor  than 
wrought-iron  and  steeL  Local  circumstances  affect,  to  a 
great  extent,  working  stress.  If  the  risk  (respecting  life  and 
property)  attending  failure  is  small,  the  safety  factor  may  be 
small  also.  But  if  the  risk  is  great,  the  safety  factor  must  be 
correspondingly  great. 

In  the  truss  members  of  long  span  bridges  of  wrought-iron 
and  steel,  the  safety  factors  may  vary  from  three  and  a  half 
or  four  to  five ;  but  in  short  spans  of  the  same  material,  they 
should  vary  from  about  five  to  six  or  eight. 
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Good  cast-iron  should  be  found  with  safety  factors  varying 
from  six  to  ten,  while  those  for  timber  may  vary  from  eight 
to  twelve. 

It  is  not  to  be  supposed  from  these  lai^e  safety  factors  that 
the  determination  of  the  stresses  or  the  character  of  the  vari- 
ous materials  is  so  excessively  uncertain.  It  is  certainly  true 
that  there  is  some  inde termination  in  these  respects,  but  only 
a  little  in  comparison  with  that  connected  with  the  mode  of 
application  of  the  moving  load. 

With  a  perfect  condition  of  track,  a  rapidly  moving  train  is 
supposed  by  many  to  approximate  very  closely  to  a  suddenly 
applied  load,  although  it  is  quite  certain  that  it  does  not 
For  this  reason  some  engineers  have  doubled  the  moving 
loads,  in  making  their  calculations,  and  then  fixed  the  values 
of  the  safety  factors  as  if  all  loads  were  gradually  applied. 

But  no  track  is  in  perfect  condition,  and  all  rough  places, 
or  lack  of  continuity,  such  as  rail  joints  more  or  less  open, 
produce  shocks  which  cause  greater  stress  than  any  suddenly 
applied  loads.  The  amounts  of  these  last  stresses  are  inde- 
terminate, for  the  extent  of  their  causes  can  scarcely  be 
determined. 

Again,  Mr.  J.  W.  Cloud,  C.  E.,  at  the  Philadelphia  meeting 
of  the  American  Institute  of  Mining  Engineers,  February, 
1881,  pointed  out  the  existence  of  certain  unrecognized 
stresses ;  such  as  those  caused  by  the  vertical  component  of 
the  thrust  of  the  connecting-rod  of  a  locomotive,  which  alter- 
nates in  direction  twice  in  each  revolution  of  the  driving- 
wheels,  thus  producing  a  pulsating  effect,  as  well  as  those 
which  arise  from  the  lack  of  balance  of  the  driving-wheels  in 
a  vertical  direction. 

All  these  causes  produce  stresses  which  it  is  impossible  to 
measure,  and  the  safety  factor  must  cover  all  uncertainties. 

It  is  possible  that  a  more  highly  perfected  track  and  the 
production  of  more  nearly  uniform  material  in  connection 
with  an  extended  experience  may  justify  the  reduction  of 
safety  factors. 

The  following  "Table  of  Tubular  and  Truss  Bridges  for 
Single  and  Double  Track  Railways,  constructed  of  Iron  and 
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Steel  and  having  Spans  exceeding  300  feet,"  gives  the  work- 
ing stresses,  loads,  and  other  interesting  data  of  some  of  the 
principal  bridges  of  the  world.  It  is  taken  (with  the  excep- 
tion of  No.  18)  from  the  "  Proceedings  of  the  Institution  of 
Civil  Engineers "  of  Great  Britain,  VoL  LIV.  The  greater 
portion  of  It  is  there  given  in  connection  with  a  paper  by- 
Mr.  T.  C.  Clarke,  on  "  Long  Span  Bridges." 
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Art  79. — Qeneral  Observations. 

All  abutting  surfaces  in  bridges,  or  similar  structures, 
should  be  very  carefully  machine  finished. 

Where  pins  bear  against  portions  of  the  upper  chord,  as  at 
r,  rf,  and  e  of  Fig.  5,  PI.  III.,  the  amount  of  bearing  surface 
should  be  determined  as  for  rivets,  and  sufficient  area  given 
by  riveting  on  thickening  plates,  if  necessary.  A  thickening 
plate  is  shown  at  the  joints  of  the  same  figure.  The  num- 
ber of  rivets  for  the  thickening  plate  is  determined  by  the 
amount  of  pressure  allowed  on  each  one,  as  has  already  been 
shown. 

If  a  finished  piecie  is  to  fit  into  a  finished  cavity,  however 
well  the  work  may  be  done,  there  must  be  at  least  ^  inch 
"  play." 

One  end  of  a  truss  bridge,  unless  the  span  is  very  short, 
usually  rests  upon  "expansion"  rollers,  from  two  to  four 
inches  in  diameter.  An  approximate  formula  for  the  resist- 
ance of  such  rollers  is  given  in  the  Appendix. 
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CHAPTER  XL 

WIND  STRESSES  AND  BRACED  PIERS. 
Art.  80. — Wind  Trenaxn, 

In  a  paper  presented  to  the  American  Society  of  Civil 
Engineers  (Transactions,  Vol.  X.),  Mr.  C.  Schaler  Smith  gives 
some  very  valuable  information  in  regard  to  wind  pressure. 
The  highest  observed  pressure  which  has  come  within  his 
knowledge  is  93  pounds  per  square  foot.  This  pressure 
derailed  a  locomotive  at  East  St.  Louis,  Mo.,  in  1871.  In  his 
own  specification  he  says : — 

"  The  portal,  vertical,  an.d  horizontal  bracing  shall  be  pro- 
portioned for  a  wind  pressure  of  30  pounds  per  square  foot 
on  the  surface  of  a  train  averaging  10  square  feet  per  lineal 
foot,  and  on  twice  the  vertical  surface  of  one  truss." 

The  wind  pressure  on  a  train  is  a  moving  load,  and  should 
be  so  considered,  while  the  wind  pressure  on  the  trusses  is  a 
fixed  load. 

His  experiments  on  the  Rock  Island  draw-bridge  showed 
that  the  wind  pressure  against  the  two  trusses  was  over  1.8 
times  that  on  the  exposed  surface  of  one. 

Again,  quoting  from  his  paper : — 

"  The  Erie  specifications  are  as  follow : 

Fixed  load,  roadway  chord,  150  lbs.  per  lineal  foot. 

"      other  "       150    "      "       " 

Moving"      roadway     *'       300    "      "       "        " 
Iron  in  tension  at  15,000  pounds. 
"    '•  compression,  factor  4. 

"  The  Pittsbui^,  Cincinnati  and  St.  Louis  Railway  requires 

366 


Digitized  by  VjOOQIC 


IVIND  PJ^ESSURE.  367 

300  pounds  per  foot  for  the  train,  and  30  pounds  per  square 
foot  on  one  truss  only. 

"  For  the  bridge  over  the  Missouri,  at  Glasgow,  50  pounds 
per  square  foot  on  one  truss,  and  300  pounds  per  lineal  foot 
of  train  were  used. 

"  For  the  Eads  bridge,  at  St.  Louis,  50  pounds  per  square 
foot  on  the  structure  alone  was  the  specified  pressure. 

"  For  the  Kentucky  River  bridge  the  wind  pressure  was 
assumed  at  31^  pounds  per  square  foot  on  spans,  train,  and 
piers,  and  factor  4  was  used  in  proportioning  the  bracing. 

"  The  Portage  bridge.  New  York,  was  built  to  resist  30  pounds 
per  square  foot  on  structure  and  train,  and  50  pounds  per 
square  foot  on  the  structure  alone. 

**  The  520  feet  span  over  the  Ohio,  at  Cincinnati,  was  de- 
signed to  withstand  50  pounds  per  square  foot  on  structure 
alone,  or  30  pounds  per  square  foot  on  train  and  structure 
combined. 

"  A  fully  loaded  passenger  train,  and  the  heaviest  possible 
freight  train,  will  leave  the  track  at  the  respective  pressures  of 
31^  and  l6\  pounds  per  square  foot.'* 

Engineers  frequently  specify  30  pounds  per  square  foot  of 
trusses  and  train  combined,  or  50  pounds  per  square  foot  of 
trusses  alone. 

300  pounds  per  linear  foot  of  single  track  is  also  frequently 
used,  for  moving  wind  pressure  on  train. 

The  following  refers  to  the  single  track  bridge  at  Platts- 
mouth,  Neb.,  and  is  from  the  Railroad  Gazette^  17th  Dec, 
1880:  ''The  structure  is  also  designed  to  resist  a  lateral  wind 
pressure  of  500  pounds  per  lineal  foot  on  the  floor,  and  200 
pounds  per  lineal  foot  on  the  top  chord  of  the  through  spans 
and  the  bottom  chord  of  the  deck  spans ;  these  quantities  are 
about  equivalent  to  a  wind  pressure  of  30  pounds  per  square 
foot  on  the  bridge  when  covered  by  a  train,  and  to  50  pounds 
per  square  foot  on  the  empty  bridge." 

The  following  are  a  set  of  rules  recommended  for  English 
practice,  almost  exactly  in  the  words  of  the  report ; 
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Report  of  the  Committee  appointed  to  consider  the  Question 
of  Wind  Pressure  on  Railway  Structures^  by  the  Board  of 
Trade  of  London^  mcute  on  the  20th  May^  i88i. 

The  following  rules  were  recommended : 

(i).  For  railway  bridges  and  viaducts,  a  maximum  pressure 
of  56  pounds  per  square  foot  should  be  assumed  for  purposes 
of  calculation. 

(2).  That  when  the  bridge  or  viaduct  is  formed  of  close 
girders,  and  the  tops  of  such  girders  are  as  high  or  higher 
than  the  tops  of  passing  trains,  the  total  wind  pressure  upon 
such  bridge  or  viaduct  should  be  ascertained  by  applying  the 
full  pressure  of  56  pounds  per  square  foot  to  the  entire  verti- 
cal surface  of  one  main  girder  only.  But  if  the  top  of  a 
train  passing  over  the  bridge  is  higher  than  the  tops  of  the 
main  girders,  the  total  wind  pressure  upon  such  bridge  or 
viaduct  should  be  ascertained  by  applying  the  full  pressure 
of  56  pounds  per  square  foot  to  the  entire  vertical  surface, 
from  the  bottom  of  the  main  girders  to  the  top  of  the  train 
passing  over  the  bridge. 

(3).  That  when  the  bridge  is  of  the  lattice  form,  or  of 
open  construction,  the  wind  pressure  upon  the  outward  or 
windward  girder  should  be  ascertained  by  applying  the  full 
pressure  of  56  pounds  per  square  foot,  as  if  the  girder  were 
a  close  one,  from  the  level  of  rails  to  the  top  of  the  train 
passing  the  bridge  or  viaduct,  and  by  applying,  in  addition, 
the  full  pressure  of  56  pounds  per  square  foot  to  the  as- 
certained vertical  area  of  surface  of  the  iron  work  of  the 
same  girder,  situated  below  the  level  of  the  rails  or  above 
the  top  of  a  train  passing  over  such  bridge  or  viaduct.  The 
wind  pressure  upon  the-  inward  or  leeward  girder  or  girders 
should  be  ascertained  by  applying  a  pressure  per  square  foot 
to  the  ascertained  vertical  area  of  the  surface  of  the  iron 
work  of  one  girder  only,  situated  below  the  level  of  the  rails, 
or  above  the  top  of  a  train  passing  over  the  said  bridge  or 
viaduct,  according  to  the  following  scale : 

{a).  If  the  surface  area  of  the  open  spaces  does  not 
exceed  |  of  the  whole  area  included  within  the  outline  of  the 
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grirder,  the  pressure  should  be  taken  at  28  pounds  per  square 
foot. 

(*).  If  the  surface  area  of  the  open  spaces  He  between  | 
and  \  of  the  whole  area  included  within  the  outline  of  the 
girder,  the  pressure  should  be  taken  at  42  pounds  per  square 
foot. 

{c).  If  the  surface  area  of  the  open  spaces  be  greater  than 
\  of  the  whole  area  included  within  the  outline  of  the  girder, 
the  pressure  should  be  taken  at  56  pounds  per  square  foot. 

(4).  That  the  pressure  upon  arches  and  piers  of  bridges 
and  viaducts  should  be  ascertained,  as  nearly  as  possible,  in 
conformity  with  the  rules  above  stated. 

(5).  That  in  order  to  insure  a  proper  margin  of  safety  for 
bridges  and  viaducts,  in  respect  of  the  strains  caused  by  wind 
pressure,  they  should  be  made  of  sufficient  strength  to  with- 
stand a  strain  of  4  times  the  amount  due  to  the  pressure 
calculated  by  the  foregoing  rules.  And  that  for  cases  where 
the  tendency  of  the  wind  to  overthrow  structures  is  counter- 
balanced by  gravity  alone,  a  safety  factor  of  2  will  be 
sufficient 

John  Hawkshaw. 
W.  G.  Armstrong. 
W.  H.  Barlow. 
G.  G.  Stokes. 
W.  Yolland. 

The  evidence  before  us  does  not  enable  us  to  judge  of  the 
lateral  extent  of  the  extreme  high  pressures  occasionally  re- 
corded by  anemometers,  and  we  think  it  desirable  th:t 
experiments  should  be  made  to  determine  this  question.  If 
the  lateral  extent  of  exceptionally  heavy  gusts  should  prove 
to  be  very  small,  it  would  become  a  question  whether  some 
relaxation  might  not  be  permitted  in  the  requirements  of 

this  report. 

W.  G.  Armstrong. 

G.  G.  Stokes." 

Up  to  the  date  of  the  above  report,  the  highest  pressure 
per  square  foot  ever  recorded  at  Glasgow  was  47  pounds ; 

84 
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while  the  highest  ever  recorded  at  Bidston,  near  Liverpool, 
was  90  pounds  per  square  foot.  At  another  time,  at  Bidston, 
80  pounds  per  square  foot  was  recorded. 

The  above  committee  also  found  that,  if  P  is  the  maxi- 
mum pressure  per  square  foot,  V  the  maximum  run  of  wind 
in  miles  per  hour,  both  these  quantities  being  observed 
by  anemometers,  the  following  equation  very  nearly  held 
true : 

100 


Art.  81.— Sway  Bracing. 

The  construction  of  the  upper  and  lower  sway  bracing  of 
a  truss  must,  so  far  as  the  jar  and  oscillation  of  a  moving 
road  are  concerned,  be  a  matter  of  judgment ;  but  the  stresses 
due  to  the  action  of  the  wind  may  be  determined  with  suffi- 
cient accuracy. 

Although  a  moving  train  will  partially  shelter  one  truss,  it 
seems  no  more  than  prudent,  with  the  ordinary  open  style  of 
American  bridge,  to  consider  the  action  of  the  wind  as  exist- 
ing constantly,  during  the  passing  of  a  train,  over  the  whole 
of  the  projection  of  each  truss  in  the  bridge  on  a  plane  nor- 
mal to  the  direction  of  the  wind.  If  this  is  considered  exces- 
sive, however,  for  low  trusses,  that  portion  of  the  windward 
truss  sheltered  by  the  train  may  be  omitted. 

Let  Fig.  I  and  Fig.  2  represent  a  single  concellation  rail- 
way truss  bridge,  with  vertical  and  diagonal  bracing,  and 
let  the  wind  be  supposed  to  blow  in  the  direction  shown 
by  the  arrow,  which  is  normal  to  the  planes  of  the  trusses. 
Primed  letters  belong  to  the  truss  DCN'O^  but  all  are  not 
shown. 

As  the  truss  is  a  "  through  "  one,  all  wind  pressure  against 
the  floor  system  will  act  in  the  lower  chord. 

With  the  wind  pressure  between  thirty  and  forty  pounds 
per  square  foot,  the  following  loads  may  be  taken  at  the 
various  panel  points : 
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At  C,  G,  A7,  Z',  AT,  IT,  C,G,K,L,M,N. 0.35  tons. 

"2?and(7 0.18     " 

"  Intermediate  points 0.35     " 

"  ^  and  0 0. 18     " 

"  Intermediate  points 3 .01     " 


Fig.  I. 


f  uf  ^« 


o'         y        ic'        l'         yf        w         ^> 


^. 


2k 


K  L 

Fig.  2. 


The  amount  3.01  tons  involves  the  pressure  against  the 
train,  which  is  taken  at  300  pounds  per  foot  of  traclc  The 
panel  length  is  fourteen  feet,  hence  the  panel  train  load  is 
14  X  300  =  4,200  pounds  =  2.10  tons.  The  wind  pressure 
against  the  floor  system  is  assumed  to  be  0.56  ton  per  panel, 
while  the  panel  pressure  against  each  truss  is  0.35  ton.  The 
sum  of  the  three  quantities  is  3.01  tons. 

The  panel  train  loads  (2.10  toni)  constitute  a  continuous ^  mov- 
ing load ;  the  wind  pressure  against  the  trusses  and  floor  sys- 
tem, however,  forms  a  fixed  load. 

The  following  are  the  truss  dimensions,  including  the 
lengths  of  the  braces  AFzxiA  A'P  : 


Panel  length  =  14.00  feet. 
Width,    BD  =  14.00    " 
CF  =     7.00    " 


Height  of  truss  =  16.00  feet 
5C=  21.26    " 
AC^    4.04    '* 


FA=z  8.08  feet. 
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Normal  from  C  on  FA  =  CF  x  sin  30**  =  3.5  feet 

Let  H  represent  half  the  total  wind  pressure  concentrated 
in  the  two  upper  chords ;  this  will  be  resisted  (if  the  bridge  is 
not  blown  bodily  off  the  abutments  or  piers)  by  an  equal 
force  of  friction  developed  at  the  feet  B  and  D,  or  O  and  0^ 
of  the  end  posts.  Let  H'  and  If"  be  the  forces  developed  at 
D  and  B,  respectively.  These  horizontal  forces  will  tend  to 
overturn  the  trusses  in  a  vertical  plane  normal  to  the  axis  of 
the  bridge.  A  vertically  upward  reaction,  F,  will  be  devel- 
oped at  B,  and  an  equal  downward  one  (a  portion  of  the 
weight  of  the  truss  DCITO')  at  C.  Considering  the  left 
end  of  the  truss,  the  following  three  conditional  equations  of 
equilibrium  must  be  fulfilled : 

H'+H"+  H=^o (I). 

r+F'=o (^). 

(/r+^')x  i6  +  Fxi4  =  o (3). 

The  vertical  force  acting  at  C  is  represented  by  V\ 

These  three  equations  are  not  sufficient  for  the  determina- 
tion of  the  four  quantities  H\  H",  F,  and  V.  The  forces//" 
and  H"  are  therefore  indeterminate  in  magnitude,  except  in 
this  respect,  their  sum  must  be  equal  and  opposite  to  H. 

With  the  form  of  portal  bracing  shown  in  Fig.  i,  it  will  be 
assumed  in  this  article  that  H"  =  o  and  H'  =^  —  H.  Other 
and  better  forms  of  portal,  together  with  other  assumptions 
in  regard  to  the  horizontal  reactions  IT  and  //",  will  be  given 
in  succeeding  articles. 

From  the  data  already  given : 

/T  =  6  X  0.35  =  2.10  tons. 

Hence  by  Eqs.  (3)  and  (2)  ; 

r=  2.40  tons  =  —  V\ 
At  the  point  E  let  there  be  supposed  to  act  two  forces 
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equal,  opposite,  and  parallel  to  H  and  H;  these  two  forces 
will  balance  each  other.  Instead  of  the  two  forces  H  and 
/T,  there  may  then  be  taken  two  couples,  M'  ^  H'  x  14,  and 
if  =  Hxi6. 

In  the  same  manner  at  E  let  two  forces  equal,  opposite, 
and  parallel  to  V  and  F'  be  supposed  to  act.  Then,  instead 
of  V  and  V*,  there  will  exist  cwo  couples,  M"  =  F  x  14,  and 
JtT"  =z  V  X  14. 

The  couples  whose  moments  are  M  and  Af"  balance  each 
other,  as  is  shown  by  Eq.  (3).  The  couples  whose  moments 
are  -W'and  M"  have  axes  at  right  angles,  consequently  their 
resultant  will  be : 


M^  =  VM'^-h  M"^  =  14  \/(2.i)«+  (24)«  =  44.66  ft.  tons. 

The  plane  in  which  M^  acts,  contains  the  chords  BO  and 
C'N^y  and  the  direction  of  the  couple  is  such  that  it  causes 
compression  in  CN*  and  tension  in  BO.  Consequently  for 
those  stresses 

{BO)  =  —  (CW)  =  44.66  -^  21.26  =  +  2.1  tons. 

As  a  check ;  {BO)  =  +  V  x  14  -h  16  =  +  2.1  tons. 

The  following  stresses  in  the  meipbers  of  the  portal  of  the 
bridge  may  now  be  written : 

{AF')  —  H  X  21.26  -^  3.5  =  +  12.8  tons. 
{AC)  =  -  12.8  X  sin  id"  =  -    6.4    " 
{FC)  =  -  12.8  X  cos  30**  =  -  ii.i     " 

The  greatest  bending  moment  in  DC  exists  at  F^  and  is : 

J/,  =  2.1  X  (21.26  —  7.00)  =  29.95  ft.  tons. 

The  stress  in  BC  is  : 

ijy^.  21.26       --  21.26       y. 

{BC)  t= X  H^ ^x  F  =  —  3.19  tons. 
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The  compressive  stress  in  DC\  due  to  the  vertical  loading, 
is  relieved  by  the  same  amount. 

The  greatest  bending  moment  in  CC  exists  at -^',  and  has 
for  its  value : 

M^  =  {BC)  X  (14.00  —  4.04)  =  31.77  ft.  tons. 

With  the  wind  in  the  direction  taken,  the  brace  AF  must 
be  supposed  not  to  act  at  all.  Both  moments  J/,  and  M^  pro- 
duce bending  in  the  plane  of  the  portal. 

The  end  post  (PC'\  always  of  uniform  cross  section,  must 
be  able  to  resist  with  a  proper  safety  factor,  at  Fy  the  bend- 
ing moment  M^.  The  sway  brace  CC  must  be  able  to  resist 
the  moment  M^  at  both  the  points  A  and  A\ 

The  ordinary  truss  stresses  in  the  sway  bracing  remain  to 
be  found. 

In  both  upper  and  lower  sway  bracing  the  inclined  members 
are  tension  ones  only,  while  those  normal  to  the  planes  of  the 
trusses  (in  the  direction  of  the  wind)  sustain  compression 
only. 

In  the  upper  chord  the  truss  CGMN'  has  the  two 
points  of  support  C  and  N".  The  following  trigonometric 
quantities  will  be  required  : 

Angle  G'KK'  =  45^  tan  45°  =  i. 

sec  45"*  =  1.414. 

The  upper  web  stresses  are  the  following : 

{KK)  =  =  -  ,0.35  tons. 

{G'K)  =  +  2  X  0.3s  X  J^^45°  =  +  1.00    " 

{GG)  =  -  3  X  0.35  =  -  1.05    " 

\gC')  =  +  4  X  0.35  X  sec^^""  =  +  2.00    " 
(C'C)  =  =  +  0.35    " 

The  resultant  upper  chord  stresses  are  the  following : 

(Cf7)  =  —  4  X  0.35  X  tan  45**  =  —  1.40  ton& 

(G'Jir)^  -  2     "         "       "     -  140  =  -  2.10    " 
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{GK)  =  4-  4  X  0.35  X  tan  45*"  =  +  i^  tons. 

\kL)  =  4-  2     "         "         "     +  l^  =  +  2.10    " 

The  lower  resultant  web  stresses  are  the  following,  remem- 
bering  that  the  train*  pressure  is  a  moving  load,  and  that 
D  and  O  are  the  supporting  points  for  the  lower  sway  truss : 

(QR)—-^    6xa30xj^r45°  =+  2.56 tons. 

(0<2')=-  6x0.30  -0.35  =  -  2.15  " 

\fQ)  =  +  id  X  0.30  X  sec  45°  +  2  X  0.63  x  sea 45''=  +   6.04  " 

\PP^  =  —  10x0.30  —  3  X  0.63+    0.28  =  —  4.61  " 

\eP)  =  +  15x0.30x^^^45°  +4x0.63x^^^45°=  +  9.96  " 

\eE)  =  —  15  XO.30  -  5  XO.63+   0.28  =  -   7.37  •« 

\dE)  =  4-21x0.30x^^^45°  +6x0.63x^^^45°=  +  14.31  " 

The  +  0.28  ton,  which  is  a  release,  is  due  to  the  fact  that 
the  half  panel  wind  pressure  against  the  floor  system  is 
added  to  0.35  ton,  and  taken  once  too  many  times  in  each  of 
the  struts. 

The  quantity  0.30.  will  be  at  once  recognized  as  2.10-5-7. 
The  counters  S  T  and  R'S  are  not  required  to  resist  wind 
stresses,  but  should  never  be  omitted,  in  order  that  the 
general  stiffness  of  the  bridge  may  be  increased ;  their  cross 
sections  may  be  the  same  as  that  of  QR. 

The  lower  resultant  chord  stresses  are  the  following : 

(/?£')  =  —(6x0.63  +  3x2.10)      tan  45°      =  —  10.08   tons, 
\eP')  =  -  (4  X  0.63  +  2  X  2.10)        "  —  10.08  =  -  16.80      ** 
{P'S')  =  -  (2  X  0.63  +       2.10)       "  -  16.80  =  -  20.16      •* 

{EP)  =  -  {DE)  +  2.10  =  +  12.18  tons. 
(P0  =-(£'/>') +  2.10=  +  18.90    " 
(Qi?)  = -(/>'S')  + 2.10= +22.26    " 

Although  not  a  part  of  the  lower  chord  of  the  truss  under 
consideration,  BE  sustains  the  stress : 

{BE)  =  +  2.10  tons. 

*  The  train  is  taken  as  passing  from  r^ht  to  left. 
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If  the  wind  blows  in  the  opposite  direction  to  that  assumed, 
the  chord  stresses  which  have  been  determined  for  CN"  will 
be  found  in  C7V,  and  vice  versa.  Precisely  corresponding 
changes  are  to  be  made  in  the  lower  chords.  The  stresses  in 
the  sway  struts  would  not  be  changed.  That  diagonal  in 
each  panel  which  is  not  stressed  in  the  preceding  instance, 
would  sustain  a  tensile  stress  exactly  equal  to  that  already 
found  in  the  other  diagonal. 

It  is  therefore  necessary  to  make  calculations  for  but  one 
direction  of  the  wind. 

So  far  as  equilibrium  is  concerned,  in  the  preceding  inves- 
tigation, there  might  be  taken  H"  =  ^  H  and  ZT  =  o.  In 
such  a  case  BC  would  be  subjected  to  a  bending  moment  at 
F  equal  to  —  M^ ;  and  the  bending  moment  in  CCy  at  A^ 
would  be  —  M^\  while  the  stresses  in  FA,  AC,  and  CF  would 
be  respectively  -  {FA'),  -  (A'C%  and  -  (CF').  For  these 
reasons  all  parts  of  the  portal  should  be  built  to  sustain  the 
stresses  and  moments  which  have  been  found  when  affected 
by  opposite  signs. 

It  should  be  remembered  that  the  parts  EC,  E'C\  and  CC 
are  subjected  to  combined  direct  stresses  and  bendings  to 
the  respective  amounts  that  have  been  found. 

Those  portions  of  the  lower  sway  struts  EE\  PF,  etc., 
extending  from  the  windward  rail  to  the  lower  chord  BO 
(with  the  direction  of  the  wind  first  assumed),  are  each 
subjected  to  a  compressive  stress,  in  addition  to  those  already 
found,  nearly  equal  to  an  amount  to  be  determined  in  the 
following  manner :  Let  N  represent  the  number  of  panels 
in  the  sway  truss,  and  n  the  number  of  any  strut,  from  the 
farther  end  of  the  truss,  counting  the  end  itself  zero,  u  e.,  for 
PP\  n  will  be  5.  In  the  case  taken  iV=  7.  The  amount 
desired  will  then  be  the  panel  train  wind  load  multiplied  byJL 

added  to  the  panel  wind  pressure  against  the  floor  system;  or  in 
the  example, 

2.10  X—  +  a56  =  0.30  X  «  +  0.56. 
7 
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This  compression  in  the  struts  arises  from  the  fact  that  the 
wind  pressure  against  train  and  floor  system  is  not  applied 
at  panel  points,  but  on  the  struts  between  their  ends,  and  that 
a  panel  load  of  the  former  must  be  added  to  the  ordinary 
strut  stress  which  exists  with  the  head  of  the  train  at  the 
strut  considered. 

This  involves,  however,  a  very  small  error  on  the  side  of 
safety,  since  the  pressure  is  divided  between  the  two  rails. 
Considering  both  directions  of  the  wind,  it  will  be  seen  that 
these  struts  are  subjected  to  this  amount  of  compression 
from  end  to  end,  in  addition  to  the  regular  truss  stresses. 

All  the  preceding  wind  stresses  are  to  be  combined  with 
those  due  to  the  vertical  loading,  wherever  they  act  in  the 
same  piece. 

If  the  portals  are  vertical*  the  stresses  {BO)  and  {O'N^,  due 
to  the  moment  J/j,  will  be  zero  ;  also  the  span  of  the  upper 
sway  truss  will  be  equal  to  that  of  the  lower.  No  other 
changes  will  occur. 

If  the  bridge  is  a  deck  one,  when  possible,  the  ends  of  the 
chords  should  be  secured  directly  to  the  piers  or  abutments, 
as  no  bending  will  then  take  place  in  thef  end  posts.  If  this 
is  not  possible,  the  calculations  will  be  precisely  the  same  as 
those  already  indicated,  with  possible  changes  of  sigfns  in 
some  of  the  stresses  in  the  end  posts  or  braces.  In  deck 
bridges,  however,  the  wind  pressure  against  floor  system  and 
train  will  be  found  in  the  upper  chord. 

The  method  of  treatment  which  has  been  exemplified  is, 
therefore,  perfectly  general  and  sufficient  for  all  cases. 

In  deck  bridges,  tension  sway  braces  (contained  in  planes 
normal  to  the  trusses)  are  introduced,  extending  from  either 
chord  of  one  truss  to  the  diagonally  opposite  one  in  the 
adjacent  truss.  So  far  as  pure  equilibrium  is  concerned,  when 
horizontal  sway  trusses  are  present,  these  are  superfluous ;  but 
they  are  very  efficient  in  their  influence  on  lateral  stability. 
The  actual  stresses,  in  these  members,  in  any  given  case,  are 
indeterminate,  but  their  greatest  possible  values  are  easily 
fixed.  Let  the  total  wind  pressure  exerted  at  a  pair  of  oppo- 
site panel   points  in  the  two  upper  chords  be  represented  by 
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P^  and  let  a  represent  the  angle  between  a  horizontal  line 
and  the  tension  brace  in  question.  Then  the  greatest  possible 
stress  which  is  required  will  be :   T'  =  P  sec  a. 

This  assumes  that  all  the  wind  pressure  is  carried  to  the 
lower  chords  and  resisted  by  the  lower  sway  truss. 

In  the  case  of  vertical  end  posts,  where  the  upper  chord 
ends  are  not  secured  directly  to  piers  or  abutments,  the 
stresses  in  the  end  lateral  diagonals  become  perfectly  deter- 
minate. In  fact,  in  such  a  case,  the  braces  AF^  A'Py  Figs. 
I  and  2,  become  the  diagonals  in  question.  Let  P  represent 
half  the  total  wind  pressure  in  the  two  upper  chords.  The 
tensile  stress  in  either  one  of  these  diagonals  (if  a  retains  its 
preceding  signification)  will  then  be : 

T=  Pi  sec  a. 

Let  P  represent  the  total  wind  pressure  against  the  bridge, 
and  P"  the  total  wind  pressure  against  the  train  when  it  covers 
the  whole  span.  Then  let  W  and  W  represent  the  total 
weight  of  bridge  and  train  respectively ;  also  let  /  be  the 
coefficient  of  friction  between  the  foot  of  end  post  and  the 
supporting  surface  underneath.  In  order  that  neither  truss 
shall  possibly  be  moved  bodily  by  the  wind,  with  the  bridge 
empty  or  covered  by  a  train,  there  must  exist  the  following 
relations : 

p  <  r(E.  ,v) ;  „,  J.  ^p-  </  (»:±«:'_  .r,). 

In  the  cases  of  through  bridges,  or  of  deck  bridges  with 
upper  chords  not  secured  to  abutments,  V^  is  to  be  found  by 
applying  the  general  form  of  Eq.  (3)  to  both  bridges  and  train. 

If  the  ends  of  the  chords  are  secured  to  the  piers  or  abut- 
ments, the  resistances  of  these  fastenings  will  take  the  place 
of  the  frictional  resistances. 

One  other  effect  of  the  wind  pressure  against  the  train 
remains  to  be  noticed.  The  normal  action  of  this  pressure 
will  not  permit  the  train's  weight  to  be  distributed  between 
the  two  chords  which  carry  it,  according  to  the  law  of  the 
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lever.  Let  /"  represent  a  panel  wind  pressure  against  the 
train,  and  let  h  represent  the  height  of  its  centre  of  ac- 
tion above  the  points  of  support.  Also  let  b  represent  the 
horizontal  distance  between  centres  of  trusses ;  then 

.=q-  ......(4). 

will  be  the  amount  of  load  which  is  transferred  from  the 
windward  to  the  leeward  truss.  In  other  words,  the  panel 
leeward  load  will  exceed  the  panel  windward  one  by  2/.  If, 
therefore,  v/  is  a  panel  moving  load,  the  action  of  the  wind 
will  cause  all  moving  load  truss  stresses  to  be  increased  by  an 
amount  found  by  multiplying  the  stresses,  determined  with- 
out regard  to  the  wind,  by  —  .    Also,    if  s    is   the    distance 

(normal)  between  two  adjacent  parallel  stringers,  the  increase 
of  load  on  one,  and  decrease  of  that  on  the  other,  will  be : 


'.=^ 


.      <s'- 

Eq.  (5)  gives  the  variation  of  load  on  the  floor  beam  also. 
Without  essential  error,  h  may  be  measured  downward  from 
the  centre  of  the  body  of  the  car. 

Specifications  sometimes  require  calculations  to  be  made 
with  an  unloaded  bridge.  In  such  a  case  the  methods  are 
precisely  the  same  as  the  preceding,  with  the  train  wind 
pressure  omitted. 


Art.  82^— Transvenie  Braolng  for  Transfening  Wind  StreMes  firom  One 
Chord  to  Aiioth«i>-Coiioentrated  Reaction. 

In  the  preceding  Article  it  has  been  supposed  that  the  wind 
pressure  is  resisted  by  sway  trusses  in  the  horizontal  planes  of 
both  upper  and  lower  chord.  It  may  sometimes  be  desirable 
to  transfer  all  the  wind  pressure  to  the  lower  chord,  or  to 
the  upper. 
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The    section    of  a  through    truss   bridge,  in  which   it  is 
desired  to  carry  all  the  wind  pressure  to  the  lower  chord,  is 
represented  in  Fig.  i.    AC  and  ND  are 
posts  directly  opposite  to  each  other  in 
the  two  trusses.     AN  and  OB  are  lateral 
struts^  while  AO  and  BN  are  lateral  ties. 
Let  the  wind  be  supposed  to  blow  from 
right   to  left,  as  shown   by  the    arrow. 
According  to  the  principles  of  the  pre- 
ceding   Article,   in    consequence    of    its 
direction  the  wind  will  relieve  the  truss 
AC  ol  z,  part   of  the  weight   which  it 
carries,  and  add  the  same   amount  to  that  carried  by  the 
truss  DN. 

If  the  direction  of  the  wind  were  reversed,  the  truss  DN 
would  be  relieved,  and  AC  would  receive  the  increase  of 
loading. 

Let  this  relief  (or  increase)  of  truss  load,  per  panel,  be  de- 
noted by  w  ;  it  will  act  as  though  hung  from  B. 
The  following  notation,  also,  will  be  used : 

AB  =  dz^  ON.  BC^  a:=  OD. 

DC^AN^  b. 

F  =  total  wind    pressure,  per  panel  (for  one  truss),  on 

\(^AB  +  BC). 

F'  =  total  wind  pressure,  per  panel  (for  one  truss),  on 

\AB. 

With  the  assumed  direction  of  the  wind,  the  tie  A  O  will 
not  be  stressed.  As  usual,  the  plus  sign  (+)  will  indicate 
tension,  while  the  minus  (—)  sign  will  indicate  compression. 

In  this  article  the  total  horizontal  reaction,  equal  to 
2{F  +  F*)f  wjll  be  taken  as  concentrated  at  D. 
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There  will  then  result : 

Relief  in  truss  AC  =  w  =  2f — ^^ j^ y    .   (i). 

Compression  in  ^iV=       —  {AN^  z=l  --  F'.     .    .     (2), 

Tension  in  BN        =       +  (BN)  =  +  wsecABN.  (3). 

Compression  xn  BO  ^      -  {BO)  ^^(F  ^-wian  ABN) 
=       -  (f^2F'  +  [F+  F'^^\ 

^F^2iF^F^)  (^.    (4). 

Compression  in  ND  =       —  {ND)  =  —  «e/.     .     .     (5). 

The  horizontal  force  2{F+  F')  acts  toward  C,  at  /?,  pro- 
ducing a  bending  in  DN  which  has  its  greatest  moment  M 
at  O.     Hence : 

M^2(F  +  F')a (6). 

If  K  is  the  greatest  intensity  of  compressive  stress  (due  to 
flexure)  in  the  cross  section  of  the  post  DN,  at  (?,  d^  the 
greatest  distance  of  any  compressed  fibre  from  the  neutral 
axis  of  the  cross  section,  and  /  the  moment  of  inertia  of  the 
section  about  an  axis  passing  through  its  centre  of  gravity 
and  lying  in  the  plane  of  the  truss ;  then,  by  the  well-known 
formula — 

K  =  ^ (7). 

At  O  there  will  then  exist  the  intensity  of  compression : 

—  ( —  +  Kj  ;  in  which  q  is  the  area  of  cross  section  of 
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the  column.      The   intensity  of  compression  —{ —  +Ar)  is 

in  addition  to  the  regular  truss  stresses  arising  from  vertical 
and  wind  loads. 

If,  for  lack  of  head  room,  a  flanged  beam  only  is  used, 
as  shown  in  Fig.  2,  instead  of  the  lateral  bracing  of  Fig. 
I,  then  that  beam  will  be  subjected  to  combined  compres- 
sion and  bending.  Let  +  F  represent  the  total  wind  pressure, 
per  panel,  for  both  trusses^  on  \AB^  and  let  w 
represent  the  release  of  weight  in  AB  and  in- 
crease in  CD. 
Also  let 

AB  =  <x,  and  BD  =  b.     \F  is  to  be  taken  as 
•**  **•  applied  at  A  and  w,  at  the  same  point.    Equal 

'°'  *'  and  opposite  forces  are  also  to  be  supposed 

to  act  at  D.     The  moment 
M  =  Fa  =i  wbf  exists  at  C  and  g^ves: 

Fa 
w  =  -7 — . 


With  the  direction  of  wind  shown  by  the  arrow,  the  bend- 
ing caused  by  w  will  increase  uniformly  from  nothing  at  A  to 

M  ^wb 

at  C  The  bending  moment,  therefore,  to  be  resisted  by  this 
beam  AC^  and  by  the  joints  between  it  and  the  chords  A  andC^ 
is: 

M  =zFa=>  wb (8). 

The  direct  compression  in  ^dTis: 

{AC)^-\F. (9). 

Hence,  if  q  is  the  area  of  cross  section  of  the  beam,  and  if 
Ky  /,  and  d^  retain  the  same  general  signification  as  in  Eq.  (7), 
the  greatest  intensity  of  compression  in  the  beam  (at  its 
ends)  will  be: 
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-^^'^ CO)- 

The  direct  compression  in  CD  is 

(CZ?)=  -ze/. (ii> 

The  bending  moment  in  CD  at  C  is : 

Mz:zFa. (12). 

The  greatest  compressive  intensity  is  found  at  once  by 
Eq.  (id),  after  writing  w  for  \F^  and  giving  to 
the  remaining  notation  its  general  signification. 

The  two  preceding  cases  are  those  of  through 
trusses.  In  the  case  of  a  deck  truss  the  lateral 
bracing  is  of  much  more  simple  character ;  it  is 
shown  in  Fig.  3.  At  C  and  A  are  the  two  lower 
chords.  CA  is  a  lateral  strut,  while  BC  and  , 
DA  are  lateral  ties.  No  parts  are  subjected  to 
bending. 

If  F  is  the  panel  wind  pressure  (for  both  trusses)  acting 
along  A  Cy  there  will  result : 

(C^)  =  -iF. (13). 

{BA)  =  ~  ^. (14). 


Fig.  3. 


{BC)  =  +  ^/F^  +  w« (15). 

The  horizontal  component  of  {BC)  is  equal  to  F,  and 
acts  at  B.  Thus  all  wind  pressure  is  carried  to  the  upper 
chord. 

The  compression  {BA)  is  in  addition  to  the  regular  truss 
stresses  induced  by  the  vertical  and  wind  loads. 

By  these  methods  all  the  wind  pressure  may  be  carried  to 
either  chord.  The  truss  stresses  of  the  sway  truss  in  the 
horizontal  plane  of  that  chord  have  already  been  found  in 
the    preceding  Article,  or    rather,  the  methods  for  finding 
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them  and  the  effect  of  w  on  the  stresses  in  the  vertical 
trusses  have  there  been  completely  given. 

The  wind  has  been  taken  in  one  direction  only ;  with  the 
other  direction,  opposite  but  symmetrically  located  parts 
would  be  stressed  by  the  amounts  found. 


Art.  83. — Transverse  Bracing  with  Distributed  Reactions. 

In  the  preceding  articles  it  has  been  assumed  that  the  hori- 
zontal reactions  of  the  wind  pressure  were  concentrated  at  the 
extremity  (top  or  bottom,  as  the  case  may  be)  of  one  post  in 
the  tranversfe  panel  considered.  This  assumption,  however, 
may  not  be  admitted ;  or  some  other  may  be  substituted  in 
Its  place. 

Let  Fig.  I  represent  a  transverse  panel,  with  the  wind 
blowing  in  the  direction  shown  by  the  arrow. 

As  before,  the  following  notation  will  be  used  : 

AB^ONz^  d.  BC^  OD  =  a. 

DC=z  AN=:  b. 

F  =  total  wind  pressure,  per  panel,  for  one  truss,  on  \{AB^BC). 
p'  ~-     <«         «  «         «         <<         «         «        «    XAB 

w  =  relief  of  load  in  truss  A  C. 


Instead  of  concentrating  the  entire  hori- 
zontal reaction  at  D,  if  »  is  a  quantity  less 
than  unity,  there  will  be  assumed: 

Horizontal  reaction  at  Z?  =  2«  (F  +  F'). 

"     (7=2(1 -«)(F+/*'). 

The   wind   pressures  on  \BC  =  \OD  act 
directly  at  C  and  D  in  the  horizontal  sway 
truss,  and,  consequently,  will  be  omitted 
from  consideration. 
As  in  the  preceding  article  : 

2{P{a^d)-^Fa)  ,  , 


Fig.  I. 
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Taking  moments  about  ^: 

(^^=-[^ir'+2(i-»)(/r  +  /^')^].     .    .   (2). 
Taking  moments  about  N\ 

(OB)^-\^^!^l±n^*Jt:£--\  ...    (3). 

Taking  moments  about  the  intersection  of  AN  and  OB  at 
the  distance  infinity  (  00)  from  the  figure : 

{BN) 00  cos  ABN=+[w 00  +  2n(F  +  F>]  ; 
•.   (BN)  ^+wsec  ABN  =  ''Sll^^±^J^^..sec  ABN.  (4). 

The  stress  in  BN^  therefore,  remains  the  same  whatever 
may  be  the  assumptions  in  regard  to  the  horizontal  reactions. 

The  bending  moment  at  O,  about  an  axis  lying  in  the  plane 
of  the  vertical  truss,  will  be : 

-A/=2«(F+F> (5). 

Since  the  windward  truss  is  always  relieved  of  a  part  of  its 
weight  the  bending  moment  2(1  ~  «)  (F  + /^')a,  at  5,  will 
seldom  or  never  be  needed. 

The  value  of  J/,  from  Eq.  (5),  put  in  Eq.  (7)  of  the  pre- 
ceding Article,  and  in  th^  expression  following  that  equation, 
will  enable  the  greatest  compressive  intensity  in  the  post  to 
be  found. 

If  the  transverse  panel.  Fig.  i,  represents  the  portal  of  a 
bridge,  the  distances  AB  and  BC^  or  d  and  or,  represent  /»- 
dined  distances  in  the  plane  of  the  portal.  F'  will  {or  may) 
then  include^  also,  the  reaction  of  the  horizontal  sway  truss  in 
the  plane  of  AN,  while  F  will  include  the  reaction  of  the 
horizontal  sway  truss  in  the  plane  of  OB^  if  there  is  such  a 
sway  truss. 
25 
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If  If  =  ^,  as  is  sometimes  assumed : 

(05)  =  -[/r'+(i^^+/r')JJ=:(^Ar).  .    .    .(7). 

If  If  =  I  in  the  formulae  of  this  Article,  those  of  the  cor- 
responding  cases  in  the  preceding  Article  at  once  follow. 
In  Fig.  2  let  the  notation  be  as  follows : 

AB=^CD=  a,  BD^CA^  b. 

Total  wind  pressure  for  both  trusses^  per  panel,  along 

AC^F. 

Horizontal  reaction  Bt  D  =  nF. (8). 

"     B=(i-n)F     ...     (9). 

If  Fig.  2  represents  a  portal,  F  will  or  may  include  the 
reaction  of  a  horizontal  sway  truss. 

The  bending  moment  on  both  DC  and  CA^ 
PHI  "Tl^   at  C,  also  on  the  joint  at  the  same  point,  is : 


Ml  =  nFa (lo). 

oji^  H*      "^^^^  ^^  ^^^  greatest  bending  in  DC  and  CA 

Fig.  2.         ^'  ^^^^  ^^^^  which  produces  compression  in  the 
lower  flange  of  the  beam  CA. 
The  relief  of  panel  load  in  the  truss  AB  and  increase  of 
that  in  CD  is ; 

Fa 
w  =  -T— (lo). 

Let  X  represent   any  variable   portion  of  CA ;   then  the 
bending  moment  at  any  point  of  CA  is : 
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Fa 
Mz^nFa—wx^nFa j-x.     .     .    (11). 


For  the  point  or  joint  A^  x  becomes  equal  to  by  while  the 
expression  for  the  moment  is : 

i/'i=  ^(i^n)Fa.    .    .    .    .     (12). 

This  is  the  greatest  bending  of  the  kind  opposite  to  M^,  in 
CA.  It  is  also  the  greatest  bending  in  AB.  The  con- 
nections at  C  must  resist  the  moment  M^  while  those  at  A 
must  resist  M\. 

The  direct  compression  in  CA  is  iF. 

Ifii  =  i;   ^,  =  -^\  =  i/?ii (13). 

These  various  bending  moments,  substituted  in  Eq.  (10)  of 
the  preceding  Article  for  M^  will  enable  the  greatest  intensi- 
ties of  stress  in  the  members  CAy  CD,  and  AB  to  be  at  once 
found. 

Art  84.— StreMei  in  Braced  Piers. 

The  general  treatment  of  stresses  in  braced  piers  may  be 
exemplified  by  that  of  a  single  "  bent "  represented  by  a 
skeleton  diagram  in  Fig.  i,  in  which  the  horizonal  web  mem- 
bers are  compressive  ones.  The  plane  of  the  **  bent  "  is  verti- 
cal and  normal  to  the  centre  line  of  the  truss  whose  end  rests 
upon  it ;  or  if  the  track  is  curved,  this  plane  is  normal  to  it. 
The  bent  shown  in  Fig.  i  may  be  considered  one  of  a  pair,  in 
parallel  planes,  which,  being  braced  together,  compose  the 
complete  braced  pier.  The  dotted  rectangle  AMNB  repre- 
sents a  skeleton  section  of  the  truss  supported  by  the  piers, 
the  upper  chords  of  which  rest  upon  the  top  of  the  pier  at  A 
and  B.    A  skeleton  section  of  the  train  is  also  shown. 

The  direction  of  the  wind  is  supposed  to  be  shown  by  the 
arrows  tf,  normal  to  the  track  at  the  top  of  the  pier.     If  the 
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« 

H" 

\—\ 

trusses  are  loaded  with  a  train,  the  wind  pressure  against 
them  and  the  train  will  be  carried  to  the  top  of  the  piers  in 
^  the  manner  shown  in  Art.  8i.    The 

wind  will  also  act  against  the  pier 
itself. 

Let  the  train  be  supposed  to  cover 
the  whole  of  the  two  spans  adjacent 
to  the  top  of  the  bent  (in  all  ordi- 
nary cases  one  of  these  spans  will  be 
the  distance  between  two  adjacent 
bents) ;  then  let  H  represent  half 
the  total  pressure  against  trusses, 
and  Py  half  that  on  the  train  cover- 
ing the  two  spans. 

The  height  of  the  centre  of  action 

of  Px    above  AB,  Fig.  i,  is  A.     Also 

let  *  =  AB,      The  pressure  P{  will 

^'    decrease  th^  train  reaction  at  A  and 

increase  that  at  B  by  the  amount : 


Fig.  z. 


Vr  = 


P^h 


(I) 


Let  K  represent  the  vertical  distance  of  the  centre  of  ac- 
tion of  H  from  the  horizontal  line  AB. 

The  wind  pressure  on  the  truss  AMNB  will  cause  an  in- 
crease  of  truss  reaction  at  Ay  and  an  equal  decrease  of  that 
at  B^  which  will  be  denoted  by  F,  and  its  value  will  be : 


F= 


HK 


consequently  if 


the  total  horizontal  force  to  be  taken  as  acting  at  A^  and  with 
the  wind,  will  be  {H  +  P^  —  2/'  tan  at)  added  to  the  wind 
pressure  acting  directly  at  A.     In  Fig.  2,  r^  represents  this 
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force,  laid  down  to  any  desired  scale, 
measured  to  the  right  of  d  represent 
the  panel  wind  pressures  against  the 
pier  at  the  points  C,  E^  ff,  and  AT, 
while  those  shown  on  the  left  of  c  rep- 
resent the  panel  pressures  at  D^  B^ 
/%  //,  and  L.  The  panel  pressures  at 
A,  B,  K^  and  L  are  half  those  at  the 
other  points. 

Let  W  represent  the  total  weight 
of  adjacent  trusses  and  moving  load 
resting  at  the  top  of  the  pier. 

Let  Wi  represent  the  panel  weight 
of  the  pier  itself  resting  at  the  points 
C,  Ey  G,  Dy  F,  H:  \  W^  will  be  taken 
as  applied  at  the  points  A,  B,  K,  and 
L ;  then  the  resultant  reactions  at  A 
and  By  with  the  wind  blowing,  will 
be,  respectively, 

/  and  —  +  /^. 

2  2 


The  small  segments 


Fig.  a. 


(2). 


It  has  been  implicitly  supposed  that  two  equal  and  opposite 
forces,  equal  in  magnitude  and  parallel  to  jP/',  act  along  AB. 
One  of  these  forms,  with  /\"  itself,  the  couple  Px'h  ;  the  other 
is  the  wind  pressure  which,  combined  with  the  half  panel  press- 
ure at  Ay  and  (/T— 2/'  tan  a),  is  represented  by  cd  in  Fig.  2. 

The  quantity  f  is  the  force  of  a  couple  whose  lever  arm  is 
b.  One  force  /'  is  therefore  supposed  to  act  at  Ay  and  the 
other  at  B.  Vi  will  be  considered  larger  than  V;  hence  f 
will  act  upward  at  A  and  downward  at  B.  If  a  is  the  angle 
between  AK  or  BL  and  a  vertical  line,  the  f  2X  B  will  cause 
a  compression  m  AB  equal  to  t*  tan  a,  while  the  /'  at  A  will 
pull  to  the  left  by  the  same  amount.  Consequently  the  force 
2/  tan  a  will  act  on  the  point  A  and  toward  the  left 

In  the  diagrams  and  in  the  equations  which  follow,  positive 
and  negative  signs  indicate  tensile  and  compressive  stresses, 
respectively. 
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The  stresses  due  to  vertical  loads  at  A   and  B^  and  tht 
other  panel  points,  will  be  the  following : 


(^0"  =  - 

(C£)"=-( 

'  .        .^IW\      „ 

(£G)"=-( 

;-  "-H^ « 

(G^^)"=-( 

'  u    « J^^^\   <* 

{BD)"  =  - 

<2                   3/ 

{pF)'  =  -\ 

(FH)"  =  - 

("    "+^?)  « 

{HLY  =  - 

^                          2    / 

(AB)"  =  -{--^-^)tana. 

{CD)"  --W,  tan  a. 
(EF)"=-  "       " 
{GH)"=-  "       " 


(KLy 


>=U^.,^7jK),a.a. 


\  2 


2    / 


The  difference  between  the  horizontal  component  in  HL 
and  (JCLy  is  2f  tan  a,  and  it  acts  towards  the  right. 

The  stresses  caused  by  the  horizontal  wind  pressure  acting 
through  Af  B,  Cf  D,  etc.,  are  shown  in  Fig.  2,  as  has  already 
oeen  noticed.  The  diagonals  sloping  similarly  to  AD  are  as- 
sumed not  to  be  stressed.     The  diagram  explains  itself. 

The  resultant  stresses,  finally,  are  to  be  found  by  combin- 
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ing  the  results  of  the  diagram  in  Fig.  2  with  those  expressed 
by  the  equations  already  written.     They  are  the  following : 


TE)  =  - 

dc)  =- 


^-^-H 


t)  "'  "' 


»:+/+ 


-^')   seca-(BD). 

Cl5)  =  -HW+  W)tana-{Aff). 

(CD)  =  -W,  tan  a  -  {CD). 
CEf)  =  _  "  "  -  (EF). 
(Gff)=-"        "     -(Off). 

(Az)  =  +  {^-f+  ^')  '«»  «-(^^). 

It  is  not  necessary  to  reproduce  the  stresses  in  the  oblique 
web  members,  since  they  can  be  scaled  directly  from  Fig.  2. 

All  the  stresses  may  be  checked  by  the  method  of 
moments  in  the  usual  manner,  and  such  checks  should  always 
be  applied. 

The  two  reactions  R  and  R '  are  the  following : 

R  =i(>F-  2/'  +  8  fro  +  Rt. 

/e'  =  4(fF-f  2/'  +  8  JTi)  +  ^j'. 
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It  is  to  be  remembered  that  i?/  is  to  be  taken  as  positive 
in  these  expressions  ;  also  that  i?i'=  —  ^i»  as  shown  in  Fig.  2. 

The  lateral  force  Fi  to  be  resisted  at  the  foot  of  the  bent 
by  friction  or  some  special  device,  is  the  total  wind  pressure 
against  the  train,  truss,  and  bent. 

If  /'  is  the  coefficient  of  friction  at  AT  and  Z,  Fig.  i,  the 
lateral  resistance  of  friction  offered  at  K  is  fR^  and  that 
at  Lyf'R\  It  is  supposed  that  both  the  reactions  R  and 
K  are  upward,  also  that  both  coefficients  of  friction  are  the 
same. 

The  expression  for  {KL)  has  been  written  on  the  assump- 
tion that  all  frictional  resistance  is  exerted  at  L.  Strictly, 
however,  the  stress  in  KL  may  be  taken  as : 

always  supposing,  numerically,  (KL)  >  /'R. 

The  circumstances  of  particular  cases  frequently  require 
calculations  to  be  made  with  the  structure  free  of  moving 
load,  as  well  as  covered  with  it.  In  such  a  case  it  is  only 
necessary  to  put  for  IV,  in  the  preceding  operations,  the 
weight  of  trusses  only. 

The  wind  has  been  taken  in  but  one  direction  only,  though 
the  pier  is  to  be  designed  for  both  directions,  since  it  is  only 
necessary  in  the  resultant  stresses  to  change  the  letters  B,  D, 
Fy  H,  L,  to  Ay  Cy  Ey  Gy  Ky  ^viA  vicc  versa. 

If  MNy  Fig.  I,  should  coincide  with  ABy  or  if  the  truss 
should  rest  upon  the  top  of  the  pier,  it  would  only  be 
necessary  to  take  /'  t=  Fj  +  F,  remembering  that  h  is  the 
distance  (vertical)  from  the  centre  of  P/'  to  the  top  of  the 
pier. 

It  should  be  stated  that  2/'  tan  a  may  be  treated  as  a 
single  force  acting  toward  the  left  and  along  AB,  Fig.  i.  It 
will  then  give  rise  to  the  diagram  in  Fig.  3,  which  shows  all 
the  stresses  produced  by  its  action.  In  that  Fig.  ad  repre- 
sents 2/'  tan  a.     In  such  a  treatment  of  the  question,  cd. 
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Fig.  2,  would  represent  H  +  P^    added  to  the  half  panel 

pressure  at  A.     The  resultant  stresses  would  then  be  found 

by  combining  the  results  of  the  two  diagrams  with  those  of 

the  equations.     All  the  results  of  these 

two  methods  will  not  agree ;  the  latter 

will  give  the  greatest.     This  ambiguity 

cannot  be  avoided,  for  it  results  from 

the   fact   that    the  pier    cannot   be    so 

divided    as    to    sever    these    members 

only. 
Mr.  J.  A.  Powers,  C.  E.,  has  called  the 

attention  of  the  writer  to  the  fact  that 

the  web  members  of  a  braced  pier  carry- 

ing  a  double  track  railway,  similar  to 

that  shown  in  Fig.  4,  will  receive  their 

greatest  stresses  with  the  windward  track 

only  loaded. 
The  vertical  member  GH  may  be  sup- 

posed  to  carry  its  proper  proportion  of 

the  load  which  rests  on  each  track.    This  ^^  3« 

supposition,  however,  does  not   affect  the  statement  made 

above. 

Let  the  wind  have  the  direc- 
tion shown  by  the  arrow,  and  let 
W^  as  before,  represent  the  fixed 
and  moving  weight  resting  on 
GB^  while  v/  is  that  part  of  W 
which  is  carried  to  B.  If  GH 
acts* 

QF 
^sBtmmmi^'MsM^wiinih&mm*      If  GH  does  not  act : 


no.  4. 


DFr 


In  the  latter  case,  the  beam  AB  will  carry  Wi'=  -^W  \.o  A. 
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If  the  angle  FBN=  CAM=  a,  the  force 

k  =  w'  tan  a  —  «//  tan  a 

will  act  along  ^^  as  an  unbalanced  horizontal  one.     If  GH 

acts,  Wx  tan  a  becomes  equal  to  zero. 

Then  in  the  preceding  investigation,  there  is  to  be  put, 

{H  +  h)  for  H,  while  w*  is  to  be  taken  as  acting  vertically 

down  at  -ff,  and  w/  or  o  (as  the  case  may  be)  at  A.     The 

preceding  methods  and  diagrams  remain  exactly  the  same  as 

before. 

W 
In  the  formulae,  however,  Wi  or  o  is  to  be  put  for  the  — 

at  A^  Fig.  I,  and  w'  for  that  at  B  in  the  same  figure.  Noth- 
ing else  is  changed. 

If  W  rests  on  ^6^  and  GB  at  tfie  same  time,  a  horizontal 
force  equal  and  opposite  to  h  is  developed  at  A^  Fig.  4. 
Hence  h  will  be  balanced  and  disappear. 

If  W  rests  on  AG  alone,  with  the  direction  of  the  wind 
remaining  the  same,  h  will  change  its  direction,  thus  giving 
much  smaller  web  stresses  than  those  existing  with  W  on 
GB  alone. 

If,  for  any  reason,  the  load  on  a  single  track  pier  does  not 
rest  over  its  centre,  h  will  have  a  definite  value,  and  the  above 
considerations  must  govern  the  determination  of  the  web 
stresses.  This  condition  may  exist  if  it  becomes  necessary 
to  place  braced  piers  under  a  single  track  railway  curve. 

The  stresses  caused  by  the  traction,  or  pull,  of  the  loco- 
motive, in  the  members  of  a  braced  pier,  are  simple  in  char- 
acter and  easily  determined. 

In  such  a  case,  the  pier  is  simply  a  cantilever  with  the 
traction,  or  pull,  as  a  single  force  acting  at  its  extremity. 
The  traction  acts  along  the  line  of  the  rails,  and  the  length 
of  the  cantilever  is  the  height  of  the  pier.  The  stresses  thus 
determined  are  to  be  combined  with  those  already  found. 
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The  main  sections  and  details  of  this  design  shown  on  Pis. 
XI.  and  XIL  are  based  on  the  following  general  specifica- 
tions. 

The  span  length,  depth  of  truss,  panel  division,  moving 
load,  fixed  loads,  and  stresses  resulting  from  the  preceding, 
shall  be  as  determined  in  Art.  ii. 

The  clear  width  between  trusses  shall  be  14  feet. 

A  wind  load  of  150  pounds  per  lin.  ft.  of  span  shall  be 
taken  for  the  upper  chord,  and  the  same  amount  for  the 
lower,  and  shall  be  treated  as  a  fixed  load  in  each  chord.  In 
addition  to  this  fixed  load,  300  pounds  per  lin.  ft.  of  span 
shall  be  taken  as  a  moving  wind  load  for  the  lower  chord, 
since  the  train  passes  along  the  latter. 

The  greatest  cUlawed  tensile  stresses  under  the  preceding  loads 
shall  be: 

For  lower  chord  eye-bars zo»ooo  lbs.  per  sq,  in. 

"    main  brace  eye-bars  nearest  end  of  span     ....    10,000  "  *'    *'    " 

"    first  coonter-brace 7,333  **  "    "     ** 

*'    Tertical  adjacent  to  end  of  span 7,333  "  "    "     *' 

Other  tension  braces  to  be  proportioned  according  to  loca- 
tion between 7,333  and  10,000  "  "    •'    " 

For  plate  hangers  on  floor-beams  (net  section)  ....      8,000  '^  <«<«•< 

"   bottom  flanges  of  floor-beams  and  stringers  (net  section)  8,000  "  "    "     " 

•    lateral  braces    .    .    .    .    , ia,ooo  "  "    «'    '• 

The  greatest  allowed  compressive  stresses  shall  be  : 
For  upper  chord  and  end  posts : 

Flat  ends.  Pin  ends. 

P /i .    .    .    ^  = ^ .    .    (I). 

50,ooor*  30,ooof* 

For  intermediate  posts  at  centre  of  span,  a  reduction  of  20 
per  cent,  shall  be  made  from  the  preceding  values,  and  all 
other  intermediate  post  stresses  shall  be  proportioned  accord- 
ing to  location,  between  end  and  centre  values. 
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In  the  preceding  column  formulae,  'V*  is  pounds  per 
square  inch  ;  "  /,"  length ;  and  "  r  "  the  radius  of  gyration  of 
normal  section  in  direction  of  failure,  and  in  the  same  unit 

as  '•  /;• 

For  lateral  compression  braces  the  above  values  may  be 
increased  20  per  cent. 

For  top  flanges  of  stringers  and  floor-beams  the  greatest 
compressive  stress  shall  be  7,000  pounds  per  square  inch  of 
gross  section. 

The  greatest  mean  bearing  intensity  of  pressure  between  pins 
and  pin-holes  or  rivets  and  rivet-holes,  shall  be  12,000  pounds 
per  square  inch.  In  stringers  and  floor-beams  and  their  con- 
nections with  each  other  or  with  the  trusses,  this  value  shall 
be  reduced  25  per  cent. 

The  greatest  shearing  intensity  in  rivets  or  pins  shall  be 
7,500  pounds  per  square  inch,  and  in  stringers  and  floor- 
beams  and  their  connections  with  each  other  and  the  trusses, 
this  amount  shall  be  reduced  25  per  cent. 

The  greatest  bending  stress  in  the  extreme  fibres  of  wrought- 
iron  pins  shall  be  15,000  pounds  per  square  inch,  and  the  cen- 
tres of  pressure  shall  be  taken  at  the  centres  of  the  bearing 
surfaces. 

No  cast-iron  whatever  shall  be  permitted  in  any  part  of  the 
structure,  and  all  parts  shall  be  accessible  for  inspection  and 
painting. 

The  unsupported  width  of  any  plate  in  compression  shall 
not  exceed  thirty  times  its  thickness. 

The  pitch  of  rivets  in  compression  members  shall  not  ex- 
ceed sixteen  times  the  thickness  of  the  thinnest  plate  through 
which  the  rivets  pass. 

An  initial  stress  of  5,000  pounds  shall  be  added  to  that 
produced  by  the  vertical  loading  in  all  adjustable  tension 
members. 

These  meagre  specifications  are  sufficient  for  the  design 
when  it  is  premised  that  all  details  of  construction,  such  as 
eye-bar  heads,  connections,  etc.,  shall  be  consistent  with  the 
best  engineering  practice. 
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Although  it  is  customary  to  add  the  total  stress  of  adjust- 
ment to  that  caused  by  the  vertical  loading,  in  adjustable 
tension  members,  the  practice  is  not  strictly  correct.  Just 
what  part  of  the  initial  stress  should  be  added  is  not  exactly 
determinate,  but  it  is  certainly  not  the  whole.  For  this  rea- 
son the  apparently  small  value  of  5,000  pounds  has  been  taken. 

As  the  widths  of  the  compression  members  depend,  to 
some  extent,  on  the  thickness  of  the  tension  members,  and 
as  the  design  of  the  latter  is  of  the  greatest  simplicity,  it 
conduces  to  the  greatest  convenienee  to  begin  with  them. 
All  eye-bars  should  be  as  thin  as  considerations  of  resist- 
ance will  permit,  as  pin  bending  will  then  be  reduced  to  a 
minimum. 

By  taking  the  stresses  from  Fig.  i  of  PL  IL,  and  subjecting 
them  to  the  preceding  specifications,  the  following  sections 
are  obtained : 


Braee.      Total  ttrtss. 

Allowed  stress. 

Sections. 

2      45.553 

lbs. 

7^333 

lbs. 

per  sq. 

in. 

2-4"^   TBars. 

3     167,800 

ii 

10,000 

a 

ii 

ii 

«< 

2-6   xi|       « 

5     "9.817 

it 

9»340 

ii 

ii 

it 

a 

2-6   xil       " 

7      77.445 

ii 

8,670 

ii 

ii 

ii 

it 

2-5   X  i      " 

9      47.654 

ii 

8,000 

ii 

ii 

it 

it 

2-2"i   0         " 

10      21,560 

ii 

7>333 

a 

ii 

ii 

a 

2- If     "         " 

Lower  chord. 

1  =  2  131,520 

it 

10,000 

ii 

ii 

it 

it 

2-5"xi"|    " 

3     225424 

ii 

10,000 

ii 

ii 

ii 

it 

4-5"xii     « 

4     289,238 

ii 

10,000 

a 

ii 

it 

it 

6-5"  XI          " 

5     322,220 

ii 

10,000 

a 

ii 

ii 

it 

6-5   xi^    « 

There  should  be  as  little  diversity  in  widths  of  bars  as  pos- 
siblcy  but  varying  thicknesses  within  standard  limits  are  easily 
produced  in  the  mill.  Again,  a  small  number  of  large  bars  is 
cheaper  to  produce  than  a  large  number  of  small  bars,  on 
account  of  the  smaller  number  of  pieces.  Hence  the  aim 
should  be  to  produce  large  pieces,  though  not  too  heavy  to 
be  handled  conveniently  in  the  shop. 

Before  designing  the  pins  the  intermediate  post  sections 
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should  be  determined.  These  posts  are  secured  to  pins  at 
each  end,  and  although  they  are  constrained,  by  some  extent 
in  the  vertical  plane  of  the  pin  axis,  it  is  only  slightly  so,  and 
they  should  be  considered  columns,  with  pin  ends  in  all  direc- 
tions. They  will  each  be  built  of  two  channels  laced  in  the 
usual  manner.  The  depth  of  the  channel  is  an  important 
matter,  but  the  length  of  no  column  in  a  truss  should  exceed 
forty  times  its  least  diameter,  and  in  the  present  case  the 
depth  will  be  taken  at  ten  inches.  The 
channels  will  be  placed  as  shown  in  the 
figure  with  a  clear  separation  of  ten  inches. 
Pin  plates  will  be  riveted  to  the  flanges 
of  the  channels  at  each  end,  through  which 
the  pin  will  pass,  leaving  the  axis  of  the 
~  latter  parallel  to  the  channel  webs  and  nor- 

mal to  the  planes  of  the  trusses.  The  least 
radius  of  the  post  section  will  be  parallel  to  the  pin  axis  and 
will  be  the  same  as  that  of  one  channel  about  s^n  axis  normal 
to  its  web,  or  about  3.9  inches.  The  length  of  the  post 
between  pin  centres  is  27  feet,  or  324  inches.  But  in  the 
plane  normal  to  the  truss  the  column  is  shortened  six  feet 
by  the  transverse  bracing  as  shown  in  Fig.  16  of  PI.  XII. 
Hence,  in  the  plane  of  the  pin  axis  /  -7-  r  =  252  -5-  3.9  =  65; 
and  in  the  plane  normal  to  the  preceding  r  =  5.8  .•./-?-  r  = 
324  -t-  5.8  =  56.  As  the  post  is  considered  with  pin  ends  in 
all  directions  the  first  value  of  /  -5-  r  will  be  used. 

Eq.  (i)  then  gives  for  a  post  at  the  end/  -=  6,840;  and  for 
one  at  the  centre  a8  x  6,840  =  5,472.  Now  since  (6,840  — 
5.472) -i- 3  =  456; 

For  vertical  brace  4. ./  =  6,840  —  456  =  6,384  lbs.  per  sq.  in. 

"         "  "     6. ./  =  6,384  -  456  =  5,928  '*      "    "     '* 

"     8 .  ./>  =  5,928  -  456  =  5,472   "      "    "     " 

The  initial  stresses  in  the  counters  intersecting  at  the  top 
of  vertical  brace  8  increase  the  stresses  in  that  member  8,000 
pounds.  The  preceding  quantities  then  give  the  following 
results : 
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Total  stress.  Allowed  stress.  Member, 

Vertical  4. . .  .99,819  pounds. . .  .6,384  poonds. . .  .d  —  10"  79  lb.  channels. 
"       6.... 66,193      "      ....5,928      "      ....2 -10"  56" 
"       8.... 42,611       •'      ....5»472      "      ....2-io"48" 

The  last  sectional  area  shows  a  material  excess  over  that 
required,  but  a  48-lb.  channel  is  about  the  lightest  rolled,  and 
this  excess  is  usually  found  in  the  centre  posts  of  trusses. 

The  lacing  on  these  posts  will  be  2^  x  -^  placed  at  an 
angle  of  about  60^  with  the  post  axis. 

In  order  to  determine  the  lower  chord  pin  bending  some 

1—2  ttBOQ 


=3-T- 


r 


tfSBS 

FlO.   2. 

diameter  of  pin  must  be  assumed,  for  the  moment  at  the 
centre  of  the  pin  will  depend  partially  on  the  thickness  of  the 
pin  plates,  which  bear  against  the  pins.  A  diameter  of  4| 
inches  will  be  taken ;  hence  each  inch  in  length  of  the  pin 
will  take  4,375  x  12,000  =  52,500  pounds.  It  will  be  seen 
hereafter  that  the  floor-beams  will  be  riveted  into  the  posts 
below  the  pins  in  such  a  manner  that  the  pin  plates  will  not 
only  carry  the  column  pressures  to  the  pin,  but  the  floor- 
beam  loads  also.  Hence,  in  determining  the  thicknesses  of 
bearing  areas  in  the  pins,  these  two  loads  and  the  pressures 


2-8 


_Oeiitoe,^ 

FlO.  3. 


due  to  initial  stresses  in  the  counter  rods  must  be  added. 
The  vertical,  brace  8  is  the  only  post  subject  to  the  initial 
stresses  in  the  counters  and  the  vertical  component  of  each 
counter  at  its  top  is  4,000  pounds,  or  8,000  for  the  two. 
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The  total  lower  chord  load  has  already  been  found  to  be  45,. 
553  pounds  in  the  case  of  brace  2.  This  maximum  lower  chord 
panel  load  will  not  usually  occur  with  the  greatest  post  stress, 
but  all  possible  cases  are  covered  by  combining  the  two.  The 
bearing  thickness  at  each  side  of  each  post  is  thus  found  to  be : 

For  biacc  4 (99>8i9  +  45f  553)  -*•  52,500  x  2  ==  1.4  inches. 

••      "     6 (66,193  +  45,553)  -*•  52.500    "    =1.06    " 

"       "     8 (34f6ii  +  45,553  +  8,000)  h-  52,500    "    =  a84     " 

By  regarding  the  principles  affecting  pin  bending  as  de- 
veloped in  Art.  74,  it  will  be  found  that  the  arrangements  of 

3-4 


FiQ.  4. 

lower  chord  eye-bars  and  braces  shown  in  Figs.  2,  3,  4 
and  5  will  reduce  the  lower  chord  pin  bending  to  the  least 
amounts  possible. 

The  values  of  these  least  pin  moments  for  the  principal 


i=5- 


Fia  5. 

sections  are  found  to  be  as  follows,  and  they  can  be  verified 
by  remembering  the  thicknesses  of  the  eye-bars  (already  de- 
termined) and  the  fact  that  a  play  of  one-eighth  of  an  inch  is 
allowed  between  each  contiguous  pair  of  heads. 

Joint  I — 2. 

The  section  of  plate  hanger  at  the  end  of  the  floor-beam  is 
shown  shaded,  and  the  distance  between  its  centre  and  that 
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of  either  of  vertical  braces  2  is  3  inches.     Taking  moments 
about  the  centre  of  the  plate-hanger : 

Moment  about  Vert,  axis 65,800  x  1.5  =    98,700  in.  lbs. 

**      Hot.     "    22,800  X  3.0  =t    68,400"     •* 

Hence  resultant  moment  —  -/  (98,700)'  +  (68400)'    =  120,000  "     **  ,  (2). 

Joint  2 — 3. 

The  bearing  area  of  post  4  on  the  pin  is  shown  shaded.  In 
the  remaining  cases  it  will  be  assumed  that  the  adjacent 
lower  chord  panel  stresses  take  their  greatest  values  together, 
in  accordance  with  which  assumpt^^n  the  eye-bars  will  be 
stressed  for  this  joint  as  shown  in  Fig.  3.  The  force  78400 
pounds  is  the  corresponding  stress  in  one  eye-bar  of  brace  3. 
The  tangent  of  the  inclination  of  the  latter  to  a  horizontal 
line  is  1.32,  hence  the  vertical  component  of  brace  3  (one  eye- 
bar)  is  (i  12,800  —  65,800)  1.32  =  62,040  pounds. 

The  moments  about  vertical  axes  are : 

About  a 65,800  X  2.625  ~    56,400  X  1.25  =  102,225  in.  lbs.    .    (3). 

"      b 65,800x4.0     —112,800x2.0=    37,600"     " 

The  moment  about  a  horizontal  axis  through  c  is : 
62,040  X  1.5  =  93,060  in.  lbs. 

The  vertical  moment  about  c  is  the  same  as  that  about  b^ . 
hence  the  resultant  moment  about  c  is: 


|/(37,6oo)"}- (93,060)' =100,360  in.  lbs (4). 

Joint  3—4. 

By  the  preceding  method  the  resultant  moment  of  the  in- 
clined brace  was  resolved  into  vertical  and  horizontal  com- 
ponents ;  in  this  and  the  following  cases,  however,  the 
resultant  moment  itself  will  be  taken.  As  before,  the  post 
bearing  is  shaded  in  Fig.  4.  The  head  of  the  counter  rod  c^ 
is  assumed  to  be  one  inch  thick.  The  secant  of  the  inclina- 
tion of  the  inclined  bar  to  a  horizontal  line  is  1.66.  Hence 
the  inclined  stress  is  (3  x  48.200—  2  x  56,400)  1.66=  53,166 

pounds.     The  vertical  moments  are  then  as  follows: 
26 
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About  ^i'  .  .  .  48,200  X  1.2  =  57,840  in.  lbs. 

"       a  .  .  (112,800  —  96,400)  X  2.94  =  48,216  "     " 

"       b  . .  .  .  48,200  X  3.5  —  16,400  X  6.44  =  63,100  "     " 

The  inclined  moment  about  b  is ; 

53,166  X  2.31  =  122,800  in.  lbs. 

In  Fig.  6  ab  is  normal  to  the  inclined  brace,  and  represents 
122,800  inch-pounds  by  scale,  while  be  is  vertical,  and  repre- 
sents 63,100  inch-pounds. 

Hence  the  resultant  moment  about  b  is  represented  by  ac, 
and  has  the  value : 

R  =  97,500  inch  pounds (5). 

Joint  4—5. 

The  thickness  of  the  head  of  the  centre  rod  c  is  1.5  inches; 
and  the  inclined  eye-bar  stress  of  brace  7  is 

(3  X  S3>700  —  3  X  48,200)  1.66  =  27,500  pounds. 

The  vertical  moments  are  as  follows : 

> 

About  a  48,200  X  1,155  =       55»67i  in.  lbs.  (6). 

"    a   2  (53.700  -  48,200)  X  2.875  =       3^625  "    " 

'*    b   2  (53.700  —  48,200)  X  4.03  —  48,200  X  1.155  =  —  11,340  "     '• 
"     ^  3  (53.700  -  48,200)  X  3.7    -  11.340  =       49^700  ' 


,  ((     << 


The  inclined  moment  about  d  is 

27,500  X  2.6  =  71,500  in.  lbs. 
Hence  the  resultant  moment  about  d  is,  by  Fig.  7: 

R  =  57,000  inch-pounds (7). 

In  addition  to  the  preceding,  the  moments  of  the  greatest 
vertical  components  of  the  inclined  eye-bar  stresses  about  the 
centres  of  the  post  bearings  should  be  examined.  It  is  here 
unnecessary  to  go  into  all  these  in  detail.  The  gfreatest  oc- 
curs at  joint  3—4    The  vertical  component  of  the  maximum 
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Stress  is  (119,817  ^  2)  0.8  =  47,930  lbs. 
in  question  is : 


Hence  the  moment 


47,930  X  2.31  -=  1 10,700  in.  lbs. 


(8). 


The  preceding  results  show  that  while  it  is  quite  unneces- 
sary  to  take  moments  at  the  centre  of  all  bearings,  a  thor- 
ough examination  of  the  lower  chord  joints  must  be  made  in 
order  to  find  the  greatest  moments. 

Eq.  (2)  gives  the  greatest  resultant  moment  of  120,000 
inch-poundsw  Hence  a  wrought-iron  pin  4,375  inches  in  diam- 
eter will  be  sufficient  to  meet  the  requirements  of  the  speci- 
fications. But  since  the  bars  in  braces  3  and  5  are  6  inches 
wide,  and  since  the  eye-bar  heads  are  no  thicker  than  the 
bodies  of  bars,  the  requirement  of  12,000  pounds  per  square 
inch  bearing  pressure  against  pins  cannot  be  met  by  a  less 
diameter  than  5  inches  in  the  case  of  brace  3.  For  a  reason 
that  will  appear  hereafter,  the  diameter  of  the  large  pins  will 
be  taken  at  5|  inches. 


Fig.  6. 


Fig.  7. 


Fig.  8, 


In  the  cases  of  braces  7  and  9  a  much  smaller  pin  may  be 
used,  and  while  it  is  not  economy  in  the  shop  to  have  a  large 
number  of  pin  diameters,  two,  or  even  three,  is  not  too  many 
for  a  span  of  this  length.  The  cosine  of  the  inclination  of 
brace  7  to  a  horizontal  line  is  0.61,  hence  the  horizontal 
component  of  the  greatest  stress  in  one  of  its  eye-bars  is 
(77,445  -f-  2)  X  0.61  =  23,620  pounds.  It  will  be  seen  here- 
after that  the  side  plates  of  the  upper  chord  panels  3  and  4 
will  be  0.5  inch  thick,  and  since  4^  x  12,000  -i-  2  =  25,000, 
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it  appears  that  with  a  pin  diameter  of  4^  inches  no  thicken- 
ing plates  at  pin-holes  Z?,  E^  F,  and  M  will  be  needed.  It 
will  be  found  that  the  thickness  of  bearing  plates  at  the  top 
of  brace  6  must  be  \\  inch,  and  the  clearance  at  each  side  of 
eye-bar  head  (between  |-inch  side  plate  of  chord  and  pin  plate 
of  post)  will  be  about  -^  inch.  The  vertical  component  of 
eye-bar  stress  (for  brace  7)  will  be  (77^5  -^  2)  x  0.8  =  30,980 
pounds.     Hence : 

Pin  moment  at  centre  of  eye-bar  head  =  23,620  x  0.875  =  20,670  in.  lbs. 
Vertical  "  "  postpin plate  =  23,620  x  1,875  =  44.290  "     " 

Inclined  "  "  "         =  38,720  x  1.00  =  38,720  **     " 

The  resultant  of  the  last  two  moments  is  shown  by  Fig.  8 
to  be: 

R  =  37,000  inch-pounds (9). 

The  moment  of  the  greatest  vertical  component  in  brace  7 
at  the  bottom  of  post  8  is : 

30,980  X  2.6  =  80,550  inch-pounds.     .     (10). 

Eqs.  (6),  (7),  (9),  and  (10)  show  moments  far  below  the 

allowed    resisting  capacity  of  a  4^^  wrought-iron  pin,  1.^., 

108,000  inch  pounds. 
Hence,  at  C,  L,  K,  and  J  5|  inch  pins  will  be  used,  while  at 

Z?,  E,  and  7,  4tV  pi^  '^i^  *^  taken. 

Before  determining  the  diameters  of  the  pins  in  the  inclined 

end  post,  it  will  be  necessary  to  fix 
the  sections  of  that  member,  and  it 
will  be  convenient  to  find  those  of 
the  upper  chord  at  the  same  time. 
As  each  upper  chord  panel  is  a 
beam  of  considerable  span,  carry- 
ing its  own  weight,  the  depth  should 
not  be  small,  and  it  will  be  taken 
at  eighteen  (18)  inches.  The  radius 
of  gyration  of  the  normal  section 

about  a  horizontal  axis  through  its  centre  of  gravity  must 

first  be  found. 


I^ 


lU 


Fig.  9. 
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As  the  Upper  chord  stress  in  panels  3  and  4  is  about 
322,000  pounds,  the  area  of  that  panel  section  will  not  be  far 
from  44  square  inches.  Fig.  9  represents  a  trial  section  of 
that  area. 

AB  is  a  21  X  -j^,  inch  cover  plate. 

C  and  Z?  are    3  X  3      "     21  lb.  angles. 

£    "   /^   "       5  X  3      "     50         " 

G    ''   H  ''     \Z  y.  \      "     side  plates. 

The  5-inch  legs  of  E  and  F  are  horizontal.    The  centres 

of  gravity  of  C  and  D  are  0.9  inch  from  lower  surface  of  AB^ 

and  those  of  E  and  F  are  0.9  inch  from  lower  surface  of  the 

horizontal  5-inch  legs.     Static  moments  about  a  horizontal 

line  through  the  centre  of  gravity  of  the  section  of  AB  give: 

3x3  angles    .    .     .     2  x  2.1  x     1.2  =      5.04 

5x3      "         ...     2  X  5.0  X   17.4  =  174.00 

Side  plates       ...  18  x     9.3  =  167.4 

Total 34644 

Hence,  346.44  -^  44  =  7.9  inches;  or  tke  centre  of  gravity 
g  of  the  entire  section  is  7.6  inches  from  the  lower  surface  of 
AB.  In  such  computations  some  dimensions  are  taken  a 
little  full  because  adjacent  surfaces  do  not  have  mathemati- 
cal contact. 

The  elements  of  the  moment  of  inertia  of  the  section 
about  the  horizontal  axis  GH  through  g  take  the  values : 

Cover  plate 11.81  x  7,^  =^  7i7*<^ 

,  (    2       X  2.0  =      4.0 

3^  jangles |   ^^     x  67' =  18S54 

5x3"  t    ^       X  4:5   =      9.0 

^       ^  {  10.0     X  9.5^  =  902.5 

Side  plates     ....      <  18  x  Fs*  -  I2_=  486.0 

I  18    X  1.4*  =    35.28 

Moment  of  inertia    ....     2,362.38 

The  moment  of  inertia  oi  AB  about  a  horizontal  axis 
through  its  own  centre  of  gravity  is  so  small  that  it  has  been 
neglected.     The  3x3  and  5x3  angles  each  have  a  moment 
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of  inertia  of  2  about  a  horizontal  axis  through  the  centre 
of  gravity  of  each  respective  section.  The  least  radius  of 
gyration  about  a  horizontal  axis  for  the  entire  section  then 
becomes : 

V'2^362^^38^^44  =  7-33  inches. 

The  panel  length  is  2a55  ft.     Hence 

/-^  r  =  20.55  x  12  ->  7.33  =  33.7. 

The  preceding  value  in  Eqs.  (i)  gives: 

Flat  ends.  Pin  ends, 

p  =  7,620  lbs.  per  sq.  in.  /  =  7,5  ip  lbs.  per  sq.  in. 

Far  one  pin  and  one  flat  end . ... /  =  (7>620  +  7,5 10)  -¥  2 

=  7,565  lbs.  per  sq.  in. 

The  upper  chord  will  be  continuous  after  the  bridge  is 
erected,  but  the  extremities  will  be  hinged  at  the  upper  ends 
of  the  inclined  end  posts  in  the  manner  shown  in  Fig.  4  of 
PI.  XI.  Hence  upper  chord  panel  i  will  have  one  pin  end 
and  one  flat  end ;  all  other  panels  will  be  flat  end  columns. 
The  upper  chord  sections  will  now  be  as  follows : 

Upper  cltord  i. 
Required  area  =  225,424  -f-  7,565  =  3ao  sq.  ins. 

1  —  21  X  y\  inch  cover  plate.  9.2  "  " 
2—3x3  "  18  lb.  angles  3.6  "  " 
2-5x3      "    30 "       *'        6.0  "      " 

2  —  18  X   I     "    side  plates.  13.5  "      " 

Total 32.3  "      " 

Upper  chord  2. 
Required  area  =  289,238  -^  7,620  =  38.0  sq.  ins. 

1  —  21  X  j\  inch  cover  plate .  9.2  **     " 

2  —  3x3  "  18  lb.  angles.  3.6  "  " 
2  -  5  X  3  "  36  "  "  7.2  "  " 
2  -  18  X   i     "     side  plates.. 1 8.0  "     " 

Total 38.0  "     " 
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Upper  chard  3  and  4. 
Required  area  =  322,220  -£-  7,620  =      42.3  sq.  ins. 

1  —  21  X  -j^  inch  cover  plate  =  9.2    "     " 

2  —  3x3  "  18  lb.  angles  3.6  "  " 
2  —  5  X  3  "  47 "  "  9.4  "  " 
2  —  18  X  -j^    "     side  plates.  20.25    "    ** 


Total 42.45     "     " 

The  end  post  bears  on  pins  at  top  and  bottom  ;  hence  it  is 
a  pin-ended  column.  It  is  about  408  inches  long,  and  it  will 
be  most  convenient  to  take  its  depth  identical  with  that  of 
the  upper  chord,  or  18  inches.  The  radius  of  gyration  may 
then  be  taken,  as  before,  at  7.33  inches.  Hence,  /  -f-  r  =  408 
-s-  7.33  =  55.7.     The  second  formula  of  Eq.  (i)  then  gives: 

p  =  7,070  lbs.  per  sq.  in. 

Inclined  end  post. 
Required  area  =  217,750  -r  7,070  =  30.8  sq.  ins. 

1  —  21  X  ^  cover  plate  —     9.2  "      " 

2  —  3  X  3  18  lb.  angles  . .  3.6  "  " 
2  —  5  X  3  30  "  "  6.0  "  ** 
2—  18  X   I  side  plates 13.5  "      ** 

Total 32.3  *'      " 

All  these  actual  areas  agree  sufficiently  near  in  character 
and  amount  with  the  trial  section  to  make  re-computations  of 
the  radius  of  gyration  quite  unnecessary.  A  very  little  ex- 
perience makes  such  a  result  possible  in  all  ordinary  cases. 
A  very  close  but  approximate  rule  for  all  box  or  semi-closed 
sections  like  those  just  considered,  is  to  take  the  radius  of 
gyration  at  four-tenths  (0.4)  the  depth  of  the  side  plates.  In 
the  present  case  it  would  make  r  =  0.4  x  18  =  7.2  inches,  while 
the  exact  value  is  7.33  inches. 

In  building  a  section  such  as  these,  the  angles  C  and  A 
Fig.  9,  should  be  made  as  light  as  possible,  in  order  that  the 
cover  plate  AB  may  be,  to  a  considerable  extent,  balanced  by 
the  heavy  angles  £,  F.     In  this  manner  the  centre  of  gravity, 
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gy  of  the  section  may  be  brought  down  sufficiently  near  to 
the  mid  depth  to  give  all  the  space  needed  inside  the  chord 
for  the  eye-bar  heads,  if  the  pin  axis  should  be  made  to  pass 
through  gy  at  the  same  time  there  is  gained  the  incidental  but 
important  advantage  of  an  increased  moment  of  inertia.  If 
the  chord  were  subject  to  no  bending  from  its  own  weight, 
the  axis  of  every  pin  should  pass  through  the  centre  of  gravity 
of  the  section.  It  has  been  shown  in  Art.  69  that  this  flexure 
cannot  be  satisfactorily  neutralized  by  the  direct  stress,  par- 
ticularly if  the  chord  is  continuous,  as  in  the  present  case.  It 
is  best,  therefore,  to  reduce  the  bending  stresses  by  making 
the  chord  depth  as  great  as  possible.  For  these  reasons  it 
was  taken  at  eighteen  (18)  inches.  If  the  panels  were  non- 
continuous  the  greatest  stress  per  sq.  in.  in  the  exterior  fibres 
of  panels  3  and  4  would  be : 

^     Md       88,800  X  10.4       „ 

K=  -7—  =  —^ -p =  390  lbs. 

/  2,362  ^^ 

Now,  when  it  is  remembered  that  the  chord  is  continuous 
it  is  evident  that  flexure  may  be  neglected  in  the  sections 
found.  This  point,  however,  should  always  receive  careful 
attention. 

In  the  present  case,  iAe  axes  of  pins  in  the  upper  chord  and 
end  posts  will  be  placed  eight  (8)  inches  from  the  line  AB,  thus 
allowing  a  small  counter  moment  from  the  direct  stress  due 
to  a  lever  arm  of  0.4  inch. 

A  compression  member  with  the  same  degree  of  end  con^ 
straint  in  all  directions  ought  to  have  equal  capacity  for  re- 
sistance in  all  directions.  If  the  radius  of  gyration  be  taken 
in  different  directions  about  g,  Fig.  9,  for  the  different  sec- 
tions as  formed,  it  will  be  found  that  this  condition  is  fulfilled. 

Finally,  the  unsupported  width  of  any  plate  in  compression, 
measured  transversely  between  rivet  heads,  should  not  be 
more  than  about  thirty  times  the  thickness.  An  examination 
of  the  sections  will  show  that  this  condition  also  has  been 
fulfllled. 

The  details  about  the  pin  bearings  at  the  upper  and  lower 
ends  of  the  inclined  end  post  may  now  be  considered. 
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Fig.  4  of  PI.  XI.,  shows  the  detail  at  the  upper  end  of  the 
inclined  end  post.  The  end  panel  of  the  upper  chord  does 
not  rest  its  extremity  immediately  against  the  upper  end  of 
brace  i,  but  they  are  separated  along  the  line  ab  by  about 
the  distance  of  |  inch,  and  each  bears  directly  against  the 
end  pin.  The  diameter  of  the  latter  is  taken  by  trial  at  5^ 
inches.  By  the  specifications  the  bearing  value  of  this  pin 
against  a  one-inch  plate  is  5^  x  12,000  =  61,500  pounds. 
Hence  for  plates  jt,  ^,  |,  \  and  ^  inch  the  bearing  values  will 
be  as  follows : 

61,500  X   J  =  15,375  pounds. 

"      X  A  =  19*220     " 

"       X  I  =  23,060       " 

"       X  i  =  30,750      " 

''       X  iV  =  34,596      " 

The  arrangement  of  thickening  plates  for  upper  chord  i  is 
clearly  shown  by  Fig.  4 ;  there  is  a  half-inch  plate  inside  and 
next  the  |ths  web  and  a  |  jaw  plate  inside  the  half-inch  thick- 
ener. Against  the  web  outside  is  a  ^  inch  thickener.  The 
total  bearing  thickness  is  then'f  +  i  H-  i  -I-  A  =  ^H  inches. 
Hence  61,500  x  \\\  =  1 1 1,500  pounds.  The  half  of  the  stress 
in  upper  chord  i  is  112,712  pounds  and  the  two  quantities 
are  sufficiently  near  in  amount.  All  rivets  about  the  joint 
are  f  inch  in  diameter.  The  shearing  resistance  of  one  rivet 
at  7,500  pounds  per  sq.  in.  is  3,300  pounds,  while  the  bearing 
values  against  the  various  plates  are : 

\  rivet  against  ^  plate  =  2,800  pounds. 
"     "  «•        J      »*      =  3,400       *' 

"     "  "        i      "      =4,500       " 

The  total  bearing  pressure  against  the  jaw  and  thickening 
plates  is  23,060  -h  30,750  +  34,596  =  88,406  pounds,  and  there 
are  21  rivets  through  those  plates,  as  shown  in  Fig.  4.  Ap- 
plying the  bearing  and  shearing  values  given  above  to  the 
number  and  distribution  of  rivets  located  in  that  figfure,  it 
will  be  seen  that  there  is  a  little  excess  of  both  those 
resistances. 
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The  same  figure  shows  the  number  and  distribution  of  both 
rivets  and  thickening  plates  at  the  upper  end  of  the  inclined 
end  post.  There  is  a  |  inch  jaw  plate  outside,  then  a  half- 
inch  thickener  and  a  ^  plate  between  that  and  the  web. 
There  is  also  a  quarter-inch  thickener  inside.  The  amount  of 
bearing  thickness  is  thus  the  same  as  for  the  upper  chord. 
An  examination  of  the  number  and  location  of  the  rivets  will 
show  that  there  is  again  a  little  excess  in  the  bearing  and 
shearing  resistances.  The  pitch  of  rivets  in  the  immediate 
vicinity  of  the  joint  is  three  (3)  inches^  in  all  other  parts  of  the 
upper  chord  and  end  posts  it^  will  be  six  (6)  inches. 

The  preceding  arrangement  is  for  one  side  of  the  chord  and 
end  post,  since  both  sides,  of  course,  are  alike.  As  Fig.  4 
shows,  the  pin  passes  through  the  jaw  plates  only.  The  four 
(4)  jaw  plates  hold  the  post  and  upper  chord  securely  to- 
gether in  case  of  any  derailment  or  other  accident  tending  to 
knock  the  end  post  out  of  place.  They  are  further  reinforced 
by  the  light  |  inch  cover  plate  shown  at  a.  The  latter  also 
performs  an  important  office  in  transferring  upper  lateral 
loads  to  the  end  posts.  One  portion  of  it,  or  both,  must,  of 
course,  be  riveted  in  the  field.  It  will  be  observed  that  each 
jaw  plate  has  a  *'  play  "  or  clearance  of  \  inch,  to  provide  for 
imperfections  of  workmanship  and  secure  ready  erection. 
The  figure  shows  what  rivets  must  be  countersunk,  both  out- 
side and  inside. 

The  eye-bars  of  brace  3  lie  adjacent  to  the  interiors  of  the 
upper  chord  and  end  post,  while  those  of  brace  2  are  inside 
of  the  first.  Assuming  that  the  greatest  stresses  in  those 
braces  occur  together  (which  is  a  small  error  on  the  side  of 
safety),  the  end  pin  will  be  subjected  to  the  bending  moments 
shown  in  Fig.  10.    The  component  moments  are  as  follows: 

•r^  «  167*800  .  «, 

For  brace  3-     • — —  x  1.71  =  143^70  m.  lbs. 


u  u 


€t  it 


2.     .     .  _lSiS53  X  2.90  =   66,053  " 

2 

217,750  X  0.62  —    67,500  " 
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The  latter  moment  arises  from  the  fact  that  the  upper 
chord  and  end-post  bearings  have  their  centres  separated  by 
0.62  inch. 

In  the  figure,  be  is  normal  to  brace  3,  and  ac  is  horizontal, 
while  ad  is  normal  to 
brace  i.  Hence  db  is  the 
resultant  moment  of  220,. 
000  inch  pounds.  A  pin 
51  inch  in  diameter  will  a 
little  more  than  supply 
the  required  resistance 
with  K—  15,000,  as  Eq. 
(i)   of    Art.    74   demon-  p^^  ,^ 

strates,  or  as  may  more 

simply  be  found  by  reference  to  any  reliable  table  of  pin  mo- 
ments. The  thickening  plates  and  rivets  just  found  will  now 
be  a  very  little  excessive,  but  they  will  be  retained. 

These  large  rounds  frequently  vary  in  standard  sizes  by 
quarter-inches,  and  a  54  inch  diameter  may  be  turned  to  5| 
with  little  waste. 

Fig.  7  of  PL  XI.  shows  the  lower  end  of  the  inclined  end 
post  with  the  number  and  location  of  the  \  rivets  and  thick- 
ening plates.  The  operation  of  designing  them  is  precisely 
similar  to  those  already  employed,  and  they  will  not  now  be 
repeated.  An  examination  of  the  plates  and  rivets  in  con- 
nection with  the  preceding  values,  will  show  that  the  shear- 
ing and  bearing  resistances  of  both  the  rivets,  plates,  and  5} 
inch  (assumed)  pin  required  by  the  specifications  are  secured. 
The  line  ab  is  2\  inches  below  the  centre  of  the  pin-hole, 
giving  about  2  inches  of  solid  metal  below  the  pin. 

Figs.  8,  9  and  10,  of  PI.  XL,  show  two  elevations  and  a 
plan  of  the  pedestal  at  the  lower  extremity  of  each  end  post. 
The  centre  of  the  pin-hole  is  taken  six  (6)  inches  above  the 
bottom  }  inch  plate.  The  figures  show  with  perfect  clearness 
the  arrangement  of  the  various  parts.  The  4  and  19  inch 
spaces  give  ample  clearance  for  the  sides  of  the  end  post 
which  enter  them. 

The  vertical  component  of  the  end-post  stress  is  172,820 
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pounds.  The  total  bearing  thickness  under  each  half  of  the 
pin  is  I  +  I  +  i  =  If  inches.  But  64,500  x  i|  =  104,610;  or 
greater  than  172,820  -f-  2  =  86,410.  Hence,  ample  bearing 
surface  at  12,000  pounds  per  square  inch  is  secured.  Now 
since  the  half  of  the  end-post  bearing  is  at  the  centre  of  each 
of  the  4  inch  spaces,  it  may  at  first  sight  appear  as  if  either 
equal  bearing  areas  ought  to  be  found  each  side  of  those 
spaces,  or  as  if  all  ought  to  be  on  one  side.  But  it  is  better 
to  mass  the  metal  as  much  as  possible ;  at  the  same  time  the 
weight  should  be  distributed  somewhat  on  the  \  inch  plate. 
The  arrangement  shown  accomplishes  these  results  and  g^ves 
a  little  excess  of  bearing  area.  The  5  by  3  inch  angles  are 
but  1 5  sinches  long,  while  the  \  inch  bottom  plate  is  24  by  36 
inches. 

The  bearing  thickness  at  a  is  1.25  inches;  hence  the  up- 
ward pressure  at  that  surface  is  64,500  x  1.25  =  80,625 
pounds. 

The  4  inch  space  gives  about  |}  inch  total  clearance  for  the 
side  of  the  end-post  and  the  eye-bar  (i|  inches  thick)  of  lower 
chord  panel  i,  or  ^  inch  each  for  the  three  clearance  spaces 
thus  formed. 

The  pin  moment  about  the  centre  of  the  end-post  bearing 
is: 

80,625  X  1.875  inches  =  151,171  inch  lbs.     .    .     .     (11). 

Again,  taking  moments  about  the  centre  of  the  angle  bear- 
ing 6,  there  are  two  moments  with  horizontal  axes  but  with 
opposite  signs  formed  by  the  upward  pressure  at  a,  and  the 
half  vertical  component  in  the  inclined  end  post,  thus : 

+  80,625  X  4.81  =  +  387,806  in.  lbs. 
-  86,413  X  3.00  =  -  259,230  "    " 


Resultant  =  +  128,576  "    " 

The  stress  in  the  5  x  i|  inch  eye-bar  of  lower  chord  i  has 
the  following  moment  about  a  vertical  axis  passing  through 
the  centre  of  b : 

65,760  X  1. 14  =  74,970  in,  lbs. 
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Hence  the  resultant  moment  about  the  centre  of  ^  is : 


V ( 1 28,576)*  -f- (74,970/  =  I SCOCX)  in.  lbs.     .     .     .    (12). 

As  the  moment  (11)  is  greater  than  (12)  and  far  less  than 
the  resisting  capacity  of  the  assumed  5|  inch  pin,  tAc  latter 
diameter  will  be  retained.  A  smaller  pin  would  give  sufficient 
bending  resistance^  but  would  necessitate  additional  metal  in 
the  thickening  plates,  and  would  increase  the  variety  in  pins 
and  pin-holes. 

It  is  frequently  desirable  to  hang  one  pair  of  eye-bars 
(either  braces  2  or  3)  outside  of  chord  and  end  post  at  the 
upper  end  of  the  latter.  In  such  a  case  the  angle  flanges  at 
*,  Fig.  4,  PI.  XL,  would  be  cut  away,  and  more  rivets  would 
need  to  be  countersunk  about  the  pin-hole  on  the  outside  of 
the  outer  jaw  plate. 

In  the  present  instance,  however,  the  pin  necessary  at  the 
upper  chord  end  is  but  little  different  from  those  required  by 
braces  3  and  5.  Hence,  for  the  sake  of  uniformity,  the  pins 
at  5,  Cy  A,  Ly  K  andy,  will  be  given  a  diameter  of  5|  inches, 
while  the  others  are  4^  inches. 

The  pin-plates  at  the  upper  and  lower  end  of  the  intermediate 
posts  will  now  be  found. 

It  will  be  assumed  that  the  maximum  post  stress  and  the 
greatest  panel  load  occur  together.  This  is  not  possible,  but 
it  is  difficult  to  determine  the  exact  maximum  load  on  the 
lower  pin-plate,  and  the  assumption  involves  a  safe  error.^  It 
will  farther  be  assumed  that  the  greatest  panel  load  for  the 
intermediate  posts  is  the  same  as  the  greatest  load  on  brace 
2.     This  also  involves  a  slight  safe  error. 

In  consequence  of  these  assumptions  and  the  additional 
fact  that  the  smaller  part  of  the  load  in  each  lower  pin-plate 
is  the  panel  moving  load,  no  addition  for  impact  will  be  made 
in  fixing  the  thickness  of  the  pin-plates. 

The  manner  of  supporting  the  ends  of  the  floor-beams  is 
clearly  shown  in  Figs.  14,  15  and  16,  PI.  XI.  They  are  built 
into  the  posts  below  the  pin.  The  channels  are  continued 
30  inches  below  the  centres  of  the  pin-holes,  and  a  4  by  4  inch 
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36  pound  angle  is  riveted  to  each  as  shown  ^\,  a  a  Fig.  14. 
The  end  stiflFeners  of  the  floor-beam  (Fig,  2,  PL  XL)  are 
brought  against  these  latter  and  riveted  fast  to  them  in  erec- 
tion. The  number  of  rivets  required  for  this  connection  will  be 
found  later  on.  In  order  to  freely  admit  the  end  stiffeners 
of  the  floor-beam,  the  10  inch  channels  of  the  post  will  be 
separated  10  inches. 

Vertical  Brace  4 

The  top  pin  plates  will  carry  99,819  lbs. 
"    bottom  "     "      '*       "     99,816  +  45,553  =  145,372  lbs. 

Since  5|  x  12,000  =  64,500  pounds,  the  total  thickness  of 
bottom  pin  plates  will  be  145,372  -5-  64,500  =  2.25  inches  ;  and 
since  the  shearing  resistance  of  one  \  inch  rivet  is  3,300 
pounds,  the  total  number  of  rivets  in  the  channel  flanges  will 
be  145,372  -4-  3,300  =  44.  The  lower  part  of  Fig.  14,  PI.  XI. 
shows  the  required  arrangement  of  pin  plates  and  rivets 
There  are  three  |  inch  outside  pin  plates  on  each  side  of  the 
post  The  rivets  about  the  pin-hole  on  the  outside  will  be 
countersunk  in  order  that  the  eye-bar  of  brace  3  may  lie 
close  against  the  post. 

The  total  thickness  of  pin  plates  at  the  top  of  the  post  will 
be  99,819 -f- 64,500  =  i^^V  inches,  and  the  total  number  of 
rivets,  99,819  -r-  3,300  =  30.  The  upper  part  of  Fig.  14,  PI. 
XI.  shows  the  required  arrangement  of  pin  plates  and  rivet?. 
As  the  total  number  of  the  latter  must  be  divided  by  4,  32 
rivets  are  used.  There  is  one  |  inch  outside  pin  plate  and 
one  ^  inch  inside  plate  riveted  to  the  former.  The  object  of 
placing  the  latter  inside  is  to  keep  the  upper  chord  as  narrow 
as  possible. 

Vertical  Brace  6. 

The  top  pin  plates  will  carry  66,193  lbs. 
"     bottom  "  "      "      "       66,193  +  45,553  =  1 1 1,746  lbs. 

The  total  thickness  of  bottom  pin  plate  will  be  111,746  -r- 
64,500=  if  inches,  and  that  of  the  upper  66,193  -r-  50,250 
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=  i^^  inches,  since  the  upper  pin  is  4y^  inches  in  diameter 
and  4^y  x  12,000  =  50,250  pounda  The  total  numbers  of  | 
rivets  below  and  above,  respectively,  are  1 1 1,746  -f-  3,300  =  34 
and  66,193  -f-  3,300  =  20.  Fig.  15,  PL  XL,  shows  the  required 
pin  plates  and  rivets.  At  the  bottom  there  is  a  |  inch  plate 
next  to  the  channels  and  a  half-inch  plate  outside.  At  the 
top  there  is  a  |  inch  plate  outside  and  a  -^  inch  plate  inside, 
as  shown. 

Vertical  Brace  8. 

Four  adjustable  ties  meet  the  upper  extremity  of  this  post, 
and  it  has  already  been  shown  that  each  tie  adds  4,000 
pounds  to  the  post  stress.     Hence,  the 

top  pin  plates  will  carry  34,611  x  16,000  =50,611  lbs. 

bottom        "     **      "       34,611  +  16,000+45,553=96,164    " 

The  total  thickness  of  bottom  pin  plates  will  be  96,164  -r- 
50,250  ='i|  inches;  and  that  of  the  top  plates  50,611-7- 
50,250  =  I  inch.  The  total  numbers  of  rivets  required  are 
96,164-4-3,300  =  29  and  50,611-7-3,300=16.  Fig.  16,  PL 
XL,  clearly  shows  the  arrangement  of  plates  and  rivets. 
There  are  more  rivets  shown  at  the  top  than  is  necessary  for 
bearing  or  shearing  alone,  for  the  reason  that  the  notch  a 
must  be  cut  out  of  one  channel  to  let  the  counterbraces  9 
take  hold  of  the  pin  inside  the  post,  as  there  is  not  room 
enough  outside. 

Upper  Chord  Joints  and  Thickening  Plates. 

It  will  readily  be  seen  that  the  pin-hole  at  the  joint  point 
between  upper  chord  I  and  2  is  the  only  one  needing  a  thicken- 
ing plate.  The  greatest  tension  in  an  eye-bar  of  brace  5  is 
119,817  -7-  2  =  59,909  pounds,  and  the  sine  of  its  inclination 
to  a  vertical  line  is  0.61.  Hence,  its  horizontal  component  is 
59,909  X  0.61  =  36,544  pounds.  The  thickness  of  the  side 
plates  of  upper  2  is  J  inch;  hence,  \  x  12,000  x  5§  =  32,250 
pounds.  A  little  over  4,000  pounds,  then,  is  all  that  need 
be  resisted  by  a  thickening   plate.     This   might   safely  be 
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neglected,  but  the  3^^  joint  plate  shown  by  Fig.  13,  PL  XL, 
will  be  extended  to  cover  the  pin-hole. 

Precisely  the  same  operation  shows  that  no  thickening 
plates  are  needed  at  the  other  pin-holes. 

There  will  be  joints  in  the  upper  chord  as  near  as  possible 
to,  and  on  the  left  of  the  pin-holes  at  C,  D  and  E  of  Fig.  i, 
PL  II.,  and  at  corresponding  points  in  the  other  half  of  the 
truss. 

These  joints  are  formed  as  shown  at  Fig.  13,  PL  XI.  At 
C  the  joint  will  be  12  inches  from  the  centre  of  the  pin-hole. 
It  is  formed  by  riveting  top  and  bottom  and  side  plates  to 
the  chords,  as  shown.  All  the  joints  are  formed  precisely 
like  this,  except  that  in  the  other  cases  the  ^  plate  between 
the  angles  extends  each  side  of  the  outer  one,  as  shown  on 
the  left  only. 

Latticing  and  Batten  Plates. 

The  dimensions  of  latticing  and  batten  plates  are  matters 
of  judgment  and  experience.  Evidently  no  segment  of  a 
column  between  lattice  points  ought  to  be  less  in  resistance 
per  square  unit  of  section  than  the  column  as  a  whole,  but 
experiments  are  yet  lacking  to  give  quantitative  results. 
Single  latticing  with  centre  lines  making  angles  of  60°  with 
the  axis  of  the  member  will  be  used  here. 

On  the  under  side  of  the  upper  chord  and  end  post  the 
lattice  bars  will  be  4  inches  by  |,  and  each  end  will  be  held  by 

two  rivets.  Fig.  ii  shows 
this  latticing.  It  will  weigh 
about  eight  (8)  pounds  per 
lineal  foot  of  member.  The 
two  battens  (one  at  each 
Fig.  II.  end)  on  the  under  side  of 

the  end  post  and  those  at  the  ends  of  the  upper  chord  (four 
in  all)  will  be  21  inches  by  21  inches  by  |  inch.  All  other 
battens  (one  on  that  side  of  each  vertical  post  opposite  to  the 
chord  joint)  will  be  21  x  15  x  |  inches.  The  bottom  plate  of 
each  joint  forms,  of  course,  a  batten. 
On  the  intermediate  posts,  the  latticing  will  be  single  and 
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60**  as  before,  but  the  lattice  bars  will  be  2  inches  by  jV  i^ich. 
This  latticing  (both  sides)  will  weigh  about  9  pounds  per 
lineal  foot  of  post. 

Floor^beam  Supports, 

The  method  of  suspending  the  floor-beam  from  the  pin  at 
the  lower  extremity  of  brace  2  is  shown  in  Fig.  2,  PL  XI. 
Two  plates  riveted  to  the  end  stiffeners  of  the  beam  take  the 
5|  pin  with  its  centre  line  six  inches  above  the  upper  flange. 
The  greatest  moving  Ipad  carried  by  the  beam  end  has  been 
already  found  to  be  34,600  pounds.  One-third  of  this  will  be 
added  for  impact,  and  as  the  fixed  load  is  8,000  pounds,  the 
total  load  to  be  resisted  by  the  plate  hangers  becomes : 

-  X  34,600  +  8,000  =  54,130  pounds. 

The  greatest  allowable  load  per  square  inch  in  these  hang- 
ers is  8,000  pounds ;  hence  the  required  net  area  is  54,130  -r- 
8,000  =  6.8  square  inches.  The.se  plates  will  be  taken  12 
inches  wide.  By  deduction  of  the  pin-hole  the  available 
net  width  becomes  12  —  5-375  =  6.625  inches.  One  plate 
12  X  3^  and  another  12  x  ^  inch  gives  the  required  area. 
Riyets  \  inch  in  diameter  will  hold  these  plates  to  the  end 
stiflFeners.  The  shearing  resistance  in  this  case  is  less  than 
the  bearing,  and  the  former  for  one  rivet  at  7,500  pounds  per 
square  inch,  is  4,500  pounds.  Hence  the  required  number 
of  rivets  is  54,130  -f-  4,500  =12  rivets.  In  consequence  of 
the  deflection  of  the  beam  some  of  the  upper  ones  will  be 
subjected  to  slight  tension.  Hence  16  rivets  are  shown.  The 
figure  shows  the  number  and  distribution  of  rivets  and  plates. 
The  vertical  pitch  of  rivets  is  3  inches. 

The  manner  of  attaching  the  floor-beams  to  the  lower  ex- 
tremities of  the  intermediate  posts  is  shown  by  Fig.  14,  PL 
XL  a  and  a  are  4x4  inch  36  pound  angles  27  inches  long 
riveted  to  the  inner  surfaces  of  the  lo-inch  channels,  as 
shown. 

The  vertical  centre  lines  of  the  rivet  rows  in  the  channels 
27 


Digitized  by  VjOOQIC 


4i8 


COMPLETE  DESIGN  OF  A  RAILWAY  BRIDGE, 


are  coincident  with  the  central  lines  of  the  latter,  thus  insur- 
ing an  equal  division  of  the  floor-beam  load  between  the 
pin-plates.  The  number  and  distribution  of  the  f  inch  rivets 
in  the  angles  a,  a  will,  of  course,  be  the  same  as  those  in  the 
plate  hangers  of  Fig.  2,  PL  XI. 

Both  these  methods  of  supporting  floor-beams  insure  a 
central  application  to  the  pin,  and  the  latter  insures  addi- 
tional stiffeners  to  the  floor  system  and  entire  structure. 

The  two  lines  of  f  inch  rivets  take  less  than  a  square  inch 
of  section  from  the  two  lo  inch  50  pound  channels.  Hence  the 
remaining  net  section  of  our  nine  square  inches  is  more  than 
sufficient  to  carry  the  total  floor-beam  load  at  all  points. 

Upper  Lateral  System. 

A  wind  pressure  of  150  pounds  per  lineal  foot  will  be  taken 
as  acting  in  the  horizontal  plane  of  the  upper  chord.  The 
panel  wind  load  will  then  be  2a  5  5  x  150  =  31O83  pounds. 
Fig.  12  shows  a  half  plan  of  the  upper  lateral  system.  The 
diagonals  are  ties,  and  the  other  members  are  struts. 


FtG.   13. 


The  secant  of  the  inclination  of  7i  to  a  horizontal  line 
normal  to  the  axis  of  the  bridge  is  1.57,  and  3,083  x  1.57  = 
4,848  pounds. 

The  wind  load  in  the  upper  chord  is  a  fixed  one.  The  line 
ab  is  the  centre  of  the  span. 

The  following  stresses  may  now  be  written,  remembering 
that  as  the  tension  diagonals  will  each  be  adjustable,  $,000 
pounds  must  be  added  for  initial  stress: 
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7^4  =      —     +  5,coD  =    5,000  pounds. 
7i  =    4»848  +      "     =    9,848       " 
7;  =    9,696  -f      "     =  14,696       « 
7;  =  14,544  +      "     =  19,544       " 

P^  r=  3,083  +  3,200  =    6,283  pounds 

P,  =  6,166  +      "     =    9,366       *' 

P,  =  9,249  +      "     =  12449       " 

Px  =  12,332  +       "      =  15,532        " 

The  greatest  allowable  stresses  in  the  lateral  systems  may 
be  taken  as  follows : 

For  tension      ....    14,000  pounds  per  sq.  in. 

"    compression  .     .    ^^^^ —  "         "  (13). 

'  ■*"  30,000  f^ 

The  latter  formula  is  for  flat-end  members  of  angle  iron,  as^ 
those  will  be  used  for  lateral  compression  members.     It  will 
be  observed  that  it  gives  less  value  than  the  formula  (i)  for 
columns  of  the  box  type,  like  those  used  in  the  trusses^ 
Under  these  stresses  the  tension  members  become : 

7; I  -  li  o. 

T^ I  -  li  o. 

7i I  -  li  o. 

7; I  -  i|  o. 

It  is  not  advisable  to  have  any  tension  member  less  in  sec- 
tional area  than  i  square  inch.  Hence,  7*,  and  T^  are  a  little 
larger  than  the  stresses  require. 

All  the  struts  except  Px  will  b^  formed  of  3  —  3  x  3  inch 
angles.  A  section  of  this  strut  is  shown  at  Fig.  11.  PI.  XI. 
The  two  angles  c  lie  on  the  upper  chord  and  are  riveted  to 
it,  as  shown.  These  two  angles  are  designed  to  carry  all  the 
stress  of  the  strut.  The  only  office  of  the  angle  a  is  to  keep 
the  strut  stiff  in  a  vertical  plane ;  it  takes  hold  of  the  lower 
flange  of  the  chord  with  two  rivets,  as  shown  at  c^  Fig.  4,  PI. 
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XL  The  strut  is  thus  of  the  same  depth  as  the  chord,  and 
takes  hold  of  both  those  members  in  such  a  manner  as  to 
give  them  great  rigidity.  At  each  end  of  the  strut  there  is  a 
20  X  12  X  3!^  inch  plate,  and  there  is  a  set  of  single  60°  lacing, 
2  X  ^  inch.  The  radius  of  gyration  of  the  section  of  the 
two  top  angles  about  a  vertical  line  midway  between  the  two, 
is  1.3  inches.  The  length  of  the  strut  is  about  192  inches. 
Hence  Eq.  (13)  gives  5,300  pounds  as  the  greatest  allowable 
stress  per  square  inch.  As  /j  requires  only  the  lightest 
angle  that  ought  to  be  used,  all  these  struts  will  be  made 
alike. 


[3-3" 


/>4       .       .        . 

Pb         •     •     .      }•  3  -  3"  X  2 J"  15  pound  angles, 
P,     .     .     . 


As  the  detail  for  these  struts  would  give  some  trouble  at 
the  end  of  the  upper  chord,  P^  will  be  a  single  6"  x  4"  angle 
with  the  6"  leg  horizontal,  as  shown  at  a,  Fig.  4,  PI.  XI. 

The  tie  71  is  attached  to  the  upper  chord  by  the  detail 
shown  at  b.  Fig.  ii,  PI.  XI.  A  piece  of  6"  by  4",  60  pound 
angle,  12  inches  long,  with  the  6  inch  leg  lying  on  the  cover 
plate  of  the  chord,  carries  two  pieces  of  3"  by  3",  21  pound 
angles  about  ^\  inches  long,  and  with  edges  parallel  to  the 
axis  of  7i.  One  end  of  each  of  the  latter  angles  rests  squarely 
against  the  vertical  4-inch  leg  of  the  6"  by  4"  angle.  Six  three- 
quarter  inch  rivets  are  then  passed  through  the  angles  in 
the  manner  shown.  Each  such  rivet  will  resist  about  4,000 
pounds  in  single  shear.  The  tie  T^  passes  through  the  4-inch 
leg  of  the  heavy  angle  (between  the  3-inch  angles),  and  carries 
a  nut  at  its  end,  which  gives  the  requisite  adjustment. 

T^  and  all  the  other  lateral  ties  are  held  by  the  same  detail, 
except  that  4  rivets  only  are  needed,  as  shown  at  b\ 

Transverse  Bracing. 

A  skeleton  sketch  of  the  intermediate  transverse  bracing 
for  the  vertical  plane  of  any  two  opposite  posts  is  shown  in 
Fig.  16,  PI.  XII.     If  the  upper  lateral  system  is  designed  to 
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cany  the  whole  wind  load  to  the  ends  of  the  hpper  chord,  as 
has  been  supposed,  the  duty  of  the  intermediate  transverse 
bracing  is  entirely  indeterminate.  As  the  sections  must  be 
determined  in  some  manner,  however,  the  method  of  Art. 
82,  Fig.  I,  will  be  applied. 

The  slight  analytical  superabundance  of  stability  thus 
secured  is  no  more  than  is  required  by  a  rapidly  moving 
load. 

F^  of  Art.  82  will  here  be  taken  as  3,083  pounds  and  -F=  o. 
Also,  ^  =  17  ft.  and  a^6  ft.  It  will  here  be  assumed  that 
all  the  wind  load  is  applied  in  the  windward  truss.  This  is 
the  usual  assumption  in  practice,  although  the  conditions 
taken  in  Art.  82  are  exactly  true.  Eq.  (i)  of  that  Art.  then 
gives : 

w  =  (3,083  X  27)  -^  17  =  4,932  pounds. 

As  the  tangent  of  the  inclination  of  7"  to  a  vertical  line  is 
2.833  ^^^  the  secant,  3.0,  the  stresses  are : 

r=4,932  X  3  +  5,000=        19,796  pounds.if  o. 

/'=4,932  X  2,833  +  5>ooo=  iS»974      "       2-3"  x  3^24  lb.  angles. 

The  sizes  are  based  on  the  same  allowed  working  stresses 
as  for  the  upper  laterals.  The  strut  P  is  shown  at  Fig.  19, 
PL  XII.  The  two  angles  are  held  if  inches  apart  by  separa- 
tors, and  present  a  horizontal  upper  surface.  The  ends  are 
secured  to  a  batten  plate  in  proper  position  on  the  post  and 
in  the  manner  shown.  The  separation  of  the  angles  permits 
the  tie  T  to  pass  between  them  and  through  the  batten  plate 
and  take  a  nut  inside  the  post.  The  washer  a  is  formed  from 
a  piece  of  3  by  2  inch  angle,  one-half  inch  thick,  with  the  2 
inch  leg  sheared  off  until  the  proper  angle  is  formed.  The  3 
by  2  inch  angle  b  forms  a  check  to  keep  the  angle  washer  a 
in  place. 

The  length  of  the  strut  P  is  192  inches,  while  the  radius  of 
gyration  of  a  3  by  3  inch  angle  about  an  axis  through  its 
centre  of  gravity  and  parallel  to  one  leg  is  0.92  inch.  Hence 
the  allowable  stress  per  sq.  in.  by  Eq.  (13),  is  4,000  pounds. 
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Both  ends  of  T  are  held  by  precisely  the  same  detaiL  At 
the  upper  end  of  the  post,  however,  the  pin-plates  take  the 
place  of  the  battens  at  the  intermediate  points.  The  rivets 
securing  the  batten  plate  to  the  post  are  seen  to  give  an  ex- 
cess of  resistance. 

Portal  Bracing. 

Fig.  17,  PL  XII.,  shows  a  skeleton  sketch  of  the  portal 
bracing.  The  sketch  is  taken  in  the  plane  of  the  portal.  The 
strut  P  is  placed  7  ft.  6  in.  from  the  top  of  the  post,  while  the 
length  of  the  latter  is  33.8  ft. 

The  computations  are  made  precisely  as  in  connection  with 
Fig.  16,  PL  XII.  The  force  acting  at  the  upper  extremity  of 
the  end  post  is  12,332  pounds.  The  tangent  of  the  angle  be- 
tween T'and  the  end  post  is  2.27,  while  the  secant  is  2.48. 
Hence,  if  w  =  12,332  x  33.8  ^  17  =  24,664,  then : 

7^=  24,664  X  2.48  =  61,170  pounds. .  I  —  6"  X  4"  60  lb.  angle. 
P  =  24,664  X  2.27  =  55,990       •'       . .  I  -  6"  X  6"  75   "      " 

As  shown  by  the  preceding  results,  this  bracing  is  com- 
posed entirely  of  angles.  This  is  done  in  order  to  secure  the 
utmost  stiffness  or  rigidity  in  the  portal. 

Fig.  12,  PL  XI.,  shows  the  method  of  securing  the  ends  of 
the  members  T  and  P.  The  upper  extremity  of  T  is  shown 
with  the  six-inch  leg  of  the  angle  lying  on  the  end  post  at  a. 
In  order  that  the  proper  number  of  three-quarter  inch  rivets 
may  be  brought  into  play,  a  \  inch  plate  lies  underneath  the 
angle,  as  shown.  The  method  of  securing  the  lower  end  of 
Ty  and  each  end  of  P\%  clearly  shown  at  b.  Three-quarter 
inch  rivets  are  used  for  all  these  connections.  At  the  inter- 
section of  the  two  7>,  one  is  cut  and  a  firm  joint  is  made  by 
a  centre  plate  a  half-inch  thick,  aided  by  angle  lugs. 

The  length  of  the  strut  P  is  about  192  inches,  and  its  radius 
of  gyration,  1.9  inches.  Hence  Eq.  (13)  gives  the  working 
stress  at  7,000  pounds  per  square  inch.  The  tension  allowed 
in  this  angle  bracing  is  12,000  pounds  per  square  inch. 

An  ornamental  wrought-iron  bracket  may  be  placed  in  the 
angle  between  P  and  the  end  post. 
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Lower  Lateral  Bracing, 

The  lower  lateral  bracing  is  shown  in  skeleton  plan  by  Fig. 
6,  PI.  XII.  It  is  designed  to  resist  a  uniform  fixed  wind  load 
of  150  pounds  per  lineal  foot  in  addition  to  a  uniform  moving 
wind  load  of  300  pounds  per  lineal  foot.  The  fixed  panel 
load,  therefore,  will  be  20.55  x  150=  3,083  pounds,  and  the 
moving  panel  load,  20.55  ^  300  =  6,166  pounds.  The  secant 
of  the  angle  between  7i  and  P^  is  1.57.  The  line  qp  is  the 
centre  line  of  the  span.  Remembering  that  there  are  nine 
panels  in  the  lower  lateral  system,  and  that  the  greatest  al- 
lowable tension  is  14,000  pounds,  the  following  stresses  and 
sizes  may  at  once  be  written  from  the  preceding  data : 

7^1  stress 58,164  +  5,000  =  63,164 /*j.  i  —  2"}  round. 

7i      "     44,700+      "     =49,700"    i-2"i      " 

7;      '*      32,313+      "     =37,313"    i-ii      " 

7;      *•     21,000  +      "     =  26,000  "    I  -  I  I      '' 

Tj      "     10,770+      "     =15,770"    i-ij      " 

The  initial  stress  is  included  in  the  total  by  the  addition  of 
5,000  pounds,  as  has  been  done  before. 

The  floor-beams  form  the  struts  in  the  lower  lateral  system, 
except  in  the  cases  of  the  end  struts  /i,  hence,  only  the  latter 
need  be  provided.  The  friction  on  the  wall-plate  will  evi- 
dently relieve  P^  of  some  of  its  stress,  but  it  is  uncertain  to 
what  extent;  hence,  initial  tension  only  will  be  neglected. 
Consequently : 

P^  stress 41,620  lbs i  —  6"  x  4"  50  lb.  angle. 

The  6  inch  leg  of  this  angle  is  horizontal,  and  it  is  riveted 
to  the  top  flanges  of  the  stringers  where  it  crosses  the  latter.  By 
this  means  the  stringer  ends  are  held  rigidly  in  position,  and 
the  general  stiffness  is  increased. 

The  rods  of  the  lower  lateral  system  will  necessarily  pass 
through  the  webs  of  the  stringers,  and  will  be  secured  to  the 
webs  of  the  floor-beams  (as  closely  as  possible  to  their  upper 
flanges)  by  precisely  the  detail  shown  in  Fig.   19,  PL  XII. 
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The  web-plate  now  takes  the  place  of  the  batten  in  that 
figure. 

The  lower  lateral  Ty^  takes  hold  of  the  pedestal  by  the  clevis 
and  3  inch  pin  bolt  shown  in  Fig.  lo,  PL  XI. 

A  9"  X  7"  X  I''  plate  is  riveted  above  and  below  the  \  inch 
base  plate  of  the  pedestal  in  order  to  give  the  proper  bearing 
area.     The  method  of  securing  the  end  of  P^  to  the  pedestaJ 

is  shown  by  the  same  figure  with  perfect  clearness. 

• 

Expansion  Rollers. 

A  set  of  expansion  rollers  under  one^end  of  each  truss  must 
be  provided.    A  diameter  of  2^  inches  will  be  assumed. 

According  to  Appendix  II.,  the  resistance  per  lineal  inch 
of  a  roller  is : 

Since  all  metal  is  wrought-iron  E  =  E\  The  greatest  al- 
lowable intensity  of  pressure  on  the  roller  will  be  taken  at 
12,000  pounds  per  square  inch,  or  w  =  12,000.  Also  R  =  1^7 
and  E  =  28,000,00a  Hence  the  allowable  load  per  lineal 
inch,  by  the  above  formula  is  1,282  pounds.  The  maximum 
vertical  component  of  the  end-post  stress  is  172,820  pounds. 
Hence  the  number  of  lineal  inches  of  roller  bearing  required 
is  172,820  -7-  1,282  =  135  inches.  The  set  of  rollers  shown  by 
Fig.  II,  PL  XI L,  gives  a  considerable  excess  over  this  amount. 
The  clear  space  between  each  adjacent  pair  of  rollers  is  |  inch. 
The  ends  of  each  roller  are  turned  down  to  \  inch  and  pass 
through  a  2j  X  I  inch  wrought-iron  strap  on  the  outside  of 
which  each  roller  end  takes  a  nut.  The  rollers  are  thus  held 
rigidly  in  their  proper  relative  positions.  A  2  x  J  inch  collar 
is  turned  down  at  the  centre  of  each  roller  to  take  the  2  x  ^ 
inch  shoulder  which  is  shown  in  the  wall  plate,  and  by  means 
of  which  all  lateral  motion  of  the  rollers  is  prevented. 

Wall  Plates, 
The  mean  pressure  per  square  inch  on  the  total  surface  of 
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the  wall  plate  should  not  exceed  200  pounds.  The  total  area 
of  wall-plate  surface  shown  in  Fig.  12,  PI.  XII.,  is  30  x  30  = 
900 ;  hence  the  total  allowable  weight  is  900  x  200  =  180,000 
pounds.  The  maximum  total  vertical  pressure  of  172,820 
pounds  is  thus  provided  for. 

The  plan  of  the  wall  plate  at  the  roller  end  is  shown  in  the 
figure ;  the  upper  elevation  also  belongs  to  it.  At  the  fixed 
end  either  the  pedestal  or  the  masonry  must  be  sufficiently 
high  to  fill  the  roller  space.  Both  those  alterations,  however, 
are  unadvisable  for  obvious  reasons.  It  is  better  to  fill  the 
roller  space  with  the  wall  plate.  The  lower  elevation  of  Fig. 
12,  PI.  XII.,  shows  the  arrangement  to  be  adopted.  The 
same  \  inch  thick  wall  plate  is  to  be  taken,  4  —  3i  x  3^^  x  | 
inch  angles  then  run  in  the  direction  of  the  rollers  across  the 
entire  plate.  At  right  angles  to  these  z|  lines  of  3  x  3  x  J 
inch  angles  are  placed.  The  latter  are  cut  to  fit  in  between 
the  former  and  will,  of  course,  require  filling  strips  under- 
neath. The  top  of  this  gridiron  arrangement  is  then  planed 
off  until  the  proper  height  of  wall  plate  is  reached.  The 
rectangular  spaces  thus  formed  are  then  filled  with  Portland 
cement  rammed  hard  and  flush  with  the  planed  upper  sur- 
faces of  the  angles.  A  solid  wall  plate  is  thus  formed  with 
the  interior  surfaces  completely  protected  against  corrosion. 

At  diagonally  opposite  comers  are  seen  the  holes  for  the 
i|  inch  anchor  bolts. 

Wind  Pressure  on  Chords  and  End  Posts. 

The  effect  of  the  wind  load  on  both  upper  and  lower  chords 
has  been  shown  in  detail  in  Art.  81 ;  the  principles  there 
established  remain  to  be  applied  here.  The  chord  stresses  in 
the  lateral  trusses  are  the  same  in  kind  as  those  produced  by 
the  vertical  loading  in  one  lower  chord  and  one  upper  chord. 
Just  to  what  extent  these  wind  stresses  may  be  allowed  to 
exist  without  necessitating  any  increased  chord  section  is  a 
matter  of  experience  only ;  but  as  the  greatest  wind  stresses 
and  those  due  to  the  vertical  loading  so  rarely  combine  in 
most  localities  that  with  the  working  stresses  specified  in  this 
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case   the  wind  load  may  be  allowed  to  reach  \ths  the  value 

of  the  greatest  vertical  loading  without  requiring  any  increctse 

in  chord  section^  in   all   localities  not   ordinarily  subject   to 

cyclones  or  tornadoes. 

In  the  present  instance  the  total  fixed  and  moving  vertical 

load  is  equivalent  to  about  2,040  pounds  per  lineal  foot  of 

each  truss.     The  total  wind  load  in  the  lower  chord  is  450 

pounds  per  lineal  foot,  and  its  depth  of  truss  is  only  17 

feet.     If  reduced  to  the  same  truss  depth  as  that  for  the 

27 
vertical  load,  i.  ^.,  27  feet,  it  would  be  450  x  -^  =  720  pounds. 

Again,  the  overturning  effect  of  the  wind  on  the  train  (dis- 
cussed  at  the  close  of  Art.  81)  throws  on  the  leeward  truss 

the  additional  weight  of =  140  pounds  per  lineal  foot. 

It  is  assumed  that  the  centre  of  wind  pressure  on  the  train  is 
8  feet  abput  the  end  supports  of  the  floor-beam.  The  total 
wind  effect  on  the  loading  of  the  leeward  truss  is  then 
720  -f  140  =  860  pounds  per  lineal  foot,  or  a  little  in  ex- 
cess of  four-tenths  the  vertical  loading.  As  three-eighths 
the  vertical  loading  is  765  pounds  per  lineal  foot,  the  chord 
sections  should  be  increased  for  95  pounds  per  lineal  foot. 
As  the  increase  in  area,  however,  would  be  but  one-sixth 
of  an  inch  for  one  chord,  and  as  the  transverse  bracing 
will  slightly  relieve  the  leeward  truss,  no  change  will  be 
made. 

If  the  lower  chord  needs  no  revision,  the  upper  need  not 
be  considered. 

The  total  pressure  of  wind  against  the  upper  extremities  of 
the  end  posts,  and,  hence,  against  their  lower  extremities 
also,  has  already  been  seen  to  be  12,332  pounds.  If  this  is 
assumed  to  be  equally  divided  between  the  end-post  feet, 
each  of  the  latter  will  carry  6,166  pounds.  Each  end  of 
/^(in  the  portal,  Fig.  17,  PI.  XII.)  is  26.3  feet  from  the  end- 
post  foot.  Hence  at  the  former  point  the  end  post  suffers 
the  bending  moment  6,166  x  12  x  26.3  =  1,945,990  in.  lbs. 
The  moment  of  inertia  of  the  end-post  section  about  the 
neutral  axis  normal  to  the  cover  plate  is  P,886,  and  since  the 
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half  total  width  of  the  chord  is  12.5  inches,  the  stress  per 
square  inch  in  the  extreme  fibres  of  the  5x3  angles  is 

K'  =  1,945,990  X  12.5  -J-  1,886  =  \2,<jf^  pounds  per  sq.  in. 

The  direct  post  stress  will  be  about  7,200  more,  or  a  total 
of  20yio^  pounds  per  sq.  in.,  whereas  15,000  should  not  be  ex- 
ceeded, f 

11  K=  limit  of  compressive  bending  stress  per  square  inch, 
which  must  not  be  exceeded ;  J/'=  bending  moment  in  inch 
pounds ;  /  the  moment  of  inertia  of  the  total  post  section 
about  a  neutral  axis  normal  to  the  cover-plate  ;  2d  =  total 
width  of  end  post ;  P  =  total  direct  stress  of  compression, 
due  to  vertical  loading  and  overturning  action  of  the  wind 
against  the  train  {t  of  Art.  81  is  its  panel  value),  and  A  = 
total  area  of  section ;  then  the  sectional  area  must  be  increased 
until  the  following  equation  holds  true : 

^      Md      P  ,    , 

^'=-^A (^4>- 

It  has  been  seen  above  that  the  wind  effect  in  the  leeward 
truss  is  140  lbs.  per  lin.  ft.,  or  20.55  x  140  =  11,508  lbs.  per 
panel.  Hence,  4  x  11,508  x  1.26  =  14,500  lbs.  is  that  part 
of  P  due  to  the  wind  ;  or : 

/*=  14,500  +  217,750  =  232,250  lbs. 
Also,  2^/  =  25  ;  or  ^  =  12.5  inches ; 
And,  M  =  1,945,  990  in.  lbs. 

If  2  —  3"  X  3"  25  lb.  angles  are  riveted  on  the  outside  of 
each  side  plate  of  each  post  in  the  manner  shown  in  Fig.  13, 
the  centres  of  gravity  of  those  angles  will  be  8.3  inches  from 
the  neutral  axis  about  which  /  is  taken,  and  the  moment  of 
inertia  of  each  angle  section  about  a  parallel  axis  through  its 
own  centre  of  gravity  is  2.25 ;  hence : 

/  =  1,886  +  4  X  2.5  X  (8.3)*  +  4  X  2.25  =  2,585. 

Finally : 

A  =  32.3  -h  4  X  2.5  =  42.3  sq.  ins. 
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These  quantities  placed  in  Eq.  (14)  give: 

K  =  9,412  H-  5,500  =  14,912  lbs,  per  sq.  in. 

which  shows  that  the  desired  section  is  obtained. 

Fig.  13  shows  an  elevation  of  parts  of  the  end  post,  which 
is  suppled  to  be  intersected  by  the  portal  strut  at  ab,  cc\  and 
dd'  are  the  3"  x  3"  25  lb.  angles.  ^  is  9  ft.  below  ab  and  d 
2  ft.  9  in.  above  it.  dd'  is  half  the  length  of  cc\  Below  c 
and  above  c\  the  preceding  figures  show  that  no  increase  of 
section  is  needed. 

If  much  increase  is  needed,  unequal  legged  angles  with 


Fig.  13. 

the  larger  legs  normal  to  the  side  plates  can  be  most  advan- 
tageously used. 

It  will  ordinarily  be  sufficiently  accurate  to  increase  the 

K* 
section  in  the  ratio  of  -^• 

These  computations  show  what  an  important  factor  the 
wind  load  may  be  in  a  country  subject  to  tornadoes  and  cy- 
clones. In  such  exposed  localities  the  chord-wind  stresses 
should  not  be  allowed  to  exceed  25  per  cent,  of  those  due  to 
the  vertical  loading  without  providing  correspondingly  in- 
creased sections. 

The  wind  effect  on  the  stringers  mentioned  in  Art.  81  is 
such  a  small  per  centage  of  the  vertical  load  that  it  need  not 
be  considered. 

Conclusion. 

It  is  not  necessary  here  to  produce  in  detail  the  complete 
list  of  weights  of  all  the  parts,  although  this  must  invariably 
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be  done  in  practice.  If  the  estimated  weight  comes  out 
greater  than  the  assumed,  a  revision  of  the  computations 
must  be  made  with  a  sufficiently  increased  fixed  weight  to 
exceed,  at  least  by  a  little,  the  estimated  weight.  If,  on  the 
other  hand,  the  estimated  weight  is  considerably  less  than 
the  assumed,  the  latter  may  be  reduced  in  a  recomputation, 
in  order  to  reach  a  proper  degree  of  economy. 
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THE  THEOREM  OF  THREE  MOMENTS. 

Art.  I. — ^The  object  of  this  theorem  is  .the  determination 
of  the  relation  existing  between  the  bending  moments  which 
are  found  in  any  continuous  beam  at  any  three  adjacent 
points  of  support.  In  the  most  general  case  to  which  the 
theorem  applies,  the  section  of  the  beam  is  supposed  to  be 
variable,  the  points  of  support  are  not  supposed  to  be  in  the 
same  level,  and  at  any  point,  or  all  points,  of  support  there 
may  be  constraint  apph'ed  to  the  beam,  external  to  the  load 
which  it  is  to  carry ;  or,  what  is  equivalent  to  the  last  condi- 
tion, the  beam  may  not  be  straight  at  any  point  of  support 
before  flexure  takes  place. 

Before  establishing  the  theorem  itself,  some  preliminary 
matters  must  receive  attention. 

In  Fig.  I,  let  ABC  represent  the  centre  line  of  any  bent 
beam ;  AFy  a  vertical  line  through  A  ;  CF^  a  horizontal  line 


through  r,  while  A  is  the  section  of  the  beam  at  which  the 
deflection  (vertical  or  horizontal)  in  reference  to  C,  the  bend- 
ing  moment,  the  shearing  stress,  etc.,  are  to  be  determined 

431 
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As  shown  in  the  figure,  let  x  be  the  horizontal  co-ordinate 
measured  from  A,  and  y  the  vertical  one  measured  from  the 
same  point ;  then  let  z  be  the  horizontal  distance  from  the 
same  point  to  the  point  of  application  of  any  external  ver- 
tical force  P.  To  complete  the  notation,  let  D  be  the  deflec- 
tion desired  ;  Mi^  the  moment  of  the  external  forces  about  A  ; 
5,  the  shear  at  A  ;  P',  the  strain  (extension  or  compression) 
per  unit  of  length  of  a  fibre  parallel  to  the  neutral  surface 
and  situated  at  a  normal  distance  of  unity  from  it ;  /,  the 
general  expression  of  the  moment  of  inertia  of  a  normal  cross- 
section  of  the  beam,  taken  in  reference  to  the  neutral  axis  of 
that  section ;  E  the  coefficient  of  elasticity  for  the  material 
of  the  beam ;  and  M  the  moment  of  the  external  forces  for 
any  section,  as  B. 

Again,  let  ^  be  an  indefinitely  small  portion  of  any  normal 
cross-section  of  the  beam,  and  let  y  be  an  ordinate  normal 
to  the  neutral  axis  of  the  same  section.  By  the  "  common 
theory  "  of  flexure,  the  intensity  of  stress  at  the  distance  y 
from  the  neutral  surface  is  {y'PE).  Consequently  the  stress 
developed  in  the  portion  J,  of  the  section,  is  EP'y'^y  and  the 
resisting  moment  of  that  stress  is  EP'y'^A. 

The  resisting  moment  of  the  whole  section  will  therefore 
be  found  by  taking  the  sum  of  all  such  moments  for  its 
whole  area. 

Hence : 

M^EF^y'^A^EP'L 

Hence,  also, 

^  "  EI  ' 

If  n  represents  an  indefinitely  short  portion  of  the  neutral 
surface,  the  strain  for  such  a  length  of  fibre  at  unit's  distance 
from  that  surface  will  be  nP\ 

If  the  beam  were  originally  straight  and  horizontal,  n  would 
be  equal  to  dx. 

P'  being  supposed  small,  the  effect  of  the  strain  nP'  at  any 
section.  By  is  to  cause  the  end  /T,  of  the  tangent  BK,  to  move 
vertically  through  the  distance  nP'x. 
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If  BK  and  BR  (taken  equal)  are  the  positions  of  the  tan- 
gents before  and  after  flexure,  nP'x  will  be  the  vertical  dis- 
tance between  K  and  R, 

By  precisely  the  same  kinematical  principle,  the  expression 
nPy  will  be  the  horizontal  movement  of  A  in  reference  to  B. 

Let  2nP'x  and  2nP'y  represent  summations  extending 
from  A  to  C,  then  will  those  expressions  be  the  vertical  and 
horizontal  deflections,  respectively,  of  A  in  reference  to  C 
It  is  evident  that  these  operations  are  perfectly  general,  and 
that  X  and  y  may  be  taken  in  any  direction  whatever. 

The  following  general,  but,  strictly,  approximate  equations, 
relating  to  the  subject  of  flexure,  may  now  be  written  : 

S      :^2P         .       .       : (1). 

J/,  =  2Pz (2). 

p-  =  — ■  (^) 

2nP'  =  2n-^j (4). 

D  =2nP'x=2^       ....     (5). 

D^=2nP'y=^^      ....     (6). 

Dj^  represents  horizontal  deflection. 

Art.  2. — Some  elementary  but  general  considerations  in 
reference  to  that  portion  of  a  continuous  beam  included  be- 
tween two  adjacent  points  of  support  must  next  be  noticed. 

If  a  beam  is  simply  supported  at  each  end,  the  reactions 

are  found  by  dividing  the  applied  loads  according  to  the 

simple  principle  of  the  lever.      If,  however,  either  or  both 

ends  are  not  simply  supported,  the  reaction,  in  general,  is 

greater  at  one  end  and  less  at  the  other,  than  would  be  found 
28 
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by  the  law  of  the  lever;  a  portion  of  the  reaction  at  one  end 
is,  as  it  were,  transferred  to  the  other.  This  transference  can 
only  be  accomplished  by  the  application  of  a  couple  to  the 
beam,  the  forces  of  the  couple  being  applied  at  the  two  adja- 
cent points  of  support ;  the  span,  consequently,  will  be  the 
lever  arm  of  the  couple.  The  existence  of  equilibrium  re- 
quires the  application  to  the  beam  of  an  equal  and  opposite 
couple.  It  is  only  necessary,  however,  to  consider,  in  connec- 
tion with  the  span  AB^  the  one  shown  in  Fig.  2.  Further, 
from  what  has  immediately  preceded,  it  appears  that  the 
force  of  this  couple  is  equal  to  the  difference  between  the 
actual  reaction  at  either  point  of  support  and  that  found  by 
the  law  of  the  lever.  The  bending  caused  by  this  couple  will 
evidently  be  of  an  opposite  kind  to  that  existing  in  a  beam 
simply  supported  at  each  end. 

These  results  are  represented  graphically  in  Fig.  2.  A  and 
B  are  points  of  support,  and  AB  \^  the  beam;  AR  and  BR' 
are  the  reactions  according  to  the  law  of  the  lever;  RF:=i 


Fig.  2. 

R'F  is  the  force  of  the  applied  couple;  consequently  ^/^= 
AR  +  RF  and  BF-  BR'-{R'F-  RF)  are  the  reactions 
after  the  couple  is  applied.  As  is  well  known,  lines  parallel 
to  CKy  drawn  in  the  triangle  A  CB^  represent  the  bending  mo- 
ments at  the  various  sections  of  the  beam,  when  the  reac- 
tions are  AR  and  BR'.    Finally,  vertical  lines  parallel  to  AG, 
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in  the  triangle   QHG^  will  represent  the  bending  moments 
caused  by  the  force  R'F. 

In  the  general  case  there  may  also  be  applied  to  the  beam 
two  equal  and  opposite  couples,  having  axes  passing  through 
A  and  B  respectively.  The  effect  of  such  couples  will  be 
nothing  so  far  as  the  reactions  are  concerned,  but  they  will 
cause  uniform  bending  between  A  and  B.  This  uniform  or 
constant  moment  may  be  represented  by  vertical  lines  drawn 
parallel  to  AH  or  LN  (equal  to  each  other)  between  the  lines 
AB  and  HQ.  The  resultant  moments  to  which  the  various 
sections  of  the  beam  are  subjected  will  then  be  represented 
by  the  algebraic  sum  of  the  three  vertical  ordinates  included 
between  the  lines  ACB  and  GQ.  Let  that  resultant  be 
called  M. 

Let  the  moment  GA  be  called  J/^,  and  the  moment  BQ  = 
LN=.  HAy  Ml,.  Also  designate  the  moment  caused  by  the 
load  Py  shown  by  lines  parallel  to  CK  in  ACBy  by  itfj.  Then 
let  X  be  any  horizontal  distance  measured  from  A  towards  B ; 
/  the  horizontal  distance  AB\  and  s  the  distance  of  the  point 
of  application,  AT,  of  the  force  P  from  A.  With  this  notation 
there  can  be  at  once  written : 

M^M,  (^)  +M,(^-^  +  M,.    .    .    (7). 

Eq.  (7)  is  simply  the  general  form  of  Eq.  (2). 

It  is  to  be  noticed  that  Fig.  2  does  not  show  all  the  mo- 
ments Mai  Ml  and  M^  to  be  of  the  same  sign,  but,  for  con- 
venience, they  are  so  written  in  Eq.  (7). 

Art.  3. — The  formula  which  represents  the  theorem  of 
three  moments  can  now  be  written  without  difficulty.  The 
method  to  be  followed  involves  the  improvements  added  by 
Prof.  H.  T.  Eddy,  and  is  the  same  as  that  given  by  him  in  the 
"American  Journal  of  Mathematics,"  Vol.  I.,  No.  i. 

Fig.  3  shows  a  portion  of  a  continuous  beam,  including 
two  spans  and  three  points  of  support.  The  deflections  will 
be  supposed  measured  from  the  horizontal  line  NQ.  The 
spans  are  represented  by  4  and  4;  the  vertical  distances  of 
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NQ  from  the  points  of  support  by  ^a,  Cf,  and  c^ ;  the  moments 
at  the  same  points  by  Ma,  Mb  and  M^  while  the  letters  5  and 
R  represent  shears  and  reactions  respectively. 

Z---'- 1-->— --it 

qi «— 5,  l<i  li 


^n^       #« 


Fig.  3. 

In  order  to  make  the  case  general,  it  will  be  supposed  that 
the  beam  is  curved  in  a  vertical  plane,  and  has  an  elbow  at  b, 
before  flexure,  and  that,  at  that  point  of  support,  the  tangent 
of  its  inclination  to  a  horizontal  line,  toward  the  span  4  ^s  /, 
while  t'  represents  the  tangent  on  the  other  side  of  the  same 
point  of  support ;  also  let  d  and  d'  be  the  vertical  distances, 
before  bending  takes  place,  of  the  points  a:  and  c,  respectively, 
below  the  tangents  at  the  point  d. 

A  portion  of  the  difference  between  Ca  and  Cf,  is  due  to  the 
original  inclination,  whose  tangent  is  t,  and  the  original  lack 
of  straightness,  and  is  not  caused  by  the  bending ;  that  por- 
tion which  is  due  to  the  bending,  however,  is,  remembering 

«  Mxn 
By  the  aid  of  Eq.  (7)  this  equation  may  be  written : 

M^\^     .     .     .     (8). 

In  this  equation,  it  is  to  be  remembered,  both  x  and  z  (in- 
volved in  Mx)  are  measured  from  support  a  toward  support 
b.     Now  let  a  similar  equation  be  written  for  the  span  l„  in 
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which  the  variables  x  and  z  will  be  measured  from  c  toward 
b.     There  will  then  result : 

E{c,  -c-  Ut'  -*/')  =  ^'»  [  j  ^Ic  (^)  +  M,  (y)  + 

J/.}f]     .     .     .     (9). 

When  the  general  sign  of  summation  is  displaced  by  the 
integral  sig^,  n  becomes  the  differential  of  the  axis  of  the 
beam,  or  ds.  But  ds  may  be  represented  by  udx^  u  being  such 
a  function  of  x  as  becomes  unity  if  the  axis  of  the  beam  is 
originally  straight  and  parallel  to  the  axis  of  x.  The  Eqs. 
(8)  and  (9)  may  then  be  reduced  to  simpler  forms  by  the  fol- 
lowing methods : 

In  Eq.  (8)  put 

a  (I  —  x\  xn  _\     /*"  n  (4  —  x)  xdx  __ 

X    n^u(U-^x)dx    ^  ^^^^ 

Also, 

laJ  b  -*  ^aJb 

Also, 


*a  •*  a  *<*  ^<i 


In  the  same  manner : 

.  a  ;t*«       I    /*"  lu^dx       x^  /»«  uxdx 


(.2). 


Also, 


'^r^j^j^fuxdx  .  .  .  (14). 
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And, 

Again,  in  the  same  manner: 

2lJ^^^i^u,a2M,xJx    .    .    .     (i6). 
Using  Eqs.  (lo)  to  (i6),  Eq.  (8)  may  be  written: 

«ia^'ia-2"-^;r-^;ir     .     .     .     (17). 

Proceeding  in  precisely  the  same  manner  with  the  span  4 
Eq.  (9)  becomes : 

E{c^  -  ^,  -  l^f-  d')  =  ^ {M.UcicX^  +  M^u,%'x,')  + 

«ie^-2j  J/i;rJ;ir     .     .     .     (18). 

The  quantities  x^  and  Xc  are  to  be  determined  by  applying 
Eq.  (10)  to  the  span  indicated  by  the  subscript ;  while  ««!  *a> 
Uc  and  ic  are  to  be  determined  by  using  Eqs.  (11)  and  (12)  in 
the  same  way.  Similar  observations  apply  to  ««',  4'i  ^a*  «ct 
ic  and  Xc,  taken  in  connection  with  Eqs.  (13),  (14)  and  (15). 

If  /  is  not  a  continuous  function  of  x,  the  various  integra- 
tions of  Eqs.  (10),  (11),  (13),  and  (14)  must  give  place  to  sum- 
mations  {2)  taken  between  the  proper  limits. 

Dividing  Eqs.  (17)  and  (18)  by  4  and  4,  respectively,  and 
adding  the  results : 


Ml 

4 


4 
MeUji^c-^  M^UcU'Xc)    ....     (19). 


in  which  T=:  t  -h  f. 
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Eq.  (19)  is  the  most  general  form  of  the  theorem  of  three 
moments  if  Zs,  the  coefficient  of  elasticity,  is  a  constant  quan- 
tity. Indeed,  that  equation  expresses,  as  it  stands,  the  "  the- 
orem "  for  a  variable  coefficient  of  elasticity  if  {ie)  be  written 
instead  of  / ;  ^  representing  a  quantity  determined  in  a  man- 
ner exactly  similar  to  that  used  in  connection  with  the  quan- 
tity /'. 

In  the  ordinary  case  of  an  engineer's  experience,  7^=0, 
d  =  d'r=.  o,  /=  constant^  «  =  ««=«<,  =  ^^^'  =  ^'  =  secant  of  the 
inclination  for  which  t  =  —  t'  is  the  tangent ;  consequently 


—  »«    —  »c  —  »  e  —  »A»  —  »<«  - 

'  r 

From  Eq.  (lo), 

9 

X    -  ^'^ 

X  -    ^^'-  ■ 
'~    6    • 

From  Eq.  (13), 

x„  -    ^  , 

The  summation  2MxxAx  can  be  readily  made  by  referring 
to  Fig.  2. 

The  moment  represented  by  CK  in  that  figure  is, 


•(^0- 


consequently  the  moment  at  any  point  between  A  and  AT,  due 
to  P^  is, 

Between  K  and  -5, 

Using  these  quantities  for  the  span  4  - 
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^iM^xJx  =flM,xdx  ^f^M^xdx  =  \P{li  -  ^)z. 

For  the  span  4,  the  subscript  a  is  to  be  changed  to  r. 
Introducing  all  these  quantities,   £q.  (19)  becomes,  after 
providing  for  any  number  of  weights,  P\ 

^■^(—jf-  +  ^=^)  =  ^Ja  +  2M,  (/,  +  4)  +  ^.4  + 

^2P{Q-^)z+l.^P{l^-:^!:.    .    .     .    (20). 

Eq.  (20),  with  c'  equal  to  unity,  is  the  form  in  which  the 
theorem  of  three  moments  is  usually  given  ;  with  c'  equal  to 
unity  or  not,  //  applies  only  to  a  beam  which  is  straight  before 
flexure,  since  7^=  /  -f  /'  =  o  =  rf  =  rf'. 

If  such  a  beam  rests  on  the  supports  a^  b,  and  c,  before 

bending  takes  place,  "   .    -  =  — ^  j    ^  ^  ^^^    ^^  ^^st  mem- 

la  le 

ber  of  Eq.  (20)  becomes  zero. 

If,  in  the  general  case  to  which  Eq.  (19)  applies,  the  deflec- 
tions Ca^  c^,  and  c^  belong  to  the  beam  in  a  position  of  no 
bending,  the  first  member  of  that  equation  disappears,  since 
it  is  the  sum  of  the  deflections  due  to  bending  only,  for  the 
spans  4  and  4,  divided  by  those  spans,  and  each  of  those 
quantities  i&  zero  by  the  equation  immediately  preceding,  Eq. 
(8).  Also,  if  the  beam  or  truss  belonging  to  each  span  is 
straight  between  the  points  of  support  {such  points  being  sup- 
posed in  the  same  level  or  not),  Ua=  ud  =  «ia  =  constant,  and 
Uc=  Uc  =  Uic  =  another  constant.  If,  finally,  /be  again  taken 
as  constant,  Xa  and  Xc,  as  well  as  ^M^xAx,  will  have  the  values 
found  above. 

From  these  considerations  it  at  once  follows  that  the 
second  member  of  Eq.  (20),  put  equal  to  zero,  expresses  the 
theorem  of  three  moments  for  a  beam  or  truss  straight  be- 
tween  points  of  support,  when  those  points  are  not  in  the 
same  level,  but  when  they  belong  to  a  configuration  of  no 
bending  in  the  beam.  Such  an  equation,  however,  does  not 
belong  to  a  beam  not  straight  between  points  of  support. 
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The  shear  at  either  end  of  any  span,  as  4,  is  next  to  be 
found,  and  it  can  be  at  once  written  by  referring  to  the  ob- 
servations made  in  connection  with  Fig.  2.  It  was  there  seen 
that  the  reaction  found  by  the  simple  law  of  the  lever  is  to 
be  increased  or  decreased  for  the  continuous  beam,  by  an 
amount  found  by  dividing  the  difference  of  the  moments  at 
the  extremities  of  any  span  by  the  span  itself.  Referring, 
therefore,  to  Fig.  3,  for  the  shears  5,  there  may  at  once  be 
.written : 


5        ^Jp^-'g  Mg-     Mf, 

fa  *a 


•"a 


(21). 


S,'=2P^+^±^     ....     (22). 


*a  •'a 


5,=i/>i:4-^^   ....  (23). 

S-ipifi-^^^^     .     .     .     (24). 

The  negative  sign  is  put  before  the  fraction  — ^ ,  in 

Eq.  (21),  because  in  Fig.  2  the  moments  Ma  and  M^  are  rep- 
resented opposite  in  sign  to  that  caused  by  Py  while  in  Eq. 
(7)  the  three  moments  are  given  the  same  sign,  as  has  already 
been  noticed. 

Eqs.  (21)  to  (24)  are  so  written  as  to  make  an  upward  re- 
action positive,  and  they  may,  perhaps,  be  more  simply  found 
by  taking  moments  about  either  end  of  a  span.  For  example, 
taking  moments  about  the  right  end  of  4: 

5«4-  i/'(4  -'^)  +  Ma  =  M,. 

From  this,  Eq.  (21)  at  once  results.  Again,  moments  about 
the  left  end  of  the  same  span  give  : 
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This  equation  gives  Eq.  (22),  and  the  same  process  will 
give  the  others. 

If  the  loading  over  the  different  spans  is  of  uniform  inten- 
sity, then,  in  general,  P  =  wdz ;  w  being  the  intensity.  Con- 
sequently : 


2P(/«  -  iJ»)  ^  =fw{n  -  2^)2(12  = 


I' 

w  — 

o     ^  '  4 


I    ^ 
In  all  equations,  therefore,  for  —^P{1^  —  -s*)  -ar  there  is  to 

be  placed  the  term  w^  — ;  and  for  -y-  ^  P{1^  —  :?)  z,  the  term 
4  4 

Wc  "T  •     The  letters  a  and  ^  mean,  of  course,  that  reference  is 
4 

made  to  the  spans  4  and  4. 

From  Fig.  3,  there  may  at  once  be  written : 

^    =  5„'  +  5« (25). 

JC  =  55'  +  5, (26). 

^'  =  5/4-5e (27). 

etc.=  etc.H-  etc. 
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THE  RESISTANCE  OF  SOLID   METALLIC   ROLLERS. 

An  approximate  expression  for  the  resistance  of  a  roller 
may  easily  be  written,  and  although  the  approximation  may 
be  considered  a  loose  one,  it  furnishes  an  excellent  basis  for 
an  accurate  empirical  formula. 

The  following  investigation  contains  the  improvements  by 
Prof.  J.  B.  Johnson  and  Prof.  H.  T.  Eddy  on  the  method 
originally  given  by  the  author. 

The  roller  will  be  assumed 
to  be  composed  of  indefi- 
nitely thin  vertical  slices  par- 
allel to  its  axis.  It  will  also 
be  assumed  that  the  layers 
or  slices  act  independently 
of  each  other. 

Let  E  be  the  coefficient 
of  elasticity  of  the  metal  over 
the  roller. 

Let  E  be  the  coefficient 
of  elasticity  of  the  metal 
of  the  roller. 

Let  R  be  the  radius  of  the 
roller  and  R  the  thickness  of  the  metal  above  it. 

Let  w  =  intensity  of  pressure  at  A, 
"  /  =         **  **  any  other  point 

^^  P  r=i  total  weight  which  the  roller  sustains  per  unit  of 

lengrth. 
"  X  be  measured  horizontally  from  A  as  the  origin. 
"  ^/  =  AC. 
"  ^    =  DC. 


Fio.  I. 
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From  Fig.  i : 

AB-'^^'^A'B'-^^. 

BC  =^'"^,  ;  CB  =^^„ 

.        J                  A  r^ 

A  n     .      DX-            ..  /R     .     R* 

(I)- 


And 


A'C'  =  A^B•^■B'C'=^p{^  +  §^,    .    .    .    (2> 
Dividing  Eq.  (2)  by  Eq.  (i): 

But 

P  =  r_\pdx  =  ^^^A'C'dx. 

If  the  curve  DAH  be  assumed  to  be  a  parabola,  as  may  be 
done  witliout  essential  error,  there  will  result : 


Hence: 

P--^we (3). 

But: 

e  =  V  2Rd  -  d}  =  ^/iRd  nearly. 

By  inserting  the  value  of  d  from  Eq.  (i)  in  the  value  of  /, 
just  determined,  then  placing  the  result  in  Eq.  (7) : 

^=l|/.«.*(|  +  D (4). 
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'=IV 


2ze/* 


E  +  E< 
BE' 


(s). 


The  preceding  expressions  are  for  one  unit  of  length.     If 
the  length  of  the  roller  is  /,  its  total  resistance  is 


/.=/./= I /|/.^^  (J + 1) 


Or  if  ^  =  -^ ; 


-V'V 


2tt? 


E  ^  E 
£E' 


(6). 


(7). 


In  ordinary  bridge  practice  Eq.  (7)  is  sufficiently  near  for 
all  cases. 

A  simple  expression  for  conical  rollers  may  be  obtained  by 
using  Eqs.  (4)  or  (5). 

As  shown  in  Fig.  2,  let  z  be  the  distance,  parallel  to  the 
axis,  of  any  section  from  the  apex  of  the  cone;  then  consider 


V- 


L Jl 

—  » ^ 

._      ___ 


h^^- 


Fig.  3. 


a  portion  of  the  conical  roller  whose  length  is  dz.  Let  R\  be 
the  radius  of  the  base.  The  radius  of  the  section  under  con- 
sideration will  then  be 

^=  jRx\ 
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and  the  weight  it  will  sustain,  if  Ri  =  R  \ 


Hence : 


(8). 


Eqs.  (6),  (7),  and  (8)  give  ultimate  resistances  if  w  is  the 
ultimate  intensity  ot  resistance  for  the  roller. 

It  is  to  be  observed  that  the  main  assumptions  on  which 
the  investigation  is  based  lead  to  an  error  on  the  sid«>  of 
safety. 

If  for  wrought  iron,  w  =  12,000  pounds  per  square  inch, 
and  E  =•  E  —  28,000,000  pounds,  Eq.  (5)  gives  : 


^=  J /? 4/^  =  664/?. 
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THE    SCHWEDLER  TRUSS. 

The  general  principle  applied  in  Chapter  III.  to  bowstring 
trusses,  enables  the  characteristics  of  the  Schwedler  truss  to 
be  very  simply  shown.  In  fact,  that  truss  is  a  special  bow- 
string, having  the  least  possible  number  of  diagonal  braces 
under  the  conditions  assumed. 

Fig.  I  represents  the  elevation  of  such  a  truss,  and  the 
problem  involved  is  the  determination  of  such  depths,  near 

P        E         F         rt 


>^M>WPh. 


bcdof  Khk 

Fig.  I. 

the  ends,  that  one  diagonal  only  will  be  needed  in  each 
panel ;  it  being  premised  that  the  inclined  web  members  or 
diagonals  are  to  sustain  tension  only. 

Let  JV  =  total  (upper  and  lower  chord)  panel  fixed  load. 
"    R'  =  half  the  fixed  load  (or  weight)  of  the  bridge. 
"    w    =   panel  moving  load. 
"     /     =   length  of  span. 

"    rf     =   any  vertical  brace  or  truss  depth,  as  Cc. 
"    di    =    vertical  brace  or  truss  depth,  as  Dd,  adjacent  to 

d  and  toward  centre. 
"   j^     =   panel  length. 

"   a     =   inclination  of  any  diagonal,  as  Cd,  to  the  hori- 
zontal lower  chord,  t.  c,  Cdc  •=•  a, 

447 
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Let  X  =  distance  from  A  to  the   intersection  of  the  pro 
longation  of  any  upper  chord  panel,  in  the 
left  half  of  the  truss,  with  the  prolongation 
to  the  left  of  the  lower  chord. 
''    y  =  the  normal   distance   frorh   that   point   of    inter- 
section to  the  prolongation   of  the  diagonal 
immediately  under   the    upper  chord  panel 
prolonged. 
Let  the  moving  load  pass  on  the  bridge  from  A  toward  Z,, 
and  let  n  be  the  number  of  panel-moving  loads  from  A. 

The  reaction  at  A^  for  any  position  of  the  moving  load 
will  be : 


,(,-(«-±^). .. .  „, 


Then  let  the  truss  be  imagined  divided  through  the  panel 
immediately  in  front  of  the  train. 

If  moments  be  taken  about  the  point  of  intersection  de- 
noted by  Xy  and  if  T  represents  the  tension  in  the  diagonal 
just  in  front  of  the  train,  whose  lever  arm  is  y,  there  will 
result : 

Ty=Rx--  v{W  +  w)(x  +  ^^-^y^)*     '     ^^^• 

Eq.  (2)  is  so  written,  it  is  important  to  notice,  that  if  the 
second  member  is  greater  than  zero,  or  positive,  T  will  be 
tension.     Hence,  if  T  is  tension : 


(3)- 


(4). 

«! —  U 

By  the  aid  of  Eq.  (3) : 


7>> 

0. 

But, 

y  = 

(jr  +  («  +  1 

)P) 

sin  a. 

.     .     .     . 

Also, 

.  from  similar 

triangles ; 

P 

d 

(«  + 

-.)/--'^ 

.(« 

+  i)/  = 

'd^-d'  ■ 
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{n  +    1)/ 
{x  -\-  (n  +  i)/)  sin  a  sin  a         — ^* 


+  i\ 


Hence,  by  the  aid  of  Eq.  (4) : 

n{W-¥wy 

R^  n{w'-hw)  —~^i^ 

Using  the  last  two  members  of  this  inequality 


<    M 


d  R  -  n{W  +  w) 

^--'       /^_«(^F+z.h,^,, (5). 


(6). 


The  second  member  of  (6)  is  the  least  value  of  the  depth 
d  which  can  exist  without  inducing  compression  in  the 
diagonal  under  consideration.  This  diagonal  is  the  one 
immediately  in  front  of  the  train,  and  the  principles  given  in 
Chapter  III.  show  that  if  this  position  does  not  induce  com- 
pression, no  other  will. 

Inequality  (6)  shows  that  if  R  is  greater  than  n{lV  +  w), 
or  R>n(lV  -h  w),  d  will  always  be  less  than  di.  U  R  = 
n{W  V  w),  then  d=^d^. 

Again,  if  R<n(W  +  w),  then  will  d  be  greater  than  rf,,  if 
tension  is  to  be  found  in  the  diagonal.  But  it  is  not  admissi- 
ble to  make  d>  di\  hence^  when  n  becomes  so  great  that  R  is 
less  than  n{W -\-  w\  or  R  <n{W  -\-  w\  T will  be  compression, 
and  the  diagonal  must  be  counterbraced  or  else  intersecting 
diagonals  must  be  placed  in  the  panels^  as  shown  in  Fig.  i,  near  • 
the  middle  of  the  truss. 

The  value  of  n  given  by 

^<«(fr+w) (7).. 

39 
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will  show  the  position  of  the  head  of  the  train  when  all 
panels  between  it  and  the  centre  must  contain  intersecting 
diagonals.  All  the  other  panels  will  need  but  one  each, 
sloping  upward  and  toward  the  end  of  the  truss,  as  shown 
in  Fig.  I. 

Since  this  method  is  independent  of  the  direction  of  ap- 
proach of  the  train,  it  is  only  necessary  to  consider  one-hsdf 
of  the  truss. 

It  is  seen  in  (6),  that  d  is  given  in  terms  of  rfj,  hence  the 
latter  must  be  known  in  order  to  find  d. 

The  centre  depth  is  arbitrary  and  may  be  assigned  at  will. 
The  depths  between  the  centre  and  that  point  indicated  by 
»,  in  inequality  (7),  may  also  be  assigned  at  will ;  consequently 
rt^i,  next  to  the  first  "  rf"  to  be  computed,  will  be  known.  The 
first  "rf"  computed  will  be  the  "4"  for  the  next  "rf,"etc., 
etc.,  to  the  end  of  the  truss. 

As  a  margin  of  safety  it  will  be  well  to  make  d  a  little 
greater  than  given  by  the  second  member  of  (6). 

In  long  spans  it  would  be  well  to  make  the  truss  depth 
constant  for  a  number  of  panels  near  the  centre,  perhaps, 
even  between  the  points  given  by  (7).  This  would  make  a  con- 
siderable number  of  diagonals  and  panels  uniform  in  length, 
which  would  otherwise  lack  uniformity.  Thus  the  construc- 
tion would  be  simplified  and  cheapened. 

The  loads  have  been  taken  uniformly,  but  precisely  the 
same  methods  would  hold  if  they  were  not  uniform. 


Example. 

Let  the  following  example  (the  truss  shown   in  Fig.  i)  be 
taken  : 

Span  =  l^  gp  z=  108  feet ;     .\    p  z=i  12  feet. 
Centre  depth  =16  feet. 

W  =  8.00  tons.  «e;=  18.00  tons. 

(W  -{-  w)  =  26.00  tons, 
^  =  4JF=  32.00    " 
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From  Eq.  (i): 

ie=32-hi8(,f--^)     .    .     .     (8)/ 

If  «  =  3>by  (8)  and  (7): 

;e  =  32  +  18  (3  -  t)  =  74  <  «( JF  +  w)  =  78. 

Hence  the  diagonals  De  and  Ed^  in  the  panel  in  front  of 
the  head  of  the  train,  at  d^  must  both  be  introduced. 

If  «  =  2,  by  (8)  and  (7) : 

-^  =  62  >  «( JT  +  w)  =  52. 

Hence  Cd  is  the  only  diagonal  needed  in  the  panel  CDdc^ 
and  rf  =  CV  is  to  be  computed  from  Eq.  (6), 

The  centre  depth  ^Ee  -=.  Ff  was  taken  at  16  feet ;  let 
Ddh^  taken  at  15.5  feet. 

Since  »  =  2;   i?  -  »  (fT-h  «/)  =  10,  and  ^  _n{W  -\r  w)  ^  ^^ 

2 

Substituting  these  values,  and  rfi=  15.5,  in  Eq.  (6) : 

^=0.91  d^  =  14.11  feet.     Hence  let 

rf=  14.5  feet  =  Cc  (Fig.  i). 

Next,  let  the  head  of  the  train  be  at  b,  u  e,,  let  «  =  i. 
Then  by  Eq.  (8): 

7?  =  32  +  16  =  48. 

Also;      R-n(W^'W)^22,    and    ^-^^^+^^  =  35. 

For  this  position  of  load,  d^  =  14.5  feet.     Hence,  by  Eq.  (6): 

rf  =  14.5  f  I  —  —j  =  9.94  feet.     Hence  let 

d  =  laoo  feet  =  Bb  (Fig.  i). 


Digitized  by  VjOOQIC 


452 


APPENDIX  III. 


Fig.  I  represents  the  truss,  drawn  to  scale,  with  the  various 
depths  given  or  computed  as  above,  u  e., 

Ee  =  F/<=  i6,o  feet. 

Cc^Hh^  14.5     " 
Bd-Ki  =10.0     " 

In  the  three  panels  adjacent  to  each  end  of  the  truss  only- 
two  main  diagonals  are  thus  seen  to  be  necessary,  and  in 
those  no  compression  will  ever  exist.  In  each  of  the  three 
middle  panels,  however,  two  intersecting  diagonals  will  be 
necessary,  since  no  diagonal  must  sustain  compression. 

As  is  evident,  the  expression  R  ^n{W ■\-w)  is  the  vertical 
shear  at  the  head  of  the  train.  Hence  the  limiting  case  of 
the  inequality  (7) : 

gives  the  two  points,  in  the  two  halves  of  the  truss,  at  which 
the  vertical  shear  at  the  head  of  the  train  is  zero.  Between 
these  points  intersecting  diagonals  or  counterbraces  are 
needed,  and  only  between  them. 

After  the  truss  depths  are  fixed  by  the  preceding  method, 
the  stresses  in  the  individual  members  are  to  be  found  in  the 
usual  manner — as  in  any  other  bowstring  truss — as  shown  in 
Chapter  III. 
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REACTIONS  AND   MOMENTS  FOR  CONTINUOUS  BEAMS. 

Ou6  X«— Thr0«  Spans  with  Two  Xntonnodiate  Pd^to  of  Support  and 
Two  Bnd  Support!. 

The  notation  of  Art  35  will  be  used  and  reference  will  be 
made  to  Fig.  i  of  that  Art. 

ilf,  =  -jj/,/.  +  A*3i>(i-^)i}^.2(A  +  ii).    .    .(2). 

^'=M'-|)-f (-'>• 

^  =  i'/>£._^«_i^zi^« (4). 

g^^^^^^p^^X. ^jj 

'^=H'-i)*f <^ 

In  ordinary  swing-bridges  where  l^  =z  l^  z=  /  and  a  single 
weight  P  rests  on  ^ : 

^=H(-r)-('-$)fj#i^}--(^)- 
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These  formulae  are  in  no  wise  changed  for  a  single  weight 
P  resting  on  4>  except  that  R^  and  R^  are  interchanged.  Also : 

^^(^.-;gj/-^(/-.) ^^ 

.\R^z=,P-^R^^R^^R^ (lo)- 


Case  n.— Two  Spaiifl  with  One  Int«niMdi«ta  Bnpport. 
Reference  will  be  made  to  the  notation  and  Fig.  2  of  Art.  35. 

M,=  -  |/l'2/>(i-^)l  +  44^i  -5)1}  ■i-2«+4)(ll). 

^•=M'--A)^f <■* 

R,  =  kpt.^^kp'-^-^.      .' (,3). 

*.  =  i^(,-|).f (.4^ 

If  4  =  /,  =  /.- 

^■=-i{M'-^);-M-'-^fi-  •  •(■'> 

These  formulae  are  based  on  the  supposition  that  there 
may  be  negative  reactions  at  A  and  Cof  Fig,  2,  Art  35.  If 
no  negative  reactions  are  possible,  and  if  the  load  is  on  one 
arm  only,  that  arm  will  be  a  non-continuous  beam  for  such 
load,  and  the  reactions  will  be  found  by  the  simple  principle 
of  the  lever. 
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